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INTRODUCTION TO THE THIRD EDITION 


The author wishes nRain to emphasize the Keneralizatioii, 
or rule, which he believes should Ruide tliose wlio wish to ex|H'ri- 
ment in the alloying of iron with other elements. The general 
statement can be expres.sed as follows: “If iron be combined by 
fusion with notable quantities of an ehanent whose melting- 
point is very much below that of iron, the tendency is to produce 
a metal of inferior physical profx'ities, but if iron Ik* combined 
with an element whose melting-|)oint is n(*arly that or higher 
than that of iron, then the tendency is to produce a metal of 
superior physical properties.” (See Introduction to second 
edition.) 

The following arc some n(‘w features of the third edition: 

(1) A new qualitative test for cobalt in si (‘el. Page 2. 

(2) The latest details of the author’s routine method for 
vanadium in vanadium and chroiiKwanadium steels. Page 21. 

(3) Rapid bath test for chromium. Papes 2t> and 28. 

(4) Modified bath test by iK*rsulphate for vanadium. Page 28. 

(5) Walter’s method combined wdth the author's method, 
using potassium fcrricyanide as an internal indicator. 

(6) The author’s new method for small (or large) amounts of 
chromium and vanadium, removing the bulk of the iron with 
ammonia. The vanadium can lx* also s(*parated in this method 
from a large amount of chromium as the vanadium is precipitated 
along with the firs portion of the chromium. This make^ 
possible the accurate determination of a small amount of V 
in the presence of a large amount of Cr, as the most of the latter 
can be left behind in the filtrate together with the Fe. Sec 
pages 30 and 31. The neutralization is stopped as soon as the 
first part of the Cr hydroxide appears. For example, suppose 
it is desired to determine about 0.10 V in the presence of 15.00 
ber cent Cr. 
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(7) The complete analysis of ferro-vanadium, rewritten* for* 
Al, Fe, Mn, P, Si, and V. Pages 34 to 39. 

(8) An entirely new modification to get the total phosphorus 
in ferro-vanadium and vanadium steel, using a faintly ammor 
niacal water solution of ammonium molybdate. 

(9) A new method for separation of the bulk of the titanium 
from the iron by ammonia. Pages 30 to 31. 

(10) The author’s method for the determination of sulphur 
by heating the substance such as finely divided steel, drillings or 
millings, ores, minerals (and sulphates by ignition of the powder) 
in a stream of hydrogen saturated with HCl has been extended 
to a wide range of materials: At a temperature of about 950® C. 
following reaction takes place: 

BaS04+2HCl+8H = BaCl2+4H20+H2S. 

See pagcii 122 to 129. 

(11) The methods as used by the author for Mg, Ca, Pb, As, 
Bi, Cu, Sb, Ta, Mo, and S in tungsten ores have been added. 
Sec pages 97 to 113. 

(12) Persulphate method for manganese for all percentages 
of manganese up to 80 per cent, or higher. Page 250 and page 136. 

(13) New cuts of the author’s design of rheostat and muffle 
furnace and carlK)n combustion furnace. Page 119. 

(14) The determination of large and small amounts of tan- 
talum and tungsten in the presence of each other. Page 138. 

(15) The complete analysis of Wulfcnite ore. Page 168. 

(16) Arsenic in steel. Page 162. 

(17) The determination of Al, Fe, V, and Cr in ferro-chrome 
is rewritten. Pages 174 to 186. 

(18) The author’s method for the determination of large and 
small amounts of Al and Zr in steel by first removing the bulk 
of the iron with ammonia. Pages 189 to 191. 

(19) The complete analysis of zirconium-nickel-aluminun-iron 
alloy. Pages 194 to 201. 

(20) The analysis of crude zirconia. Pages 202 to 204. 

(21) The determination of oxygen and arsenic in copper. 
Pages 218 and 219. 

(22) The determination of boron in iron following Wherry as 
modified by J. M. Lindgren. Pages 253 and 255. 
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* (23“) Rapid volumetric method for manganese in steel in the 
presence or absence of much chromium. Accurate to at least 
15 per cent of manganese. Pages 343 to 347. 

, (24) the use of zirconia comjx)sition crucibles as a substitute 
for platinum crucibles in the detesinination of silicon in plain 
steel, and pig iron. Page 350. 

(25) A new method for uranium in steel by removing the bulk 
of the iron with ammonia. Pages 303 to 365. 

(26) New cuts of the autlior's combustion train and apparatus 
for weighing CO 2 . Pages 27(), 278, 279. 

(27) The author’s presc'iit routine method for nickel. Page 232. 

(28) The complete analysis of pitchbleiuh*. Page 270. 

(29) The determination of alkali(*s in clay. Pages 411 to 413. 

(30) The complete analysis of clays. Page* 407. 

(31) The determination of cerium in ferro-ccritim and cerium 
steel. Pages 533 to 538. 

In all there are considerably more than oik* hundred additional 
pages of new material not found in eitlK*r of the previous editions; 
and a net increase of the size of the Iniok to the extent of also 
more than 100 pages. 

(32) A chapter has been added on the microscopic examina> 
tion of steel. Pages 492 to 503. 

PlTTSBUROH, Pa., 

July 7, 1920. 




CONTENTS 


CHAPTER PAOHt 

I. Qualitative tests for chromium, vanadium, titanium, 

molybdenum, tungsten, nickel, and cobalt lto3 

II. Analysis of vanadium st<H‘l, Cr-V steel, chromium steel, 

and ferro-vanadium 4 to 46 

III. Analysis of ferro-titanium, titanium, steel and basic slag 

containing titanium 47 to 71 

IV-1. Analysis of tungsten powder. Determination of oxygen 
in metallic tungsten jiowder and Hte<*l. Determina- 
tion of tin in metallic tungsten 72 to 96 

IV-2. Sampling of tungsten ores. Determination of W, Pb, As, 

Bi, Cu, Sb, Ta, Mo, S, Fe, Mn, Ca, and Mg in 

tungsten ores 97 to 113 

IV-3. First method for tungsten in steel, (iravimetric method 
for sulphur in chromium-tungsten steel. Kvolution 
method for sulphur in alloy stetds by ignition of the 
in.soluble residue, at a yellow heat in acid-carrying 

hydrogen. Electric muttle furnace 114 to 129 

IV-4. Analysis of low per cent tungsten steels and slag con- 
taining chromium, tungsten, an<l vanadium 130 to 137 

IV-6. Determination of tantahim in tungsten, ii^ ori«, alloys, 

and steel 138 to 143 

V-1. Analy.sia of molybdenum powders 114 to 149 

V-2. Analysis of ferro-molybdenum and ferro-molybden urn- 

tungsten 150 to 166 

' V-3. Analysis of tungsten-molybdenum steels 156 U) 162 

V-4. Determination of molybdenum in molybdenum ores. . . 102 to 170 

V-5. Determination of tin, arsenic, and bismuth in plain and 

alloy steels 171 to 173 

VI-1. Analysis of fcrro-chromium, chromium ore, and carl)on- 

less chromium 174 to 186 

VI-2. Analysis of chrome cement 187 to 188 

VII-1. Aluminum and zirconium in steel 189 to 193 

VI 1-2. Analysis of zirconium-aluminum-nickel-iron 194 to 201 

VI 1-3. Separation of Zr from Fe, Ti, Al, and Si. (The analysis 

of crude zirconia.) 202 to 204 

VIII-1. Copper in sted and pig iron 206 to 209 

ii 



X 


CX)NTENTS 


CHAKrER RAGM 

VIIl-2. The separation of copper anti nickel from iron and 

vanadium by potassium fcrricyanide 210 to 212 

VI11--3. The determination of copper in metallic copper; also 

oxygen and arsenic in copper ^13 to 219 

IX-l. Ilapid determination of nickel in the presence of chro- ^ 

mium, iron, manganeie, vanadium, and tungsten, by 
the author's modified cyanide method, by Hrunck’s 
method and by a modification of Brunck's method . . 220 to 234 

IX-2. The analysis of nickel-chromium alloy 235 to 238 

lX-3. The analysis of nickcl-copper-iron alloy 239 to 243 

X-1. 'Phe analysis of ferro-mangancse 244 to 249 

X-2. Volumetric determination of manganese in ferro- 
manganese ores, and high manganese steels, being a 
quantitative separation from copper and nickel 250 to 252 

X- 3. Deternnnation of boron in iron 253 to 256 

XI-L The determination of carbon in iron, steel, alloys, 

graphite, etc., by direct ignition with red lead 257 to 274 

Laboratory milling machine for sampling steel. Segre- 
gation teat by acid etching. Power miller 257 to 274 

XI-2. The determination of carbon in steel, ferro-alloys, and 

graphite by means of an electric combustion furnace. 275 to 284 
By means of a compressed air and gas furnace 284 to 291 

XI- 3. The elimination of rubber stoppers from the tapered 

clay combustion tube 294 to 296 

XI- 4. The determination of carbon in plain steel by solution 

of the steel in copper and iwtassiurn chloride 297 to 301 

XI-5. The determination of graphite in iron, and graphitic 

carlron in stwl 302 to 404 

XII - I . Carbon in steel by color 305 to 309 

XI 1-2. A. The determination of phosphorus in pig iron, steel, 

washed nu^l 310 to 325 

XI 1-2. B. Vanadium steel and ferro-vanadium 310 to 325 

XI 1-3. The analysis of ferro-phosphorus 326 to 329 

XI 1-4. The determination of sulphur in steel, muck bar, pig 

iron, and washed metal 330 to 337 

XII-5. The determination of manganese in steel, pig iron, and • 

chrome steel 338 to 344 

XII-0. The determination of manganese in 15 per cent Mn steel 345 to 347 

XII -7. The determination of silicon in steel, pig iron, etc 348 to* 350 

XI 1-8. The analysis of calcium-silicon-iron 351 to 352 

XlII-1. The determination of uranium, in ferro-uranium, camo- 
tite ore, in mixtures of iron, uranium, aluminum, and 
vanadium, and in steel containing tungsten, chro- 
mium, vanadium 353 to 368 

XllI-2. The determination of vanadium in sandstones contain- 
ing camotite, roscoelite, or calcium vanadate, in 
pitchblende 369 to 371 



CX)NTENTS 


xi 


CBAFTCB PA(1U 

XIV-1. The qualitative and quantitative analysis of cobalt and 
nickel-cobalt steel. The electrolytic determination of 
cobalt and nickel in fcrro-cobalt and cobalt powder. 372 to 301 

Xy. The determination of nitrogen in steel 392 to 395 

XVI-1. The analysis of graphite and graphite crucibles 397 to 4(W 

XVI-2. The complete analysis of cla>t 407 to 413 

XVlI-1. The annealing of steel 414 to 421 

XVI 1-2. Further annealing temperatures and the formation of 

decarbonized surface on steel 422 to 429 

XVIII-1. The complete analysis of limestone and magnesite. . . . 430 to 434 

XVIII-2. The complete analysis of bottom sand and fire brick . 435 to 441 

XVIII-3. The analysis of iron ore 442 to 449 

XVI 1 1-4. The analy.sis of fluorspar 450 to 459 

XIX- 1. The testing of lubricating oils 4IK) to 471 

XIX-2. The testing of coal and coke; sulphur in crude oil 472 to 477 

XX-1. The percentage reduction of a substance in solution to 

any desired percentage .... 478 to 482 

XX-2. Plan and views of chemical laboratory for sti‘(‘l works 

practice 483 to 491 

XX - 3. A. The micrographic examination of 8U*el 492 to 503 

XX-3. B. The making and repairing of laboratory electric 

furnaces 604 to 506 

XX-1. Some improved electrical lalxiratory apparatus . ... 607 to 609 

XX-5. B. Rheostats and large electric furnace for laboratory 

heat treating 610 to 613 

XXI-1. An automatic steam water still 514 to 510 

XXI-2. The making of clay combustion Iwats; one-piece ni- 

chrome triangle; sanitary wash Ixittlc 517 to 520 

XXl-3. Laboratory refractories 521 to 528 

XXII-1. English chromium-vanadium standard “V” 529 to 530 

XXII-2. A .short method for Mo in steel < 531 to 532 

XXXIII-1. The analysis of ferro-ccrium and cerium steel 633 to 583 

XXXIII-2. Further modification of the Fevert CX)i weighing ap- 
paratus 539 to 541 

543 to 552 


l^pnx 




[r. 

\ " 





\ • 

RAPID MKTIIODS FOR TIIK LYSIS 
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TIIFIR ORKS, ANIUGRAPlllTKS 


CHAFrKR I 

QUALITATIVE TESTS FOR CHROMIUM, TUNGSTEN, 
NICKEL, MOLYBDENUM, ETC. 

Dissolve 0.200 grani of the sample with 5 c.e. 1 : 3 sul- 
phuric acid in 152.4 (0 inches) by 10 mm. test tube. Also 0.200 
gram of a plain carbon steel in the same way. Place the two 
tests in boiling waU'r for a half hour. 

The plain carbon steel will be free from black sediment and 
practically water white as to color. If the unknown contains as 
little as 0.2 or 0.3 per cent of chromium it will look distinctly 
greener than the known steel. Nickel also produces this effect, 
but the color is not so marked. 

If the steel has 0.100 to 0.3 per cent of tungsten a black insol- 
uble residue will be found in the bottom of the tube. This 
black sediment forms also with similar amounts of molybdenum 
and phosphorus. But on addition of 1 c.c. «f 1.20 nitric acid 
to such a solution the black entirely disiippears if due to the 
presence of the two last named elements. 'Ihe black precipi- 
tate, if caused by a small quantity of tung Icn, on addition of 
tho nitric acid, changes to a yellow one. If the amount of the 
latter is small it is better to put the test tube back on tho water 
bath, and pennit the tungstic acid to settle for two hours, when 
it can be seen plainly as a yellow spiral thread rising up through 
the solution by giving the test tul)e a rotary motion. The black 
residue of phosphide can be recognized by filtering it out and 
dropping 1 : 1 hydrochloric acid on it, when the characteristic 
odor of phosphine is obtained. Or it can l^e dissolved off the 
filter with 1.20 nitric acid and the filtrate precipitated with 
molybdate solution after boiling it with a slight excess of potas- 
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sium permanganate. Finish as in plain steel to get the yellow 
precipitate. If steels are quite high in silicon, the silicic acid 
and the carbon, together, produce black flakes that float about. 
They turn to white ones on being heated with 1.20 nitric acid 
on a water bath for an hour or two. * 

The annealed test for ehromium is given under '' Annealing 
of Steel.” (See page 419.) 

Molybdenum.'**— A further qualitative test for the latter 
element is as follows: Dissolve 0.500 gram of sample in 26 c.c. 
of 1 : 1 hydrochloric acid. Boil till the action ceases, using a 
254 by 25.4 mm. (10 by 1 inch) tube. Heat further with 2.5 
grams of potassium chlorate until a clear solution has been 
obtained or the residue, if any, is a bright yellow. Add an equal 
volume of water. Filter without washing. Dissolve 10 grams 
of potassium hydroxide in 10 c.c. of water. Add this to the 
Altered solution. Boil for Ave minutes. Filter. Do not wash. 
Pour 8 c.c. of this Altrate into a 254 by 25.4 mm. tube. Add cone, 
hydrochloric acid until crystals form. Dilute with water to 
30 c.c. Add a few grains of granulated tin. Heat to the first 
indication of boiling; remove from heat immediately and cool. 
Add to the cold solution 2 c.c. of potassium sulphocyanate. A 
light brownish red indicates 0.2 or 0.3 per cent of molybdenum. 
A distinct red indicates 1 to 2 per cent and a deep red higher 
amounts of molybdenum. This is a Ane test, but if the mistake 
is made of boiling the solution too long with the tin scarcely any 
color is obtained. Bring, therefore, to incipient boiling, only, 
after putting in the grains of tin. Then remove at once from the 
Are and test with the KCNS as already described. For nickel 
the quantitative analysis as given on page 232 is so rapidly 
carried out that it constitutes an easy qualitative test also. 

For qualitative tests for titanium and vanadium see pagb 4. 
For qualitative tests for copper in steel see page 207. For quali- 
tative tests for copper in ferro-vanadium see page 9. For 
qualitative test for nickel in steel see, also, page 7. 

Qualitative Test for Cobalt— Dissolve 0.2^ gram of the steel in 
5 c.c. of 1 : 1 HCl in a 154.2 (6 in.) X 16 mm. tube on a water bath. 
At the same time in the same manner dissolve 0.200 gram of plain 
carbon steel. If the unknown steel contains even as mi^h as 0.05 

* See also page 160 for further details of the qualitative test for mdyb- 
denum in. steel. 
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per cent of cobalt it will show a distinct greini when hot whereas the 
plain Steel ’Will be a goUlcn yellow’ color. This yellow color can be 
eliminated by adding a few grains of metallic tin to the tests. It 
is charagteristic of the cobalt that this grt'cn Color wdll fade away 
^en the solution cools down, and return again if reheated. If 
1 gram of sample is dissolved in l(f c.c. of the hydrochloric acid 
and, after all action is over, a few grains of metallic tin arc used to 
keep back the color of ferric iron, as little as 0.05 jx?r cent Co can 
easily be detected. Nickel gives so much less color that, in a 
0.200 gram te.^t, as much as 5 per cent of nickel givtis practically 
no interference with the cobalt test if a little tin is added to keep 
the iron ah rcduce<l. Cobalt d(H's not give this delicate test in 
sulphuric acid solution. Chromium interfon‘s greatly. It should 
be removed by peroxidation l)efore making the test. Sec also 
page 372. 

Qualitative Test for Nickel.— Dissolve 0.5 gram of the sU*t‘l jus 
given for vanadium on page 5. When the red fumes are gone, 
eool; add 2 grains of citric acid jind then ammonia until the 
solution is aminoniacal and clear. Now introduce a solution 
of dimethylglyoximc of the strength given on piige 231. A 
scarlet precipitate will fonn if nickel is present. See idso page 
372 if the chemist wishes to first remove the iron before adding 
the “ dimethyl,” which is a better way if the per cent of nickel 
is very small. 

Qualitative Test for Titanium in the Presence of Vanadium.— 

Dissolve the stec‘l a.s for vanadium lus given on page 5 but in a 
small lx)iling fla.sk, using 0.5 gram of samfilc. Then ixiroxidize 
as described on page 35, taking proportionately smaller amounts 
of the sodium peroxide and carbonate. Redissolvo the iron 
hydroxide, after wa.shing it with fTcnixide w’litcr, and peroxidize 
again, and so on until some of the filtrate from the iron hydroxide 
no longer gives a vanadium test with H 2 D 2 on lieing lx)iled down 
to* one-half with twice its bulk of cone, nitric acid. The iron 
hydroxide can then lx? dissolved with 1.20 nitric acid and l>e 
tested w'ith hydrogen peroxide for Ti. The iron hydroxide will 
contain all of the Ti, free from V. 



CHi^ER II 

•AITALTSIS OP CHROMIUM AKD VANADIUM STEEL AND 
FERRO-VANADIUM 

The determination of vanadium in the presence of tungsten, 
titanium, chromium, nickel, manganese, silicon, molybdenum, 
copper and aluminum has been studied by the author. It has 
been the latter’s aim to produce modified methods that combine 
speed, simplicity and accuracy. The underlying reactions are 
well known and have been variously applied by different chemists. 

Qualitative Tests 

Absence of Titomum.—A qualitative test for vanadium can 
be completed in a half hour or less, even in the presence of 4 per 
cent of chromium, although there be but 0.05 per cent of vana- 
dium in solution. Dissolve 0.500 gram of steel in a 254 by 
25.4 mm. test tube (10 by 1 inch) in 10 c.c. 1 : 3 sulphuric acid, 
heating until action ceases, adding a little water, if necessary, 
to dissolve any sulphate of iron that may separate during the 
boiling. Five c.c. of concentrated nitric acid are used to oxidize 
the iron and hypovaftadic ^cid. Heating is continued until red 
fumes disappear. If tungsten be present, filter through paper. 
Filter without washing. Pour some of the filtered or unfiltered 
fluid, as the case may be, into two 152 by 16 mm. test tubes, 
allowing about 5 c.c. of the solution to each tube. To one of these 
portions add 5 c.c. of sodium peroxide dissolved in dilute sul- 
phuric acid. To the other add 5 c.c. of water. The portion *to 
which the sodium peroxide was added assumes a reddish brown 
shade if vanadium is present. 

If there be enouc^ chromium to give the solution a dark 
green tint, then hold the tubes against an illuminated white 
shade. The vanadio soluUon containing peroxide will plainly 

* From a paper read before the Pitteburi^ eeotioii of the American Chem- 
ioiaSoc.,Jan.28,1908. 
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i^ow^a browner tint than its mate, to which no peroxide wtm 
.added. I'he white shade greatly lessens the interference of the 
chrmne green. The peroxide is prepared by dissolving 3.5 grams 
,of sodium peroxide in 125 c.c. of 1:3 sulphuric acid and diluting 
i^th distilled water to 500 c.c. ^d the water last, when pre- 
paring the peroxide solution. 


Thb Determination of Chromium and Vanadium in Stkxl 

The quarUitative detennination of vanadium and chromium 
in most varieties of steel can be made in a comparatively simple 
way. The writer proceeds as follows: Two grams of steel are 
heated in a mixture of 30 c.c. of 1 : 3 sulphuric acid and 20 c.c. 
of water in a 600 c.c. beaker. When the first action is over, 
30 c.c. of 1.20 nitric acid are used to complete the solution and 
oxidize the iron. Boiling is continued two minutes longer and 
then 200 c.c. of water are introduced. From a small pipette a 
solution of permanganate of potassium is delivered, a little at a 
time, until a slight precipitate of manganese oxide is obtained 
that does not perceptibly dissolve after twenty minutes’ boiling. 
The beaker is removed from the fire and, after a few moments, 
is placed in a tray of running water until cold. Its contents 
are filtered into a heavy suction flask through an asbestos 
filter using a l}«inch carbon filter tube, supporting the asbestos 
on a perforated porcelain plate.* (The asbestos is washed in 
nitro-hydrochloric acid and freed from chlorine test with dis- 
tilled water before it is used.) The residue on the asbestos filter 
is washed fifteen times with 20 c.c. of 1 : 3 sulphuric acid diluted 
with 500 c.c. of water. 

• The filtrate and washings are returned to the 600 c.c. beaker 
together with 30 c.c. of dilute sulphuric acid, additional. The 
volume is now about 350 c.c. and titration is begun with a 
standard of double sulphate of iron and a mm onia. The double 

* Now use porous thimble 1 A inches outside diameter and 2 inehes hi^h, 
Supported in a jdn» 51*^ tube 1 1 inches 0. D. by 81 inehes ht|^. A pises 
of flat Qooch rubber tubing of If-inch diameter is required to malts ths 
connection between the thimble and the glass filter tube. Thisanaags- 
ment does away with the use of an asbestos filter and requires very Uttls 
water pressure for rapid filtration. The apparatus is shown in the photo 
QD page 296. 
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iulphate standard is dropped in from a 100 c.c. burette until 
the fluid in the beaker loses all brown tints and assum'es a prae*. 
tically colorless shade, in plain vanadium, or in vanadium steels ' 
containing less than 1 per cent of chromium. If much chro-, 
mium is present, i.e., from 2^to 6 per cent, the iron sulphate Hi 
added until the chrome green no. longer grows darker, and two 
or three c.c. more to insure an excess. There are two reasons 
why the sulphate standard should be added at the start. In 
the first place, though no chromium may have been added to 
the steel, there is often a little manganic oxide held in solution, 
or permanganate, which would reduce a portion of the sulphate 
standard. Again there is never any certainty that small amounts 
of chromium are not present. The quantity of sulphate standard 
required in the foregoing reduction should be noted in case the 
determination of chromium is part of the program. The per- 
manganate of potassium standard is next dropped into the 
solution and, as soon as the pink color begins to disappear slowly, 
the standard is added three drops at a time, until a very faint 
pink color is obtained that persists after 30 seconds stirring. 
Should even as much as 5 or 6 per cent of chromium be present 
a practicetl eye can easily detect pink reflections through the 
chrome green. These pink glints can be seen in the bottom of 
the beaker and, as one looks down through the mouth of the 
latter, a rounded bright spot is seen that takes on a pink flush 
when the permanganate is in excess. 

Vanadium,— The solution is now ready for the titration of the 
vanadium, alone:* 0.6 c.c. of potassium ferricyanide is poured 
into the beaker with a convenient dropper, having an etched 
mark on it to indicate the 0.6 c.c., so that the same quantity of 
the indicator is always taken, t The ferricyanide imparts a 
brown tint to the iron solution. The ferrous ammonium sul- 
phate standard is again dropped in, a little at a time, until one 
drop produces a green coloration that is free from yellow tints, t 
The titration is continued to a blue. The number of c.c. of double 
sulphate standard required in this second titration less the 
number needed to produce a similar shade in an imitatiou test, 

* R«ad pigos 21 to 22. 

t Five gnaw of potassium ferricyanide dissolved in 130 c.c. of water. 

t Titntiona are now all carried to a blue; Le., until 3 drops of the dooblo 
sulphate change the dark green to a distinct blue. 
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made with a steel that does not contain vanadiuiii» gives the 
Anaount of the sulphate standard required to reduce the vanadic 
•'itoid present. This remainder is multiplied by 2.54 to obtain 
the nui^^ber of milligrams of vanadium in the sample. With 
^h lot of analyses, two tests are made of plain steels to which 
have -been added known weights^of standard ferro-vanadium 
drillings or powder. If the usual operations recover the vana- 
dium added all of the tests made at the time are accepted. The 
amount of double sulphate standard required by the blank tests 
on non-vanadium steels is deducted from all tests before making 
calculations. This deduction for plain vanadium or vanadium- 
chrome steels where the per cent of chromium is not much in 
excess of 3 per cent, varies from 0.4 to 0.9 c.c. This applies 
to a volume of approximately 350 c.c. An increased volume 
produces an increased blank. A test, in duplicate, for vana- 
dium by the foregoing manipulations can be carried through in 
an hour and a half in the presence of chromium, nickel, tungsten 
or molybdenum. 

The presence of much chromium increases the blank some- 
what. With no chromium present the blank is about 0.3 to 
0.4 c.c. and, with chromium in the solution to the extent of 

3 per cent, it is 0.4 to 0.9 c.c. With a chromium content of 

4 per cent it is 1.0 to 1.2 c.c. It is always best to make control 
tests and blank tests, when high chromium and tungsten steels 
are being analyzed, with mixtures imitating closely the samples 
submitted for analysis. It is very important when dealing with 
alloy steels, containing large percentages* of chromium and 
tungsten, to digest the drillings until the tungstic acid is a bright 
yellow before boiling with the excess of permanganate solution. 
One should, when the tungsten has “cleaned well,” add peN 
manganate until, after twenty minutes boiling, sufficient excess 
of manganese oxide is present to give the separated tungstic add 
a chocolate color. Then proceed as usual. 

When nickel is present in the steel in quantities ranging from 
3 to 5 per cent the.same method applies, but it must be borne 
in mind that, when ferricyanide of this concentration (5 grams 
in 130 c.c. of water) is used, in a few minutes, nickel ferricyanide 
separates, hence the titration must be proceeded with imme- 
diately. 

• ^ Molybdenum does not interfere with the titration of vana- 
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dium, though the former element be present in large quanti- 
ties. 

Vanadium in Ferro-Vanadium.-~*The determination of vana-'* 
dium in ferro-vanadiums of the low silicon type offers nc^ difficul- 
ties except that segregation is considerable. It is always 
■ advisable to make at least th^ tests of each sample and average 
the results. From 0.2 to 0.3 gram are taken and proceeded 
with exactly as in steels until the titration is to be made when, 
instead of adding the double sulphate standard first, the com- 
pleteness of the oxidation of the ferro-vanadium is tested by 
adding three drops of the permanganate standard. If this gives 
a suggestion of pink to the solution, the ferricyanide indicator 
is added and then the ferrous sulphate standard until the light sky 
blue of the vanadyl salt is darkened slightly by the deeper blue 
caused by the excess of ferrous standard. This end-point is very 
satisfactory but requires a little experience on the part of the 
analyst. The amount of sulphate standard used is noted and 
then the permanganate standard is added, at once, until a distinct 
reddish pink color is obtained that does not fade perceptibly 
after thirty seconds vigorous stirring. This end-point might be 
described as an old rose shade. Blanks are run on the same 
weights of a plain carbon steel in exactly the same way and 
deducted from the amount of sulphate required to produce the 
blue and from the amount of permanganate required to restore 
a pink color. If less permanganate than sulphate is used, after 
correcting the sulphate reading to the permanganate basis, the 
presence of chromium is indicated and a qualitative test for the 
latter element can be made in an hour by fusing 0.8 gram of the 
ferro-vanadium with 10 grams of sodium carbonate mixed with 
2 grams of nitrate of potassium. The melt is dissolved in water. 
The residue is removed by filtration in the cold. A yellow- 
tinted filtrate confirms the presence of chromium. Several 
tenths of 1 per cent of chromium are frequently present. 

The amount of double sulphate should not be taken as a 
basis of percentage calculations unless it is positively known 
that chromium is absent. The sulphate should be first added 
as described. This should be immediately followed by the 
addition of the permanganate standard as given and the amount 
of the latter standard required to produce the permanent red- 
* Read pages 14 to 15. 
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dish pink should be multiplied by 2.54 to find the milligrams of 
vana^um* in solution. For instance in 50 per cent ferro-vanadium 
it is not practical to take more than 0.4 gram for analysis. 
One c.<^ of the double sulphate equals 0.00086 gram of chro- 
mium or only 0.215 per cent chromium^ but it also equals 0.035 
per c4nt vanadium, i.e., 0.2 per c&t chromium would raise the 
vanadium content 0.6 per cent if not eliminated by calculating 
the vanadium from the permanganate used to obtain the old 
rose tint. When ferro-vanadium contains much silicon, about 
4 per cent or more, the borings or powder may not dissolve com- 
pletely in sulphuric and nitric acids. The following modi- 
fication is necessary: Treat 0.3 to 0.6 gram of sample with 
60 c.c. 1.20 nitric acid in a No. 5 porcelain evaporating dish. 
When heat produces no further action add 1 c.c. or more of 
hydrofluoric acid, which promptly gives a complete solution. 
60 c.c. of 1 : 3 sulphuric acid are poured into the dish, the watch- 
glass is removed and the solution is evaporated to heavy fumes 
to remove the hydrofluoric acid. The sulphates are dissolved 
in water and transferred to a 600 c.c. beaker and the analysis 
completed as in low silicon ferro-vanadium. 

Ferro-vanadiums containing from 0.5 to 6.0 per cent of 
copper present a slight obstacle. When the ferricyanide indi- 
cator is added copper quickly produces a light yellow cloud of 
copper ferricyanide that entirely prevents any end-point beii^ 
seen. In such cases dissolve the ferro-vanadium in 1.20 nitric 
acid; evaporate dry; ignite; redissolve in HCl; dilute to 300 c.c. 
and pass H 2 S until saturated; filter out the copper sulphide; 
wash it with H 2 S water; evaporate filtrate to about 150 c.c.; 
add a few crystals of chlorate of potash to the not too conoen- 
^^ted solution (potassium chlorate explodes when heated with 
cone. H2SO4); evaporate to thick fumes; take up in water, 
heating until all is in solution; add 20 c.c. of 1.20 nitric acid; 
boil with KMn04 and finish the V as described. 

As ferro-vanadium samples are, at times, quite variable it 
is always best to make several tests of the latter and report an 
average of the results obtained. If the copper content does not 
exceed 0.3 to 0.4 per cent, even when 2 grams of sample are 
taken, the vanadium can be titrated before the clouding b^ 
if it is proceeded with as quickly as possible after the addition 
* of the ferricyanide. 
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Small Amounts of Vanadiam.*-~For the determination of 
small amounts of vanadium, ranging from 0.02 to 0.05* per cent', 
it is expedient to dissolve from 6 to 8 grams of the steel for * 
analysis. Such large weights of steel are treated finst with 
60 c.c. of 1 : 3 sulphuric acid and 100 c.c. of water. When thii 
action is over, 120 c.c. of 1.20 nitric acid are added to complete 
the solution and to oxidize the iron. Then continue the analysis 
as usual. Blanks should be carried along with equally large 
amounts of a plain carbon non-vanadium steel. The writer 
would advise caution in the use of manganese sulphate to 
discharge any persistent pink color when boiling with perman- 
ganate, as its use in Urge amounts .seems to increase blanks, 
apparently causing part of the pennanganatc to pass into 
solution in the manganic condition. Even the blank filtrates 
have a brown tint as though containing a few hundredths of 1 per 
cent of chromium. This would seem, in a measure, similar to 
the solution of iron hydrate in iron salts. On discontinuing 
the use of an excessive quantity of the manganese sulphate, 
lower and more uniform blanks and freedom from brown tints 
therein were attained. Do not add over 0.200 gram MnS04. 

If pink colorations occur due to excessive additions of the 
permanganate, dilute further with distilled water and a drop 
or two of ferrous sulphate and boil until they are destroyed. 

It is rare that distilled water does not contain enough traces of 
•organic matter to accomplish this purpose. (A pink color in 
the analysis of ferro^vanarlium does no harm in the determina- 
tion of vanadium as the sulphate standard is added at the start; 
and the vanadium is calculated from the amount of perman- 
ganate required to produce an old rose shade, after getting the 
blue with the sulphate standard and fcrricyanide indicator.) t # 

Chromium^ as already intimated, can be determined in the 
presence of vanadium and in the same operation. 

In steels, the amount of double sulphate used to discharge 
all red colorations, leaving the solution a clear light green, free 
of all yellowish tints, less the number of c.c. of the perman^ 
ganate standard required to produce a slight permanent pfnk 

*See the author's new method for determination of large and awm-ll 
amounts of Cr, V, Al, U, Ti, and Zr by removing the bulk of the ferrous iron 
with ammonia. Pages 30 and 31. 
t Read pages 14-15. 
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reflection, thereafter, equals the amount of double sulphate 
neces^ry to redute the chromic ackl present to chromic sul- 
*phate. One c.c. of the double sulphate usually equals 0.00087 
gram ol chromium. As already explained, the ferricyanido 
indicator is now dropped in, and^the sulphate standard again 
follows until three drops of it produce a blue.* The amount 
of sulphate consumed by this last titration is equivalent to the 
vanadic acid present, after deducting the regular blank, which 
is usually 0.4 to 1.0 c.c., depending on the amount of chromium. 
A sample calculation is given as an illustration. (2 grams are 
taken for analysis.) 

Fibst Part of the Titration to outain the Chromium (Madb bbforb 


KMnOi 

Adding Ferr:jvanidb) 

Double Sulphate. 

9.1 c.c. 

second reading of burette 

28.6 c.c. 

2.3 c.c. 

first reading of burette 

12 4 c.c. 

6.8 c.c. 


16.2 c.c. 

16.2 

6 8 

Calculation 



9.4 c.c. equal sulphate used by chromium 
9.4 X0.00087X100 + 2 =0.4089, or per cent chromium. 


Second Part op the Titration (Made Immediately after Adding the 
Ferricyanide Indicator) to Obtain the Vanadium 

Sulphate 

31.4 c.c. second reading of burclte. ' 

28.6 c.c. first rea<ling of burette. 

2.8 c.c. 

0.4 c.c. equals regular vanadium blank for low per cent chromium. 

2.4 c.c. 

Since 1 c.c. of sulphate equals 1 c.c. of permanganate or 
0.00254 gram of vanadium, therefore 2.4 X 0.00254X100 + 2* 
0.305 per cent vanadium. 

Amounts of Chromium in Ferro-vanadium.— Ferro- 
vanadium frequently, as stated, contains one or two tenths of 
a per cent of chromium. The most satisfactory way to esti- 
mate these sm .11 amounts, in the pre.sence of large per cents of 

* The sulphate standard is now added untfl three drops of it change the 
dark green to a blue. 
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vanadium, is to fuse 1 gram of the finely ground powder or thin 
drillings with 20 grams of sodium carbonate and 4* grains df 
niter. After the fusion is quiet, keep it molten for thirty** 
minutes. Dissolve the melt in as little water as possi))le in a 
platinum or porcelain dish, ^dd pulp; filter; wash with sodiun 
carbonate water. Evaporate* the filtrate and washings to* about 
40 c.o. If the solution is not clear, add a little pulp, filter and 
wash again. The filtrate and washings should not exceed 40 to 
50 c.c. if the chromium content is only a tenth of a per cent or 
thereabout. Compare this solution with a standard consisting 
of 0.070 gram of c.p. potassium dichromate made slightly alkaline 
with sodium carbonate and diluted to 250 c.c. in a volumetric 
flask. It is made alkaline by adding sodium carbonate until the 
red color of the dichromate has all been converted into the yellow 
of the sodium chromate. 1 c.c. equals 0.0001 gram of chromium. 
Use the same comparison tubes as described under the color 
method for titanium. Rinse one of the tubes three times with 
some of the standard. Then pour into it exactly 10 c.c. of the 
standard solution. If the chromium content is about 0.20 per 
cent, the standard will be yellower than the test. Add water to 
the standard, 1 to 2 c.c. at a time, until its color is only slightly 
stronger than that of the test. Continue the addition of water in 
} c.c. amounts until the standard is just turned lighter than the 
test. Suppose the standard matches the test in color at 27 5 c.c. 
and the volume of the test is 59.5 c.c. This gives the proportion: 

Standard Vol. • Teat Vol. 1C c.o. Std. 

27.5 ; 59.5 : 0.001 : X 

5.95 f 27.5 » 0.21 or 0.21 per cent chromium. 

Standardizations— The writer prefers to standardize per- 
manganate of potassium against recryi^llized oxalic acid kept 
in tightly stoppered bottles: * 1.58 grams of potassium perman- 
ganate are dissolved in a liter flask with distilled water and diluted 
to the mark. 19.5815 grams of double sulphate of iron and 
ammonia, i.e., FeSOd * (NH 4 ) 2 S 04+6 HsO, are dissolved in the 
same manner, with the addition of 50 c.c. of 1 : 3 sulphuric acid, 
and diluted to one liter. Usually the relationship between these 
two standards is that from 40.2 to 40.5 c.c. of the permanganate 

^ Keep oxalie loid in a oocl plaee to prerent Iobb of water of orvatsflii^ 
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qual.40 ^.c. of the double sulphate.. The vanadium value of 
he permanganate standard is checked against the oxalic acid, 
md the vanadium value of the sulphate standard is calculated 
rom its^lation to the permanganate standard. 

^ •'Hie 1.58 grams of permanggnate solution, theoretically, 
ihould be equivalent to 2.56 grams of vanadium. Its actual 
mlue b found as follows: 0.1424 gram of oxalic acid is dis- 
solved in about 100 c.c. of water plus 20 c.c. of 1 : 3 sulphurfc 
icid and heated to 80^ C. The permanganate standard is then 
idded until one drop produces a permanent pink. This usually 
requires 45.45 c.c. of the permanganate. We in the first place 
have the proportion: 

Oxalic Acid Permanganate 

63 : 31.6 0.1424 : X 

This gives X equals 0.07142, or 0.07142 gram of pure perman- 
ganate will oxidize 0.1424 gram of oxalic acid. By the above 
titration It is found that it requires 45.45 c.c. of the perman- 
ganate standard to oxidize 0.1424 gram of oxalic acid. Therefore 
each c.c. of the permanganate standard must contain 0.07142 
divided by 45.45, or 0.001571 gram of 100 per cent potassium 
permanganate. We thus obtain the final proportion, or 

1.58 : 2.56 :: 0.001571 : X 

X equals 0.002545, or 1 c.c. permanganate solution equals 
0.002545 gram of vanadium. 

The chromium value of these standards is found by adding 
to 2 grams of a plain carbon steel a weighed amount of recrys- 
tallized potassium dichromate. This mixture is put through 
the entire process of an analysis. Taking the percentage of 
diromium in dichromate of potash as 35.35 per cent, the sul- 
phate standard is found to have a value that varies from 0.00085 
to 0.00087 gram of chromium per c.c. 

It must be constantly borne in mind that to attain success 
in vanadium and chromium titrations in steels, it is abso- 
lUtdy essential when coming back with permanganate to stop 
inth the first 3 drops that give a faint pink reflection that Is 
Stfll; faintly, but distinctly, visible after thirty Beeonds stirriiig* 

^ *BmdpiiBsl9to20. 
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Furthermore, the next step is td add the ferricyanide indicatof. 
Then the ferrous ammonium sulphate is quickly added until 
3 drops produce the first distinct darkening of the green to a* 
distinct blue. Do not continue to add the sulphate tb a still 
darker blue. In short, if tljs pink end-point is overdone, aftd 
then the blue one also, the error is doubled. Always aim to 
finish standards, blanks and tests exactly as described. 

The Titration of Vanadium in Ferro-vanadium and Plain 
Vanadium Steel, Avoiding the Interference op Small 
Amounts op Manganic Oxide, Permanganate and Chro- 
mate IN THE Solution 

During four or more years subsequent practice of the vana- 
dium method, given in the preceding pages of Chapter II, some 
changes have been made to avoid the interference of any small 
amounts of manganese present in the solution, in the manganic 
state; or chromium that may be in the sample to the extent of 
0,20 to 0.10 per cent, or less; or of uranium. The latter ele- 
ment, when in the solution to the amount of several per cent, 
forms objectionable brown tints, seriously obscuring the end- 
point if the ferricyanide indicator is added first; then the sulphate 
standard; and then the permanganate standard to obtain the 
old rose shade. Before this end-point is attained, the uranium 
brown color has overshadowed it. By the following modifica- 
tion these interfcrerv^cs arc avoidetl. 

First from a 100 c.c. burette deliver into an 800 c.c. beaker 
40 c.c. of the sulphate standard. Also pour in the beaker 350 
c.c. of distilled water and 30 c.c. of 1 : 3 sulphuric acid. Titrate 
this mixture with the permanganate standard to get the relation 
between the two standards; assuming the vanadium value 
of the permanganate as correct, that of the sulphate is calcu- 
lated from the result of this titration. The standards prepared 
as given on pages 12 and 13 should be nearly equivalent in 
vanadium value. 

Ferro-vanadium.— Now, instead of adding the ferricyanide 
indicator at the start, the titration is begun by adding the sulphate 
standard until all brown or pink tints are gone and a green color 
begins to appear due to the partial reduction of the vanadic acid 
to the hypovanadio state. Next, add the permanganate standaixi 
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with continued stirring; -until a* strong reddish pink is reached; 
^tir well and wait thirty seconds to insure a complete reaction 
^between the vanadium and the pennanganatc as the former acts 
rather sftwly at room temperature; make sure that the red color 
d8es not fade perceptibly during die pause. In case a fading 
is not^ more permanganate must l)c added, followed by more 
stirring, and so on, until tlic fading is no longer noticeable. 
However, such fading does not occur as a rule more than once, 
if the red end-point is approached rather slowly and with much 
stirring after each addition of the penuanganate standard. 

The sulphate standard is, again, dropiicd in to remove the 
excess of the permanganate; this is accomplisl rd by adding, 
the fonner standard, a few drops at a tiiiie, until the deep red 
is all gone and the solution has taken on, in the main, a yellow 
tint with a very slight but distinct tan shade in it. At this 
stage 2 drops of the permanganate should caiisc a reappearance 
of a slight suggestion of pink, a.s one looks down through the 
mouth of the beaker. The operator can then discharge this 
very faint pink with 2 drops of the sulphate standard. The 
solution is now ready for the titration proper. The reading 
of the sulphate burette is noted; the ferricyanide indicator is 
poured in, and the sulphate standard is dropped in immediately 
thereafter, until the green color that forms is changed to the 
fir%i deep blue. This dark blue is the cnd-i)oint, and should 
be rather rapidly approached to catch the first change from 
the dark green to the blue. Of course tho solution is stirred 
vigorously during the titration. The sulphate used for this 
last titration, i.e., subsequent to the pouring in of the indicator, 
minus the blank, is the sulphate equivalent of the vanadium. 

0 Plain Vanadium Steel. — With a vanadium content of 0.10 
to 0.30 per cent, take from 4 or 5 grams of sample and proceed 
as described for chrome vanadium steel on page 18, using 50 c.o. 
of 1 : 3 sulphuric acid to effect the solution of the drillings, 
diluting with about 20 c.c. of water to prevent the formation 
of crusts of sulphate of iron; warm until no further evolution 
of fine bubbles of hydrogen is visible; and then add 60 c.c. of 1.20 
nitric acid to oxidize the ferrous iron; heat until all red fumes 
are gone; proceed further as given on page 18, except that the 
excess of the hydrated oxide of manganese is filtered out by 
means of a porous thimble, avoiding entirely the use of asbestos 
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fiHen. This same filter is now used for this purpose jn tl^e 
analysis of ferro^vanadium. But veiy slight suction is required^ 
(See photo 20, page 298.) 

The filtrate and washings can be pink with an exceAi of per- 
manganate as will be seen. eThe volume of all tests and blaifts 
should be the same and should not exceed 350 c.c. just before 
the titration. Titrate the above filtrate in the same mann^ 
as given for the ferro-vanadium, i.e., discharge ail pink or brown 
tints to a clear greenish yellow (of course the green is not so 
noticeable in steels as it is in ferro-vanadium) by adding, at the 
start, about 10 or more c.c. of the sulphate standard; then 
continue as in the ferro and calculate the vanadium from the 
sulphate required to produce the dark blue after the addition 
of the indicator, less the blank, which for this procedure is, in 
this laboratory, from 0.8 to 0.9 c.c. for plain vanadium steels. 

Blank Tests.— To obtain the blank test to apply in the 
analysis of ferro-vanadium of from 30 to 40 per cent vanadium, 
dissolve 200 mgs. of plain carbon steel; and for plain vanadium 
steels, dissolve 5 grams of plain steel, just as directed for ferro- 
vanadium and plain vanadium steel, respectively. Put these 
blanks through all of the operations and titrations, noting the 
amount of sulphate required to produce a dark blue after the 
^ ferricyanide indicator has been added in the order given. The 
portion of a c.c. so consumed constitutes the blank to be de- 
ducted from all tests. Pay no attention should the dark blue 
of the blank begin to fade in a few minutes. This is caused by 
the oxidizing action of the nitric acid left in the solution. In 
actual work containing vanadium, the blue end-point does not 
fade or change so quickly. 

Blanks can also be determined by difference, i.e., a known 
amount of vanadium is added to a plain steel and it is then 
analysed for vanadium. Assume, for example, that the valye oi 
the sulphate standard is 1 c.c. equals 0.00254 gram vanadium; 
further, that to 4 or 5 grams of plain steel have beeft added 30 
mgs. of ferro-vanadium containing 38.23 per cent vanadium. 
This mixture is then analyzed for vanadium and is found to 
ooDSume 5.3 co. of the standard sulphate. Now 0.3823X30 
equals 11.469 mgs. of vanadium and ^oukl require, if there W 8 | 0 ^ 
no blank, 11.469 divided by 2.54 equals 4.51 c.c.; therefmw tikie’ 
blank is 5.3 less 4.51 or 0.79 c.e., or the blank to be deducleiA 
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ft€m til/ations to get the number of o.o. of milidiate eon* 
egmod by the vanadium alone. 

Chrome Vanadium Steels.— These steels are titrated as 
given on t»ages 5, 6, 7, and 10. On page 6 the directions read 
to%ompletely reduce the chromiun^in the solution by adding 
the sulphate standard until the ** chrome green no longer grows 
darker (that is, the green shade no longer gains intensity) and 
2 or 3 c.c. more to insure excess.” The following example shows 
how the operator can be sure that he has an excess of the sul** 
phate and that, therefore, no chromium remains in the chromic 
acid state which would consume some of the sulphate standard 
and be counted as vanadium. This example is particularly 
useful when steels high in vanadium are to be dealt with, i.e., 
containing from 0.50 to 2.00 per cent vanadium and over: 

EXAMPLE 

Fmsr Pabt of ti:e Titration to Obtain the Chroviom (Mads Biioia 
Addino the Ferrictanide) 

KMnOi Do^W* Sulphftto. 

21 c.c. second reading of the burette 97.2 o.c. 

9 c.c. 9r8t reading of the burette 0.2 o.c. 

12C.C. (A) 97.0 C.C. 

12.0 (A) 

86.0 C.C. 

■85.0 X0.00085X100 divided by 2 equals 3.01 per cent chromium when 
2 grams arc taken. 

Second Part of the Titration to Obtain the Vanadium Pebcentaoi 

(Made Immediately after Adding the Ferrictanide Inoicatob) 

' • Sulphcts Vised by the Vanadium 

8.2 c.c. second reading of the burette. 

1.2 C.C. first reading of the burette. 

7.0C.C. oi;(B) 

0.8 C.C. (blank) 

a,ac^.c. 6.2X0.00264X100 divided by 2 equals 0.78 per oeotV. 

<A) should always be several c.o. In cxeem of (B) to insure no ohMoiiiMIl 
bgng dragged over into the seeond part of the Utratkm in the unnduesd 
Itote and counted as vanadium. 
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The Titration Chrome Vanadium SrEBiis in a Mannbi^ 
Similar to Ferro-vanadium 

In this laboratoi^ thesii steels are now frequently .titrated 
for vanadium by oxic^izing' back the vanadium (after the usual 
excess of the double sulphate has been dropped in the manner 
just de8cril)ed to reduce both the Cr and V) by adding the per- 
manganate standard until a strong pink is obtained. The 
solution is then stirred for a half minute vigorously to note if 
there is a perceptible fading of the permanganate. If there is a 
noticeable fading, then more permanganate is added to again 
obtain a strong pink, which must show no perceptible change 
after thirty seconds' further stirring. Then the excess of per- 
manganate is slowly, drop by drop, taken up by adding, with 
prolonged stirring, the sulphate standard until two drops leave 
only the faintest suggestion of a pink as one looks down through 
the solution. When the right point is reached, two drops of 
the permanganate should again give a distinct increase of the 
pink shade, even after the prescribed amount of stirring. Two 
drops of the sulphate standard should reduce this pink again 
to a faint color. The solution can be thus adjusted back and 
forth to suit the operator, to a nicety. It is then ready for the 
addition of the indicator and the final titration to obtain the 
number of c.c. used by the blank plus the vanadium, or (B). 


The Determination op the Chromium Value of the Double 
Sulphate, and the Vanadium Blank for Chromium 
Vanadium Steels by Means of a Known Mixture. 

Suppose the above values are needed for a st^l of dbout 
3 or 4 per cent chromium and 0.50 to 1.00 per cent vanadium; 
then a suitable mixture would be 2 grams of plain carbon steel, 
free from vanadium, 170 milligrams of c.p. crystals of potaasium 
dichromate and 0.075 gram of ferro-vanadium of 21.8 per cent V. 
The analytical data obtained in this particular case, after putting 
the mi.xture through the regular operations given in the fore- 
going pages, are found below, together with the calculations: • 



STANDARDISATION BY SOUUMOXAI^.'^^' lA 

1 s , 

KMnO« uMd in'tha first iMut TKe dpublAiiil* 

of the tkmCloB to obtola pbaft mtd hjp UHi 

. the ehroniiuoi value. chromlumt ete. 

05.8 c.c. 81.0 0 , 0 . 

56.2 f.c. ^00.4o.e.. 

9.6 0.0. 80,0 0.0. 

80.0 0.0. 

9.0 c.c. 

71.0 c.c. U!4Cf] by the chromium, alone. 

Potassium dichromato contains 35.35 per cent chromium; thera* 
fore 0.170X0.3535 divided by 71.0 equals 0.000847, or 1 c.c. 
of the double sulphate equals 0.000847 gram of chromium. 

The second part of the titration made immediately after 
adding the fcrricyanidc indicator gave the following readings 
of the sulphate consumed by the vanadic acid in the solution: 

88.2 c.c. second reading of burette, 

81 .0 c.c. first reading of burette. 

7.2 c.c. sulphate used by and I lie blank. 

0.075X0.218 equals 0.01635 gram of vanadium added. Taking 
the vanadium value of the sulphate standard as found by stand- 
ardizing it against sodium oxalate, as given on page 20, or 1 c.o 
equals 0.002536 gram of vanadium, one obtains by dividing the 
vanadium added, or 0.01635, by 0.002536 a quotient of 6.4; ^ 
hei^e 7.2 c.c. minus 6.4 c.c. equals 0.8 c.c. or the sulphate blank 
to be deducted from the total amount of sulphate consumed in 
the vanadium titration of the above range of chrome vanadium 
steels. 


The Standardization of the Double Sulphate for Vanadium 
BY Sodium Oxalate 

(A) The strength of the standards per liter are the same aa 
given on page 12. 150 mgs. of c.p. sodium oxalate prepared 
according to Sorensen are weighed into a beaker, and diMolred 
in 20 C.C. of 1 : 3 sulphuric acid plus 150 c.c. of distiUeci water. 
(This sodium oxalate can be obtained for a small fee from the 
Bureau of Standards at Washington, D. C., or can be prepared 
by reciystallizing the c.p. salt offered by the dealers.) The 
mixture of sodium oxalate is heated to about 80*^ C. and titrated 
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with the permanganate standard solution until one drop of the 
same changes the mixture to the faintest pink. * * 

(B) Also a measured amount of the permanganate standard^ 
is placed in a beaker together With 20 c.c. of 1 : 3 sulphpric acid 
and titrated with th^ doubje sulphate standard until the pink 
color just disappears to get tne ratio between the two staddards. 
(10 FeS04+2 KMn04+8H2S04 -6 Fea(S04)8+8 H2O+K2SO4+ 

2 MnS04.) The following equation explains the reaction occur- 
ring in (A): 

2KMn04*f 5NaaC204+13H2S04 - K2S04+2MnS04-f 10NaHSO4 
+8H2O“hl0CO2. . (1) 

Equation (2) shows the relation between the potassium per- 
manganate and vanadium: 

5(V0)2(S04)24-2KMn04+8H2S04=5(V0)2(S0;)3+K2S04 

+2MnS04-f8H20 ^2) 

Equation (1) shows that 2KMn04 are equivalent to 5Na2C204. 

Equation (2) shows that 2KMn04 are equivalent to lOV; 
therefore 

5Na2C204 are equivalent to lOV. 

(670) (510) 

The following proportion will hence give the vanadium equiv- 
alent of 0.150 gramcof sodium oxalate: 

670 : 510 : : 0.150 : X. 

X“0.11417 gram of vanadium. 

By titration (A) it was found that 45.35 c.c. were required of 
the permanganate standard to combine with 0.150 gram of 
oxalate so that 1 c.o. of the permanganate equals 0.11417 divided 
by 45.35, or 0.002517 gram of vanadium. By titration (B) it 
was foupd that 40 c.c. of the sulphate were equivalent to 40.3 
of the permanganate; therefore 1 c.c. of the double sulphate 
equals 0.002517X40.3 divided by 40, or 0.002536 gram of vana- 
dium. The double sulphate standard should be tested according 
to (B) (m each occasion that it is used and its vanadium value 
adJusM according to the relation so found. 
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SOME RECENT ANALVBES OF FERRO-VANADIDU' 


• * 

No. 1. 

No. 9. 

No. t. 

N^i. 

No. 5. 


PtrCont. 

PorCont, j 

P«r Coat 

PwOwt 

PWCORL 




0.05 

0.06 

0.18 

0.10 

hfn...., 


0.18# 

0.19 

0.22 

4.11 

Si 

1.52 

0.97 

0<.66 

0.92 

8.85 

V 

40.41 

40.54 

89.40 

89.50 

SB.CS 

Ni 

0.72 

1.32 

1.68 

2.50 

7.74 

Cu 

None 

None 

None 


Nmis 

A1 

0.95 

1.22 

1.33 

0.92 

1.48 

Mo 

0.02 

1.00 

0.92 

0.60 

1 

Fe 

54.65 

54.10 

55.20 

54.50 

42.60 

P 




0.18 


8 




0.65 

0.20 






For the determlDatioo of VaMdium ia VaoMliuin Orea, tee piit 3M. 


Chromium and Vanadium in Allot Steels 

The Mgthod as it is Now Used by the Author for RouHne 
TVorA;.~Di88olve 3 grams of sample in 600 c.c. beaker; add 80 o.o. 
H2SO4 (1:3) and 700 c.c. water, and heat gently until dissolved. 
Add cautiously 30 c.c. HNOj (1.20 sp. gr.), increase beat slightly 
and boil until all brown fumes have been expelled. The tungsUo 
acid of high speed steels changes from a dirty black to a yellow 
color when fully oxidized at this stage. The tungsten must 
show as a bright yellow residue or Cr and V results will be low. 
If not bright yeMow, add more nitric and continue to digest 
until clean bright yellow tungstic oxide is obtained. Keep 
barely at boiling temperature till clean yellow. 

Dilute with water to 300 c.c. volume; bring to a boil; add 
KlSfnOd solution (25 grams per liter) from a pipette or ^asi 
tube until a slight precipitate of manganese oxide begins to 
form: Boil for fifteen minutes to decompose any excess KMnOi. 
Should the solution dear up on boiling, more KMn 04 solotion to 
added until a permanent predpitate forms that settles out, 
leaving the total sediment of a brown color even when tungvten 
to present. Cool to room temperature in a pan of cold rmudiv 
water; filter through a porous crudble, using suction, and malk 
reddue in erudble fifteen times with water, 
f Oean the originai beakm* by rinsing with a few o.e. of Ibrious 
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sulphate, then with water to remove the sulphate. If there is a 
yellow deposit of tungstic acid adhering to beaker, ifse afiimohia 
to dissolve, then rinse with water. Reject the cleanings. Transfer 
filtrate to original beaker; if perfectly clear, proceed with titra- 
tion, otherwise refilter. Several tests may be filtered successiwely 
through the same porous crucible, until slowness of filtration 
warrants cleaning out the deposit. 

Titration.— Solutions required: N/20 ferrous ammonium 
sulphate; N/20 potassium-permanganate; KaFeCNe (5 grams 
120 c.c. water). 

Using two 100 c.c. burettes, graduated either in fifths or tenths 
of a cubic centimeter fill one with KMn04 and the other with 
N/20 FeAm sulphate, being careful to exclude all air bubbles. 

Record readings of burettes, which should for convenience be 
zero or thereabouts. While continuously stirring test, add rapidly 
from burette, N/20 FeAm sulphate. The test passes through a 
gradual color change from yellow to green or perhaps a bluish 
tint, if considerable vanadium is present 

With a little experience, the operator may easily judge when 
no further change in color is caused by the addition of a few cc. 
in excess of the FeAm sulphate solution. At this stage all chro- 
mium is reduced to Cr203 and all vanadium to V2O4. Back 
titrate with N/20 KMn04 until just the faintest pink persists on 
stirring two minutes. The eye can be readily trained to observe 
a pink tinge in such a solution due to 1 or 2 drops of N/20 KMn04. 
At this stage all vanadium has been oxidized back to V2O5 and 
the excess FeAm suiphate destroyed with an equivalent of KMn04. 
By subtracting the c.c. of KMn04 consumed in back titration, 
from the total c.c. of FeAm sulphate used, we have the exact 
amount of sulphate solution required to reduce the chromium 
present. See “ Calculations.’’ 

Vanadium Titration 

Having recorded the final burette reading in the chromium 
determination, transfer the last sulphate reading to a space set 
aside for calculation of vanadium— thus making it the starting- 
point for this detennination. If less than 15 c.c. FeAm StilfdL 
are left in the burette after the chromium determination, 
and note the reading before starting the vanadium titration, 
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aa it is bad practice to refill the burette in the midst of titratlcm. 
of the Vanadium. Add from a pipette or glass tube, \ 
S^FeCNo solution and titrate rapidly yet carefully to the first 
appearanee of a dark-blue color. 

•Note the burette reading and suj>tract the previous rsadiag 
from if. A blank representing the amount of FeAm 8ulph« 
required to produce the blue cnd-[)oint in the vanadium titra- 
tion is further subtracted ; this final difference is the exact amount 
of sulphate required to reduce the V2O5 to V2O4. 

Standards, Duplicates, Precautions, etc.— l>o not filter warm 
or hot solutions through porous crucibles, l)ccauBe of the invariable 
tendency to reduce the chromium, thus giving a final value too 
low in per cent chromium. 

When vanadium is present, the pink of the KMn 04 used in 
back titration fades out on stirring and is not permanent until 
all V2O4 has been oxidized to V2O5. It is essential that the num- 
ber of c.c. of KMn 04 consumed in back titration of the chromium 
be in excess of the number of c.c. of sulphate used in the vanadium 
titration to the extent of 3 or 4 c.c. at least. Otherwise a little 
chromium may escape reduction and be countc<l as vanadium. 
This is important. 

Should the operator observe that in back titrating for chro- 
mium only a few c.c. give a pc»nnanent pink; stop; add FeAm 
sulph. until test is green, then rc.suine the KMn 04 back titration. 

The following synthetic standard is suitable and convenient 
for chromium-vanadium steel: 


200 mg. KiCrjO; (3.'i.3.'> per cent Cr) 
40 mg. FeV per cent V) 

2 grams plain steel 


3.54 per cent Cr 
.755 jwr cent V 


’The plain steel used in making the standanl analysis con- 
tains .003 per cent Cr and no vanadium. 

IT a test clouds up immediately on putting in the ferricyanide 
solution for the vanadium determination, copper in considerable 
quantity is present. 

Nickel and cobalt up to 5 per cent do not interfere if the 
vanadium titration is made rapidly, after putting in the ferri- 
cyanide; the test clouds on standing for some time. 

If copper is present in sufficient quantity to give a dense 
cloud when the KaFeCNs is added, then dissolve the steel as 
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already described, using the precautions given to insure prefect 
solution if tungsten be present. 

Then filter off the tungsten, if any be present; wash it with' 
dilute sulphuric acid wash water; evaporate filtrate a<id wash- 
ings to slight fumes of SO3. ^ Dense fuming renders the chromium 
insoluble. 

Add 200 c.c. of water and 20 c.c. more of 1 : 3 sulphuric acid; 
heat until all salts are in solution and pass a rapid stream of 
H 2 S through the solution until precipitate settles out well and 
supernatant solution is clarified. Filter into 500 c.c. beakers, 
wash twenty-five times with H2S water (J c.c. H2SO4 (I : 3), 
600 c.c. water^ saturated with H2S). Concentrate filtrate to 
100 c.c. volume, add 30 c.c. HNO3 (1.20), boil for five minutes, 
dilute to 300 c.c., bring to a boil, add a slight excess of perman- 
ganate, boil, and proceed in the usual manner for determining 
chromium and vanadium. The CuS precipitate is quantitative 
and may be detennined by titration with KCN. It is a rare 
occurrence that enough copper is present to interfere. 


EXAMPLES 

K 2 Cr 207 200 mg. 

N/20KMnO« FcV 40 mg. N/20 FeAm sulph. 

11.8 .Plain su'd 2 gra. 

0.0 

11.8 c.c. 


.353.') gra. Cr in 1 gm. KiCriOj 
.2 

84.2).07070000(.000S396 
.Y 100 


1 c.c. “.084 per cent Cron Igm. ba.sis -6.0 

V-blank 1.0 c.c. 

.3825 gm. V in steel 
.04 

,0153000(. 002.54 gm.= vanadium value at 1 c.c. FcAra sulph. 
1524 6.02 c.c. “Fe.Am sulph. to reduce vanadium added. 


96.0 
0 0 

96.0 
-11 8 

84 . 2 c.c. 


7.0 

0.0 

7.0 


600 

508 


1 c.c. n .2.54 per cent V on 1 gm. basis. 
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N/20.KMnO* 
21.0 
11 S 

9.^2 c.c. 


MeTIIOU I’sKD IN Cr AND V 


Al\ II Sitl. 3 Kin . 

1.03 |H*r cciil Cr 
22S ptT (HMit V 

S 


N/20 FpAm tulph. 

r)3 0 
7,0 

40.0 
0 2 


.0103 Kill- Cr ill 1 gin. Alva. 
3 

3G.8).03mH)0{ OOOSl 
20 H 


30 M o.c. 


56.7 
r>3 0 


lOK) 3.7 

1472 2 7 


V-blank 1 0 r.c. 

1 c.c. = 0S4 per cont Cr on 1 gm. ba.sis. 
.00228 gm. V in 1 gm. Alva. 

3 

0(^40( 00251 gm. V value of 1 c.c. N/20 FcAm Bulph. 


fiOK 

1700 

2 7 c.c 


N/20 KMnOi 

No. . 10(1 1 Kill, N 20 F«*Vin sulpli 


31.0 

40 50 0 


21.0 

081 0 0 


— 



03.5 

10.0 c.c. 

190 50 0 

50 0 


302 10 0 



4j4 110 ~ ■ 

4 5 

1 0 c c. lilank 

- • 

3 5 




X 

251 

1270 

702 


i) K8‘.K) 

.222 

1 03 0 
.22 V 

No .lOi .1 Km 

39.1 

12 3 

45.0 

31.0 

OSl 

0.0 

8.1 

492 

45 0 


981 

8 1 


1.0332 

3)30.9 


12.3 c c. 
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1.03 Cr 48.6 

.122 V 4.') .0 


3.6 

1 0 c,p. blank 

2.6 
X 254 

i:>24 
508 
3).(RK)4 
.22 ■ 


Varinlion from the ahorc Direetiom 

.6 per cent Cr to 2 (ht cent (V . . . . use 3 to 5 gm. samples 
2 per cent Cr to 5 f)er cent Cr . . .u.se I i to 2 riu. samples 

Over 5 per cent Cr iwc I gm. 

When 5-griini sanipl(‘.s art' taken, dissolve in 40 c.e. H 2 SO 4 
(1 : 3) and 00 ca*. distilh'd water, then oxidize with 40 e.e. IlXOa 
(!. 20 ), after which proceed as outlined in the* foregoing method: 


lUiui) Mktiiod fou Puklimixary Bath Tests 

KMnOt Method, Destroying Excess Pink Coloration with 
Manganese Sulphate: Chromium, 36 Minutes.— Wt'igh 2 grains 
sainplt' in 000 c.e. beaker, dissolve in KM) c.e. (T-J per cent 

by vol.) on stove or hot plate. When tlissolved, remove from 
heat and juld cautiously 30 c.e. HNOa ( 1 . 20 ). Replace on stove 
and boil off all brown fumes. Dilute to 200 c.c. with boiling 
distilled water. 

Add KMn().| solution (25 grams per liter) to the l)oiling solu- 
tion in small doses until test is pink, and a slight cloudiness 
persists. Boil five minutes; remove from stove; add cautiously 
200 mg. manganese sulphate crystals; replace on stove and lxiil 
five minutes longer to destroy excess KMnO.>. Place lieakcr 
containing test in a pan of cold running water and bring to room 
temperature. 

Filter test through a porous clay crucible, wash ten times 
with distilled water from fine jet, transfer to original licaker, 
then titrate with N/20 FcAm sulph. and N /20 KMn 04 in the 
usual manner. 



PERiJULPHATE METHOD H)ll (TiHOMlUM AND VANADIUM 27 


KMiiOt 

EXAMPLE 

.\o n.Si.l (7()Cr) 

FeAm lulph. 

13.3 .. 

- Kill. 

last rvuling 

...32.8 

, 0 . 

. .. .first n*adjiiK .... 

.31 

12.7 to lx subtracted from Fe.{m .siilph. 

20.7 

12.7 


.70 Cr in StJ. 

17.0CO. 


2 Kill- tukon 
17c.cJ1.4(K)0(J( OSiai 
1.30 


Factor 

1 c.c. ==.0S21 ptT cent Cr. in 1 Km. sample 

Samplr No 1>5K milph. 

2 urn 

IH 4 
32 S 

IT) () 

3 0 

12.0 ec 

.0824 Factor 


1048 
S2I 
0.SSS 

4014 AdCf 

n’quirtHl, 3.i minutoH., 

liemarks 

iOO c.c. II,S()4 (7i per ccnt = {3 ) c.c. (1 : 3)) 

(70 c.c. water ) 

M(Klorat<* suction is used when filtering lest through the porous 
lay crucible. Should test have a pink color after tranKf(*rring 
D original Ix'akcr, add KK) mg. more of mangamm* sulphate and 
oil until cloud forms; nujuires about five minutes' boiling. 

Cool; filter; then proceed with titration. Do not vicreane the 
jse of manganese sulphate, as it makes the result too high (see 
ige 2S), 


KMn04 

1 () 0 
13.3 

3.6 c.c. 


2gm 

(Time 
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EFEE(JT OF MANGANOUS SULPHATE ON CHROMIUM RESULTS 


No. 13 Std. 2 gm. plus 100 rng. Mn sulph 09 

No. 13 Std. 2 gni. })lus 200 mg. Mn .sulph 71 correct 

No. 13 Std. 2 gin. plus .'>00 mg. Mn sulph 73 too high 

No. 13 Std. 2 gm. pIiH .">00 mg. Mn .sulph 70 toA high 

No. 13 Std. 2 gm. jilu'. ."/):) i^g. Mn .sulph 773 too high * 

Correct chrome value for No. 13 Std 70 per cent Cr 


Modified Persulphate Method for Rapid Preliminary Bath 
Tests— Chromium -Time Twenty-five Minutes. Weigh 1 grain 
sample in -lOO e.e. Leaker; dissolvi* in 100 e.e. lIjSOi (7J per eent 
by v()hnn(‘). Add *30 e.e. IlNOa (1.20) and Ixiil until all brown 
fumes have )»een expelled. Add 20 e.e. AgXO.-, solution (0 grams 
per 1000 e.e. water) followed immediately by 20 e.e. ammonium 
persulphate sohition (210 grams pin* lOtK) e.e. water); then 
l)oil moderately until line bubbles are no longer expt'lleil. 

Add 3 e.e. of a o pin* e(*nt solution of IK 'I, and boil for two 
minut(‘s; if solution h;is any traee of red eolor l(*ft, add 1 e.e. 
more of the 5 per eimt IK’l and boil anotlu'r minute (i.e., the 
|)ermanganate |)ink of tin* test should b(‘ destroyed with the 
smallest possible excess of flCl). 

Cool in a pan of wat(‘r to room temiierature, then titrate 
with N 20 ferrous ammonium sulphate and N/20 KMnOi in 
the usual iminner for ehromium and vanadium, using a 5 per 
eent .solution of K,;I'’e('N(, as an internal iinlieator in the vana- 
dium titration. 

R(’miirh'K.— T\\v ehronu* factor is a little higher and the vana- 
dhim blank lower in this m.ethod, as compared with the perman- 
ganate method tillering through clay erueible method. 


KMuO* 

E.XA.MI’LE 

No. 1.5 si.l ( 70 Cr) 

rv.\ni .sulpb. 

32.4 

1 KHI 

23 1 

29. 3 


S 7 

— 


— 

0.1 

t).S13 

11.4 


8.3) 70000 

0 1 


()(H 

— 



8.3 


300 

332 

280 

219 
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KMmO* 

37 1 

32 1 


r.-.'.s 

I fCIU. 

1 «• \|11 Sulpll 

;J3 s 

23 1 

6.0 

OS 13 


10.7 

.'i.O 


.V.lOl 

121.". 


5.7 


jsu.->i 


ISO 


(Tilin' i('«|Uin'«l, 2.") niiiiinrs ) 


Chromium and Van adu m ( Puk>i;\ u oh Aiimm k ov 'rrNosTKN) 

Persulphate Method. Walters’ Method, Combined with 
Author’s Internal Indicator Schtme. I to 2 unnns iu 

000 c.c. l)eak(‘r. Do not um* nior(‘ Ilian 1 urani of sanipK* if 
the chroiniuin is aliovo jx’r cent. Dissolve' in KM) c.c. IDSOj 
(7.J per cent by volniiK') on slovc or hot plate. Add lit) c.c. 
HN();i (1.20 .s]). ^r.) and boil j!;e'ntly \intil all bmwn funu's have 
been expelled and tungsten has become bright yc’llow, if pres(*iit. 
Dilute to 200 c.c. with distilled wate r, bimn tei boil, add 20 c.e*. 
Aj^NO;j solution (0 v:>'‘Uns per 1000 c.<’. water) followe'il iinnie- 
diately by 20 c.c. ammonium persulphate solution (210 ^raniR 
per 1000 c.c. wat(‘r); then boil ^(*ntly until tine bubbles are no 
longer (‘xpelh'd. , 

Add 3 c.c. of a o per cent, solution of IK'l and boil bir two 
minutes; if the .Milution h:is any traee of red color h*ft, re|M*at 
the (lose* of .■) per cent IK 'l, and boil .'igain (i.e., tlu' pi'nnanganato 
pipk of the te.st should be di'stroyed with the smalhvst po.ssible 
excess of H(.-l). (\>ol in a pan of water to room temperature, 

then titrate (without filtering off any preeijiitates) with N/20 
ferrous ammonium suljihate and N 20 KMiiDj in tin* usual 
manner for chromium and v.inmlium, using a 5 per cent solu- 
tion of K Fe('N<i as an internal indicator in the vanadium titra- 
tion. Filter off all pn'cipitate before titrating if the manganes<» 
is much above .00 per cc'iil. 

An excess of .5 per cent IKM gives low i-hromium n'sults. Steels 
above 0.00 i>cr cent manganese content give intensely red solu- 
tions, after addition of ammonium persulph;it(‘ and, on boiling, 
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yield chocolate-colored precipitates of oxides of manganese. 
When chromium is wanted the manganese oxide precipitates, 
if not destroyed, consume ferrous ammonium sulphate in the* 
titration of chromium giving results for chromium tha^ are too 
high. I • 

It is safer to filter out this manganese oxide on account of 
danger of adding too much HCl when trying to retlissolvc it. 
No difficulty is experienced in titrating chromium and vana- 
dium, without removing the tungsten by this persulphate method. 

The above method is substantially the method as proposed 
by H. Walters, except the use of the internal indicator. 


Determination of Chromium and Vanadium by the Method 

OF Removing the Bulk of the Iron with Ammonia 

For determination of small amounts of chromium and vana- 
dium, dissolve 5 to b) grains of steel in 50 c.c. 1 : 3 H 2 SO 4 , dilute 
with 50 c.c. of water, using a GOO c.c. beaker. After action is 
over, filter off the insoluble residue, wa.sh it about fifteen times 
with dilute .sulphuric acid. Call this filtrate rnd washings No. 1. 

The insoluble i*esidue is then wathed (.ff into the original 
beaker and held for further treatment, to be described later. 
It will contain much or little of the Cr and V, depending on the 
total percentage of carbides present. The filter paper may still 
contain a little V and (■ in its pores. Ash it in a porcelain 
crucible; dis.solve it in a few drops of cone. HCl with her.t; fume 
with 6 c.c. 1 : 1 H 2 SO .4 to remove IlCl. Add it to (A). 

Dilute the filtrate No. 1 at once, to about 200 c.c., and add 
1 : 1 ammonia slowly with constant stirring till a black pije- 
cipitate forms. At this stage, add drop by drop about 2 c.c. of 
ammonia in excess to assure a complete precipitation of all the 
chromium and vanadium with very little iron. 

Filter at once and redissolvc in 50 c.c. 1 : 3 H 2 SO 4 . Wash 
paper twenty-five times with dilute sulphuric acid wash. Pour 
filtrate and washings into the original beaker containing the 
insoluble residue (volume at this |K)int should not he more than 
100 O.C.). Heat beaker for a while and atld 40 s.c. of 1.20 HNOs 
to oxidize all carbides (A). 

Continue to heat until any tungsten carbide present is yellow; 
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By this time vanadium and ohromium will ho in solution, or 
if no timirsten is pri'sont. heat until all mi funjcs arc gone and 
*the residue is white and float iiig. Boil a few minutes and then 
add pennanganate from a pipette a little at a time until a brown 
pl^eipitato of iranganesi* oxide foj^ns that dot's not dissolve 
after twenty minutes’ boiling. The iHuling with |H'rinanganate 
brings the ehrumium and vanadium to their highest stage of 
oxidation. 

Filter off the excess of manganese' oxide together with some 
silicon and tungsten, if any is prest'nt. Ust' a heavy suction 
bottle and a porous erneil)le (ziironia crucible is prt'ferretl). 

Wash the residue in the crucible alwnit (iftet'n tiiiu'S with water 
only. Transf(*r filtrate to clean bi‘aker. vt>lume about IKK) c.c. 
Finish as usual for chromium and vanadium with ferricyanide 
as an internal indicator. Set' pages 7, H, 1), 10, 11, 12, anti 18-25. 

The advantage t)f tlu* inetluMl tff ctaime is to remove the 
bulk of iron, thus t'liabling the operatt»r tt> take larger weights 
of sample. In this way a slt't'l ctmtaining 0.1 tt) 0.02 pt*r cent 
(’r or V, or bt)th, can bt' nnalyzetl with just as much accuracy 
as one containing 1 or 2 per ct*nt C’r, and 0.25 to 0.60 per cent 
V or higher. 

TABLE SHOWIXd HESI LTS OBTAINED BY METHOD ON KNOWN 
SW'A'AJS 


Stpol THkoii, ('iriiiDA. 

( liroiiii'Mii 

I’r r t Vnt 

Itl lillIlH 

FiMirMi, 

IVr (’< 11 1 

V:inii(ll\Jlli 
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9 

0 M.'j 
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1.5 
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0 112 

0.0 

10 
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None 

0 070 

0 070 

0.0 
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3 01 

1 .83 
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j 1.00 ! 

1 08 

! .254 

1 1 

.... 

Cr-V steel, 8 gnis 

. I 545 1 

.550 

! .024 

.033 1 



Cr-V steel, 5 gnis 

1 1 03 ' 

1 01 
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0.237 ' 

1 

U. S. No. 3 ) Sttl., 3 gms. . 

1 1.37 1 

1 37 

1 0.215 

0.22 

1 . • ■ • 

Cr-V .steel, H gin.s 

1 00 ' 

1 05 

' 0 228 
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1 • • • • 

24 Cr-V steel, 5 gms . . 

1 1 00 ; 

1 03 

! 0 140 

1 0.142 I 

1 

1 

Steel, 2 gms 
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: 1.913 

1 .879 

0.3 
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• j 2 75 I 

2 72 

; 3.19 1 

3.23 
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Carbon.— The high carbon, low silicon ferro-vanadiums 
(iecarlionize readily in the electric furnace with oxygen only. 
The lower carbon grades and high silicon varieties yield betted 
if they arc mixed with an equal weight of red lea(l,gf burned 
in the electric furnace, or|With four times their weight of ted 
lead in the ten-burner Bunsen combustion furnace. 

Nickel in Ferro-vanadium.— Large amounts of vanadyl salts 
in solution yield amnion iacal citrates of a very dark green color, 
making it an impossibility to see end-points in a cyanide and 
silver titration. The vanadic salts are free from this objection: 
Dissolve 1 gram of the fiTro-vanadium in a mixture of 30 c.c. 
of I : 3 sulphuric acid and the same quantity of 1.20 nitric acid. 
Use a little hydroHuoiic acid and then evaporate to fumes with 
sulphuric acid, as alnvuly described in this chapter, if there 
should be an insoluble residue after heating with the mixed 
acids first mentioned. Boil the sulphuric and nitric solution, 
or the water solution of the fumed residue, with an excess of 
pennanganate; filter out the oxide of manganese; wash it with 
sulphuric acid water. Neutralize tlu* free acid in the filtrate 
with ammonia before adding the citiic acid,* or the latter will 
reduce the vanadic to hypovanadic acid again. TIkmi add a 
slight excess of ammonia to the ck'ar solution and titrate the 
nickel in the regular way with cyanide and silver nitrate. (Sec 
(Tuipter IX.) If copjier is present it will interfere, and the 
H*jS methotl given in page 0 is the simplest way to prevent 
the interference and to obtain tin* jx*rcentage of the latter ele- 
ment in the sanu' analysis. UenuAT the cojiper before adding 
the citrate. 

Manganese in Chromium and Vanadium Steels.— The man- 
ganese is obtained as in steels, by dissolving O.OoO to O.KK) gr 4 m 
of sample in 40 c.c. 1.20 nitric acid, boiling off red fumes, further 
boiling for four minutes with 1 gram of lead peroxide of a light 
brown color. Very dark brown to black-looking load peroxide 
should be rejected, as the black-looking varii*ty invariably gives low 
results. In the writer s experience with different lots, the black- 
brown peroxide gives n'sults from 10 to 20 |xr cent too low. 
After boiling four minutes with the brown peroxide the solution is 

* It is still bettor to add aniinoniiira citrate made by ueutraliziDg the 
citric acid with ammonia. This doc.s away entirely with the vanadium 

green. 
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promptly put into c(x>l water and from there into cold wat<»r. 
After the excc‘ss of lead peroxide has been tillowed to settle for 
fen minutes, or more, if convenient . th<‘ pink s<»lution is car<‘- 
fully decanted into a 5-ounce beaker aiul titrated with a standanl 
solCKion of stHlium arscMiite until lh<‘ ^ink shade is gone and the 
slight y(*llo\v of the nitrate of iron appears. 

Chromium gives high results by the process just described 
and must first be removed as fi»llows; Dissolve 0.150 dr 0.30 
gram of the chrome or chrome-v.anadium steel in 5 c.c. of 1 : 3 
sulphuric acid in a 250 by 25 mm. t(‘st tube, warming gt'nlly 
till action is over. Warm further with 10 c.c. of 1.20 nitric 
acid and boil off red fumes. C'ool to room tem|)erature; dilute 
to about 30 c.c. witii water. Add a rather thick cream of zinc 
^ oxide until the ferric and chromic hydrates lM‘gin to settle, 
leaving a ring of clear Iluid on the top. ('ontinu(‘ the addition 
of zinc oxide cautiunfilij until a slight. ex«H‘ss is prescait, ns shown 
by a thifi layer of it settling to the bottom of the te.st tube. Avoid 
a large excess of zinc ojn/c, as it will cause an error in the volu- 
metric measurements, ('ool again aiul <iilute to tin? 75 c.c. 
mark. Close the tube with a clean rublxa- stop])er ami mix the 
contents of the test thoroughly by r(‘peat(*d invei*sions of the 
tube. After the precipitate has setthsl somewhat, filter through 
a dry filter into a dry lu'aker. Rinse a 25 c.c. pipette three 
times with some of tin; filtrate and then deliv(*r 25 c.c. into a 
250 by 25 mm. test tube, add 15 c.c. of concentrated nitric acid, 
bring to boil, add lea<l peroxide, boil four lyinutes and finish 
as in plain steels. This process can be* <*arried through in forty- 
five minutes and is entirely accurate for technical analysi.s to 
2 per cent of manganese. 

{ylanganese in High Silicon Ferro-vanadium that is Par- 
tially Insoluble in Acids,- Some ferro-vanadiums have been 
encountered that are partially insoluble dm* to high silicon, 
and perhaps alsf) to high aluminum content. These types are 
rather rare. To obtain the m.anganese proct'cd exactly as 
described for the detennination of manganese in the complete 
analysis of fcrro-aluminum-tiUinium pages 47-48. If 

manganese only i.s w^anted, 0.200 gram can be taken and fused 
in an iron cniciblc with a mixture of 2 grams of NaaC'Oa and 
1 gram of Na 202 and then proc(?ed exactly as <les(;ribed on 
pages 47-48 for the alloy of silicon-aluminum-titanium. Hun 
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blanks, as iron crucibles sometimes contain considerable man- 
ganese. 

Sulphur.— Ferro-vanadium docs not dissolve completely in 
dilute hydrochloric acid so that even approximate su4)hur tests 
by evolution Are not available. To detennine sulphur in iow 
silicon ferro-vanadium dissolve 3 grams of sample in 100 c.c. 
of concentrated nitric acid in a 600 c.c. beaker. When action 
ceases add immediately 50 c.c. of concentrated hydrochloric 
acid for, in alloys containing 35 and higher percentages of vana- 
dium, a red precipitate settles out in large quantities if hydro- 
chloric acid is not present to dLssolvc it. The presence of the 
rod precipitate has a disadvantage. It causes the contents of 
the (lifTercnt beakers to spurt. Two grams of carbonate of 
soda arc added. The solutions are transferred to No. 6 porcelain 
dishes and evaporated to dryness. The residue is dissolved in 
1(X) c.c. of hydrochloric acid and evaporated again to dryness. 
Solution is once more efT(H!ted with 50 c.c. of cone, hydrochloric 
acid followed by evaporation to a scum. Ten c.c. of concen- 
trated hydrochloric acid are employed to dissolve the scum; 
100 c.c. of water arc added; the solution is filtered; diluted to 
300 c.c. and the sulphate precipitated with barium chloride, 
using GO c.c. of a saturated solution diluted with 240 c.c. of 
water. Blank determinations are made of exactly the same 
reagents and the sulphur found is deducted.* 

One gram of highly silicious fcri-o-vanadium is fused with 
a mixture of 20 grams of sodium carbonate and 4 grams of |wtas- 
sium nitrate. The fusion is dissolved in water, a(‘idulated with 
hydrochloric acid, evaporated twice to dryness, taken up with 
20 c.c. of concentrated hydrochloric acid and sufficient water 
to dissolve the sodium chloride, and filtered. The sulphate in 
the filtrate is precipitated with barium chloride solution. 


Determin.\tion of Aluminum in Soluble Ferro-vanadium 

Dissolve 1 gram of sample as fur as possible with 1.20 nitric 
acid in a No. 5 |X)rcelain dish. When all action is over, evaporate 
to dryness on a graphite bath. Ignite until all red fumes 

* Or fuse 1 RTam with 8 pams of Na;Oj in an iron crucible; dissolve in 
water; acidulate with HCI, etc. 
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arc gone over a Bunsen humor, or preferably in an elect ric/illy 
heateit imiille funuuM' at a low red heat. (\>ol, then disHolvo 
• in alK)Ut 20 e.e. eoneeiitrateil IK'l; heat until all ehlorine fumes 
are gone^ and all but the siliea is in solution. Filter off silica, 
w§sh it five of iron test with 1 : tO IK'l. Smoke off filter 
pa|X‘r 'in a platinum erueible; theif increase the heat until the 
ash is fr(‘e of charcoal. Add to the ash alaMit It) e.e. HF, and 
then T) e.e. of 1 : 1 II2SO4, .and wluai aetion is over, eyaj>orato 
to thick fumes of SOa. ('(ud; add water cautiously and heat 
until all is in clear solution. Transfer this solution to the main 
filtrate from the silica. Dilute all in an S(K) e.e. beaker to about 
300 e.e. Add cautiously from a sin.all porcedain spoon, soilium 
j)ero,\ide until sufficient of it hc.s Iwam ustal to pnaapitaUi all of 
the iron; and the suiH*rnatant ffuhl is alkaline. (Keep the 
cov(‘r on lla* bcak(*r as much as |M>ssibl(‘.) 'Plum aild 5 grams 
of NajOi in e.xcess, and .also ,5 grams of Naid'D.i. Bring just 
to a boil; cool; add pajM’r pulp made from }ushh‘:’s filter paper. 
Stir the pulp well through the priM'ipit.ate of hydroxide iron, etc. 
Use a ball of pulp about J imh in diametiT, filter the mixture 
of pulp and iion hydiv^xide through a doubl(‘ 12 (‘cntimeter papc*r. 
A .small s(tuare of clua'sccloth can be fohh’d in with the filter pa|K'r 
at its ajK'x to prevent the* alkaline s^dution from tearing the pap(*r. 

Wash the mixture of jnilp and hydroxi<le of inm with wxlium 
carbonate wash (!) grams dis;^dv(*d in r»()() c.c. water) about twenty 
times; stir the paper pulp liuring washing, bringing th(‘, botbnn 
piirt of the mass to tlu' top. Idach washing to Im‘ I'ffective must 
be thorou^^hly drained off ludore the next oTie is applietl. This 
filtrate and washings contain the bulk of V and Al. A»Id to it 
slowly from a burette' 1:1 IK’l with ^onsf- nt stirring until 
the solution no longer turns turmeric pa|M*r «‘ven a faint brown 
but still reacts alkaline to litmus pajMT. Al(()Na);}-|-3nCl» 

♦ 3NaCl+Al(()n):t. 

}f con.sideralde aluminum hydroxide separates out at this 
point, then the iron and pulp residue from lh(i first piToxidation 
must be dis.s(dvefl off in hot 1 : 1 IK'l and thfiroughly washed 
with 1 : 40 H(3. This filtrate and washings are peroxidized 
as iK'fore, using 5 grams peroxide and 5 grams of carbonate in 
excess, brought to a boil, ewded, filUTod, and wiishcd with car- 
bonate water. The alkaline filtrate and washings are made neu- 
tral to tunneric pay^er and still slightly alkaline to litmus paper. 
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If very little aluminum separates out at this stage, that 
is, only a slight cloudiness occurs, then the third peroxidation 
of iron is not necessary. The aluminum hydroxide from the. 
first and second peroxidations are filtered through same 
double 9 or 12 centimeter filter, size of paper depending on tj;ie 
amount of precipitate. ^ 

Wash this mixture of aluminum hydroxide and paper pulp 
with ammonium nitrate wash (5 grams ammonium nitrate, 

1 gram in 50 c.c. of water) about thirty or forty times, upsetting 
pulp each time). Dissolve this precipitate of aluminum away 
from the pulp with hot 1 : 1 HCl, using about 30 c.c. of the acid. 
Pour the hot acid back and forth over the pulp, stirring same 
up well each time with a thin glass rod, then wash it about twenty- 
five times with I : 30 HCl, and then free of chlorine test to silver 
nitrate with water alone. 

Save this filter paper and pulp to burn with the Al203-hV206 
obtained in the manner to be described, as it may still contain 
a little aluminum uiulissolved. This solution and washings 
from the pulp will contain the aluminum, and also a little vanadium 
and phosphorus. Heat this solution and washings to nearly 
boiling, adding a slight excess of ammonia and boil until ammonia 
smell is very faint. Ten or twenty minutes’ boiling is sufficient, 
if but a slight excess of ammonia was added in the first place. 

The aluminum hydroxide precipitate should now be free of 
occluded salts; mix it with paix;r pulp; filter; wash with ammonia 
nitrate water as before. Place the washed filter containing 
the AI(0H)3 and pulp, after same has been well drained jn a 
platinum crucible; smoke off the paper; add to it the filter paper 
and pulp from which the crude aluminum hydroxide was previously 
dissolved and which as stated may contain a little aluminum. 
When the smoke is all gone, raise the heat sufficiently to obtain 
a yellowish white residue. Al 203 +P 205 +a little V 205 -fa little 
silica, the latter coming from the vessels used and from the filter 
ash. This residue is blasted mildly to constant weight, evap- 
orated with about 6 c.c. of HF plus 5 or 6 drops 1 : 1 of sulph- 
uric acid; evaporate to thick fumes. Drive off excess of SO3; 
ignite to bright red and weigh. This weight gives the AfeOa-f a 
little V 20 .^-fp 20 /i. To correct for the V 2 O 5 fuse the residue of 
oxides with twenty times its weight of sodium carbonate in a 
platinum crucible. Dissolve the fusion out in water; clean the 
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cnicibje heating in it a little dilute sulphuric acid. Add 
cleaning^ to the water extraction of the fusion which has mean- 
* while been made acid w^ith H2SO4. Reduce the volume to about 
150 c.c.,«then dilute the volume to exactly 200 c.c.; mix well, 
nl^urc out 100 c.c.; boil this #00 c.c. with an excess of 
KMn(34 and detennine the vanadium in the solution as in steel. 
Calculate to V2O5. 

The other 100 c.c. of AbOa-f P205-f V.»0.% solution is precipi- 
tated with a sliRlit excess of ammonia; filtered; washed about 
twenty times with ammonium nitrate wash; dissolved off with 
hot HCl; wa.shcd with 1 : 40 IICl; this filtrate and washitiK^ are 
evaporated low; then converted to nitric by evaiK)rafinK to 
10 c.c. after adding 75 c.c. of cone. IlNOa; then finished for 
phosphorus, as in high vanadium steel, using tlu^ amnioniacal 
water solution of ammonium molybdate. Calculate' the milli- 
grams found to P2O6 by multiplying by the factor 2.2886, 
deduct twice the milligram of V2()5 found as described plus twice 
the milligram of P2O5 found from the total Al2Ca-hP20ft and 
VVXs and calculate the remainder to iK*rcentage of Al by use 
of the factor 53.033 and dividing by weight taken. 

Iron Determination Using the Hydroxide kuo.m whuti the 
Aluminum and Vanadium Have 1U:en IOxthauted by 
Peroxidation 

Get the sample in solution and remove all of the vanadium in 
the same manner as described for Al in the (k'tenniruLtion of the 
Al in soluble ferro-vanadium, pages .34-3.5. The V passing out 
with the Al It may take as many as three [KToxidations to 
remove all of the V. The vanadium-free hydroxide of iron is 
then converted into sulphate, and pa.‘*’.‘<('d through the reduetor and 
titrated with standard KMn04 lis in iron ore. See pages 365 -360. 

The’ Determination of Al, Fe, Mn, Si, and V in Partially 
Soluble Ferro-vanadium 

Very high silicon and aluminum ferro-vanadiums are only 
partially solubte in nitric-hydrochloric mixtures. HF must bo 
used except when S, Si, and P are wanted; for these three 
elements a fusion is necessary. 

Silicon, Manganese, Sulphur, and Vanadium.~Fu8e 1 gram 
of .the finely ground alloy in a mixture of 10 grams of Na 2 (v 03 
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plus 5 grams of Na202 in an iron crucible in the sjjnio ^ay as 
descrilxid for forro-titaniuin (see pages 47-18), getting the 
silicon, sulphur, and manganese exactly as deseiibed for the 
Si-Al-Ti-le alloy. Also aliquot parts of the total lit(^r filtrate 
and washings from the silidbn can be used for V by (jonyertffig 
aliquot parts to nitrates or sulphates; then boiling with a slight 
excess of permanganate and finishing the V from this point on 
as in soluble ferro-vanadium. Run blanks including all chemicals 
and all operations, dcalucting the same. 

Iron, Aluminum, and Manganese.— Dissolve 1 gram of the 
finely ground alloy in IIF plus II^SOi plus IlXOa exactly as 
given for the Fe-Ti-Al-Si alloy (page ID), fuming to sulphates. 
Use aliciuot parts of the liter solution for A1 and Fe by i)er- 
oxidi/ang the same in the manner as described for the vanadium 
alloy (see jiages 35-37). Correct the Al for V20r), P 2 O:,, and 
Si ()2 in the manner given on page 37 for Al in soluble ferro- 
vanadium. Run blanks and known mixtures covering all opera- 
tion?. 

Phosphorus.— Proceed by fusion as d(‘.s(‘ribed on page 53 
for 3'i-Al-Si-F(' alloy up to the j)oint where the solution of the 
hydroxides is evapora(e<l to 15 c.c. with 100 c.c. of cone. IL\();i. 
Filter out the vanadic acid that s(‘parates out here: wash it 
with cone, nitric acid and finish the analysis in the manner given 
for ferro-vanadium on pages 11-15. 

Nickel and Copper in the High Silicon Ferro-vanadium.— 
Dissolve the alloy by the IIF plus lioSO-j plus IlXOa method 
(see pages 74-75), converting all to sulphates ns described and 
finish by removing the Cu by IR-S; evaporate tlu' filtrate and 
washings to 100 c.c.; add a few crystals of potassium chlorate; 
eva])orate to fumes; take up in water, h(‘ating to dissolve all the 
sulphates; and finish for Ni by the c\anid(‘ method as in steel. 
Also the fiM'ricyanide method given on pages 205-212 can, be 
used to advantage when very small per cents of the elements 
are present. 


The Determ in.\tiox of Iro\ and VAN\mi’M in the Same 
Oper.ation ry Reduction with IIjS 

The writer has used the plan of dissolving the ferro in sul- 
phuric and nitric acids, with a little hydrofluoric acid if nece.ssar 3 ^ 
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Eva|X)ration to fiinu's and solution in wator arc the next steps. 
The v:\nailium an<l iron arc ilaai rcthicctl with hyilroKi-n sulphide, 
•the solution is tilti'rcd/ hydrojien sulphide is reinoviMl with 
(’Oj, aii^l jiermanjianate of ]M»lash staiulard is added until a 
pitik is ohtaiiu'd or an old rose sh^le, that doi‘.s not fade jkt- 
eeptihfy after oiu* niinute‘s stirnnji:. 2.r) e.c. of ferricyanido 
indicator are now drojiped in. and a ferrous nniiiioniuni sul|)hate 
standard, 1 i-.e. of which equals I c.c. of the pi*rmanj5anate, 
is added until llinv <ln»ps of this standard cause the lijthf hlue 
of the vanadyl solution to «larlvi‘n with the blue of the ferri- 
cyanidi' of iron. 'I’he miinhcr »if c. of peniiaiijianate used 
to pnxhice tin* (►!(! roM' shaile h‘ss the mnnhi'r of c.c. of sulphate 
r(Mjuire»l equals the nuiuher of c.c. of jMMinannanate used to 
o\i<h/.(' the iron, which nuiuher multiph(‘«l by 0.00r>r>() ^ives 
the amount of iron in parts of a strain, 'blu' nuinbi'r of c.c. 
of sulphat(‘ us(‘d t<» produce a darkened blue, multiplied by 
O.tMlodS (provided tlu' suliihate <*\a<-tly (‘quals the p(‘rman- 
panat(‘), ecpials the' number of grains or parts of a nf-'nn of vana- 
dium ])r('s(Mit. (iklb grains KMn()| tti (tn< Ifhr ) 

dhe iri.ii n'sidue from c.arbonate ami mtia* fusions mny 
b(‘ proc<M'(h‘d with for tlu‘ (‘''timalion of the latter iiK’tal in this 
way; .Xftc'r ri‘mo\in^ the platinum, copper, etc., from the 
hvdrochloric acid Hihitmu of the iron oxide by hydrogen sul- 
phide, (‘vaporate the filtrate and washint^s from tin* suljihidi's 
with a small excess of j)ota^''ium chhirate. IbMuove the hydro- 
chloric acid liy evajHHation \u thick fumes with bO e.(*. of 1 : 1 
sulpliuric acid. .\dd water; dissolve* by heating;; reduce* with 
iin'tallic zinc; and titrate with stainlard ))(*rmant:anate* for iron. 

Copper. — If eoppi-r is present to any appreciable* exte*nt, as 
showm by the* clomlin^ with the* fe*rrie*yanid(“ indie'ateir, it can 
reaelily be sep:irateel by }iyelre)tre*n sulphiele*, passintj the* latter 
gas tlireiugh the* sulphate* solutiem e»btaine*d by elissolving the 
sample in nitrei-sulphnrie* aeiel, using a little* hydredlimrie aeiel 
if much silie*eui be* pre.''e*nt, e-vapeirating tei fume*s e>f sulphuric 
aeiel and elisseilving in liealing water te) haste*n seilutiem. (Ckjppcr 
can also be* e‘asily and ({uiekly .se*parale*el freini this sulphate 

• Immceliate'ly after filtcriiijz out the sulphules, 1128, again, for thirty 
niinvitcs to re‘(luee* any inni th:it may have* lueome* oxidized daring the* filtra- 
tion and wiishing of any metalhe- sulplnde.s that may have* ferined. Theai 
inis.s CO-, to remove* the e,\(e*.s.s of IIjS as above. 
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solution by neutralizing most of the free acid and precipitating 
the copper with an excess of potassium thiocyanate and sul- 
phurous acid.) (Also sec the author’s ferricyanide separation.) 
The sulphide of copper is filtered, washed with hydrogen sul- 
phide water, roasted free 0 |f paper in a porcelain crucible, dis- 
solved in 1.20 nitric acid, and filtered from any insoluble sulphides 
or alumina. The filtrate and washings are made slightly alkaline 
with sodium carbonate water; 1 c.c. of ammonia is added and 
the solution titrated to disappearance of a blue with potassium 
cyanide standardized against 99.8 per cent metallic copper in 
the same manner. 

Molybdenum.— Molybdenum is separated exactly as the 
copper with hydrogen sulphide in slightly acid solution. The 
brown sulphide is roasted at a low heat in a porcelain crucible 
to a white or a bluish white residue (unless dark-colored oxides 
are present) ; then finish the detennination exactly as descifibed 
for molybdenum in steel (see page 156) by weighing the white 
to bluish white residue as crude M 0 O 3 . Dissolve this M 0 O 3 
in ammonia by warming it. Filter out the insoluble; wash 
it with ammonia water that has been filtered free of any 
impurities. Ignite the ammonia insoluble; weigh it; deduct its 
weight from the crude M 0 O 3 . If the ammonia solution is blue, 
then copper is present. The ammonia solution must be nearly 
neutralized with nitric acid until it smells faintly but distinctly 
of ammonia. This blue solution can then be titrated with a 
standard KCN solution slowly^ and with constant stirring, to 
the disapiH'arance o? the blue, as in steel. The copper so found 
is calculated to CuO and ’deducted from the weight of the crude 
M 0 O 3 after first deducting the weight of the ammonia insoluble. 
Tlie weight remaining after these two deductions equals the 
pure M 0 O 3 , which is reduced to metal by the use of the factor 
0 . 6666 . 

The molybdenum sulphide must be burned off at the lotirest 
possible heat, just below redness until the volatile matter is 
gone. Then the heat is raised cautiously to faintest possible 
red and maintained at this heat until the residue of crude M0O3 
is free of carbon from the filter paper. This is a most satis- 
factory method for weighing molybdenum for all percentages. 
The writer has used it for years. 
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The Determination of I^hosimiohi's in Vanadium Steels, 

’ * l-EHRO-VANADIUM, NoN-VANADIUM StKKLS, AND PlO luON * 

I. B^ethod for Steel Containing Vanadium Up to 2.6 Per Cent* 

— Ibbgtson and Broarloy, in llK)2,t r^<‘onnnond(*d that phosplioruH 
be precipitated from the rethtccd solution of vanadium, using 
ferrous sulphate as a reducing agent, claiming thereby to aid 
in the precipitation of phosphorus when vanadium is present. 

Cain and Tucker, in IRUbt recommend(‘d that the vanadium 
present be reduced with ferrous sulphate and sulphurous acid 
for the same puri>ose. 

The method here descriln'd gives a successful and convenient 
method for complete precipitation of phosphorus in the prc'sence 
of highly oxidized vanadium: 

Place 1.03 grams of sample in lot) c.c. beaker. Dissolve* in 
45 c.c. HNOa (1.13 sp. gr.) over a low llame. When the* se^lution 
is clear, and brown fumes have been driven off, add 3 c.c. KMnOi 
solution; lx)il three minutes; then adel 3 v.v. 1m*SO| solution to 
dissolve precipitate due to the excess pennanganate; lK>il until 
brown fumes arc gone. Avoid large excess of f(*rrous sul|>hate. 

Add 40 to 50 c.c. cone. UNO:} (1.42 sp. gr.); bring tf> a boil; 
rinse cover and sides of bec.ker with least amount of distilkal 
water; then add 50 c.c. of the water solution of ammonium 
molybdate. Stir vigorously for a minute or two and let stand 
overnight. 

Decant through a T-c.m. paper, placing if liti h* pajKir pulp in 
apex of filter, keeping the main precipitate in the b(‘ak(‘r. Wash 
iron out of filter by washing rifte<‘n tinu's with the nitric wash, 
then proceed to pour the main pnaripitate onto filter. 

Transfer ail of precipitate as far as possible, with the aid 
of the nitric wash. Add about 2 c.i?. of wash to the lM*aker and 
remove adhering particles with a nibl)er-tipi)e(l glass rod. Use 
separate beaker for catching washings. Wash rifU‘on times with 
the dilute nitric wash; then twenty-fivi. times with KNOs wash, 
or until the outside of the filter has no sour taste, especially 
along the double thickness. 

• Reprinted from the Journal of Industrial and EnKincpring Chemiatry, 
Vol. XI, No. 2, page 113. Febniar>% 1910. 

t “Analysis of Steel Works MatcrialH." 

. X Journal of Industrial and Engineering Chemistry, Vol, V, p. 647 (1913). 
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Place filter containing washed precipitate in 150 q.c. leaker; 
add enough standard NaOH solution to cause the yellow color 
of the precipitate to disappear on macerating the paper to a pulp ' 
with a rubber-tipped stirring-rod. Dilute to about 30 ^.c. with 
distilled water; add a dro^ of phenolphthalein solution,, whiSh 
should cause a deep red coloration, otherwise more standard 
NaOH solution is needed; then titrate back carefully with 
standard HNO3 solution until the pink just disappears. Sub- 
tract total c.c. of acid used from total c.c. of alkali used. The 
difference in c.c.X0.01 = precentage P. 

TABLE I~SIIOWING EFFECT OF INCREASING AMOUNTS OF 
NITRIC ACID (1.42 Sp. Gr.) ON PHOSPHORUS RECOVERY * 


Vanadium 

Added. 

Per Cent. 

ISc.c.HNOi 

Added, 

P Found. 

aoc.e. HNOi 
Added, 

P Found. 

40 CO. HNOi 
Added, 

P Found. 

50 cc. HNOi 
A dded, 

P Found. 

None 

0.121 

/0.121 

0.121 




10.122 

0.120 

0.121 

0.20 

0.119 

0.121 

0.121 


0.40 

0.114 

0.118 

0.121 


0.60 

0.111 

0.117 

0.120 


0.80 

0.110 

0.116 

0.121 


1.00 

0.110 

0.115 

0.120 

0.119 

1.40 

0.110 

0.112 

0.121 

0.122 

1.80 

0.105 

0.112 

0.119 

0.121 

2.20 

0.099 

0.111 

0.110 

0.120 

2.60 

0.^3 

0.108 

0.117 

0.117 


* Thu work wai done with 1.63 g. samplea of U. S. Bureau of Standards, 0.120 P atand- 
ard, 10b. 


Remarks.— The tests with the higher vanadium content 
were more tardy in precipitating than the lower ones, though 
all settled well after forty minutes’ standing. Those to which 
15 c.c. cone. HNO 3 were added gave deep-orange precipitates, 
darkening in color about in proportion to the vanadium content, 
clinging tightly to the stirring rods and beakers. The three 
highest vanadiums are lower in yield of phosphorus than the 
preceding ones because of the impossibility of detaching the 
adhering precipitate from the stirring rods. 

Those with 30 c.c. cone. HNO 3 were an improvement in 
speed of precipitation, color of precipitate, and cleaning from 
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beakere and rods. Those with 40 o.o. and 50 o.c. showed the 
b^t coiorcd precipitates, i.e., nearest the normal yellow phos- 
phomolybdate color and K^^ve water-white washings, from which 
no recovefies of phosphorus wore made. The 50 c.c. ones were a 
littfe prompter than the 40 c.c. thoigh both sets were a vast 
improvement over the 15 c.c. and 30 c.c., and lx)th cleaned very 
easily from beakers and rods and gave good results. 

Th3 precipitate from the 15 c.c. cone. HNOa in particular 
seemed to be finely divided ami piisscd through the pores of 
the filter, necessitating roprecipitation of the washings in all 
those of higher vanadium content. 

The vanadium was addend as nitrate from an acid solution 
made as follows: Fuse 4.5 grams V2O5 (50.14 |x>r cent V) with 
10 grams Na2C()3 in a platinum crucible for ten to fifteen minutes. 
IjCt cool; place in a 400 c.c. l)caker; a<ld 10 c.c. water; then 
HNO3 (1.20 sp. gr.) until effervescence <Tascs and 25 c.c. in 
excess. Rinse off crucible thoroughly with distilled water; 
cool solution to room temperature; transfer to 600 c.c. flask; 
dilute to the mark with water; stopjxir, and shake to mix thor- 
oughly. 1 c.c. = 0.00505 grams V. 1 per cent V in 1.63 grams 
sample = 3.25 c.c. solution. 

The vanadium was added after the testa were weighed and 
before the 45 c.c. HNOa (1.13 sp. gr.) were iwlded. The vana- 
dium was, in each instance, reduced from yellow to green, due 
to the action of the reducing gases liberated by the reaction 
between the acid and the steel. The 40 to 40 c.c. cone, nitric 
added just before removing from the fire caused the yellow 
vanadic color to return. 

Solutions Required.— Afl/nc Add for Titraiing,— Dilute 35.4 
c.c. HNO3 (1.42 sp. gr.) to 4000 c.c. with distilled water. 

Stock Solution of Sodium Hydroxide . — Dissolve 160 grams 
NaOP (c. p. sticks) and 1 gram Ba(OH)2 in 1000 c.c. water. 
Stir well and allow to stand twenty-four hours. Filter off the 
clear solution (or decant if preferable) and dilute with an equal 
volume of distilled water. Put into a 2-liter bottle and close 
with a rubber stopper. 

Sodium Hydroxide Solution far Titraling.-‘Di\utA 666 o.c. 
stock solution to 8000 c.c. with distilled water. 

Ferrous SulphaU Solufton.— Dissolve 55 grains steel (low in 
phosphorus and sulphur) in 1000 c.c. beaker in 700 o.c. HsSOi 
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(1 : 3). Add a little water occasionally to prevent salting out, 
and heat gently, but do not boil, filter, cool, and <hlute to 
1000 C.C. 

Concentrated Potassium Permanganate /Solu/ion.— Bissolve 60 
grams KMn04 in 1000 c.c> water. ^ • 

Nitrate TTtw/i.— Dissolve 8 grams KNO3 in 8000 c.c. water. 

Add Wash.— Bilute 102.4 c.c. HNOs (1.42 sp. gr.) to 8000 c.c. 
with water. 

Faintly Ammoniacal Water Solution of Ammonium Molybdate. 
—Into each of four 800 c.c. casseroles weigh 55 grams ammo- 
nium molybdate and 50 grams ammonium nitrate, and add 
40 c.c. ammonium hydroxide (0.95 sp. gr.). Dilute each to 
700 c.c. with water. Heat for about thirty minutes, stirring 
once in a while until all salts are in solution. Combine contents • 
of the four beakers by pouring into a large bottle; then dilute 
to 4000 c.c. with water. Let stand overnight. Filter the 
insoluble material through double 15 cm. papers. Do not wash. 
The clear solution thus obtained should remain clear indefinitely. 
Do not filter out the insoluble material until the total mixture 
from the four casseroles has stood overnight diluted to 4000 c.c. 

n. Method for Phosphorus in U. S. Standard Steels and 
Pig Irons to Which Have Been Added 28 Per Cent Vanadium 
and in Ferro-vanadium Containing 66.7 Per Cent Vanadium.— 
Procedure.— Weigh out 0.5 gram steel and 0.6 gram V2O6 (66.14 
per cent V). Transfer to 250 c.c. porcelain dish. Digest with a 
mixture of 30 c.c. HCl (1.20 sp. gr.) and 30 c.c. HNOs (1.42 sp. gr.) 
for about one hour; then rinse off cover, add 100 c.c. HNO3 
(1.42 sp. gr.), and take to dryness. Bake five minutes at 760® C. 
in an electric mufile furnace. 

Dissolve the oxides in 35 c.c. cone. HCl, evaporate to 10 c.c.; 
add 50 c.c. HNO3 (1.42 sp. gr.), take to 10 c.c. volume, then 
add 10 c.c. more strong nitric and heat a while with cove^ glass 
on. Filter through a platinum or porcelain Gooch crucible with a 
thin pad of acid-wasW asbestos, using suction. Wash fifteen 
times, using the following wash: 200 c.c. HNOs (1*42 sp. gr.), 
100 C.C. water, and 20 grams Fe(N03)3. (Ferric nitrate made 
by dissolving 5 grams low phosphorus, melting bar steel in 50 0.0. 
HCl (1 : 1) and taking to eiyrupinesB twice with 50 o.c. HNOs 
(1.42 sp. ^.) each time.) 

Concentrate the filtrate from the separated VsQs to 10, 6.0. 
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in 150 O.C. beaker and filter out the second crop of vanadium 
*'rust” as bcSfore. A third concentration to 10 c.c. should show 
no “rust” (V2O5). 

To th^ third concentration add 40 c.c. HNO 3 (1.42 sp. gr.), 
ancUbring to a boil; rinse cover and s^es with water and precipi* 
tate with 50 c.c. of the faintly ammoniaoal ammonium molyb- 
date solution. Stir vigorously for about two minutes. Let 
stand one hour; filter and wash ^ described for steels con- 
taining up to 2.6 per cent V. Titrate with alkali and acid in 
the usual manner. 

TABLE II— RESULTS OBTAINED USING THIS METHOD ON 
U. S. STANDARDS 


1 

No. 

standard. 

v»o. 

Added, 

Mg. 

P Found, 
Per Cent. | 

Per Cent P 
Given by 
U. 8. Govt. 

1 

Iron D, 6o ViOi 

500 

0.522 

0.526 

2 

Iron D, 66 VjOs 

500 

0.531 1 

0.631 

3 

106 V,0, 

500 

0.124 

0.120 

4 

106 V,0,. i 

000 

0.115 

0.120 

5 

No. 20 Std. V,0. 

500 

0.033 

0.031 

. 6 

No. 20 Std, V,0» 

600 

0.033 

0.031 


In the above procedure an average of 0.007 per cent P was 
found in the V 2 O 5 added. 

TABLE III— PHOSPHORUS IN FERRO-VANADIlfM, 56.7 PER CENT 
VANADIUM 


Author's Method by Re- 
moval of about I of 
ViOt and Pptn. with 
faintly Ammoniaeal 
Ammonium Molytw 
date Solution. 

VtOi reduced with 
FeSOi and HiSOi. 
Pptn. with Acid 
Molybdate Solu- 
tion. No V re- 
moved. 

Acid Molybdate Pptn. 
No extra HNUi 
added. No V re- 
moved. 

Faintly Ammoniaeal 
Ammonium Molyb* 
date Pptn. plus 40 
c.c. HNQi (1.42 ep. 
gr.). No V removed. 

Per Cent P. 

Per Cent. P 

Per Cent P. 

Per Cent P 

0.414 


0.053 

0.185 

0.418 

0.232 


0.188 

0.397 

0.235 


• e • • * 

0.401 



e e • • • 


0.234 


e e • a • 




• a a • * 


0.220 
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SUicoR.’—For silicon dissolve 1 gram of the finely ground ferro 
in 60 c.o. 1.20 nitric acid. Add 30 c.c. 1 : 3 sulphiiric Acid and 
evaporate to fumes. Dissolve the sulphates in water, heatiAg 
until all but silicic acid is in solution. Filter. with 

dilute hydrochloric, then| with water. Ignite and weiglk as 
usual. If the sample contains much silicon and does itot yield 
to the nitric acid, filter out the insoluble residue; wash it first 
with hydrochloric acid and ihcn with water; roast off the paper 
in a platinum crucible. Fuse the residue with twenty times its 
weight of sodium carbonate plus i its weight of potassium nitrate. 
Dissolve the melt with water. Acidulate it with hydrochloric 
acid and add the clear solution to the portion dissolved by the 
nitric acid, and evaporate all to fumes with 30 c.c. of 1 ; 3 sul- 
phuric acid, and finish as in low silicon ferro-vanadium. 



CHAPTER III 


THE ANALYSIS OF FERRO-ALUMINUM - SILICON - UTANIUII, Of 
NEARLY SOLUBLE FERRO-TITANIUM, AND TITANIUM STEEL 

Ferro-Aluminum-Silicon-Titanium.— Fuse 1 gram of the finely 
ground metal with a mixture of 10 grams of Naa 02 plus 5 
grams of Na 2 C 03 in a covered iron crucible. Apply low heat 
until the substance is thoroughly liquid. Keep molten about 
two or three minutes at a dull red heat. The best dimensions 
for the iron crucible are 2J inches top diameter by inches 
bottom diameter by li inches high. Dissolve the fusion out in 
water; washing same into a dish or casserole. Acidulate the 
fusion with Hd; heat until all action is over, with the cover on 
the casserole. Remove cover; rinse under side of same off into 
dish; evaporate to dryness. Dissolve the dry residue in dish by 
warming it with about 30 c.c. 1 i I HCI; then heat further after 
adding about 75 c.c. of distilled water; cool; add paper pulp 
about i inch to f inch ball; stir pulp in well; filter; wash free of 
iron test with 1 : 40 HCI, then with water until free of chlorine 
test to silver nitrate. * 

Smoke off the filter paper, etc., until ash is white in a 20 c.c. 
to 25 c.c. platinum crucible. Apply the heat cautiously, finally 
raise it to low red; then blast slowly to constant weight, cool; 
add, a little at a time, to the crucible, 15 c.c. HF; then 2 c.c. of 
cone. H2SO4; evaporate to thick fumes; heat to a dull red and 
weigh.* The difference between this last weight and the weight 
after blasting to constant weight equals silica, which is calcu- 
lated to percentage of silicon by use of the factor 46.03. 

The residue in the crucible after HF evaporation may contain 
scMne aluminum and titanium. It should be fused with twenty 
its weight of NaQCOs at a bright red heat for twenty or 
thirty minutes; dissolved out in water; the crucible is cleaned 
by. wanning in it some 1 : 1 HCI; wash tiiese cleanings of the 
cnicible into a beaker together with the water solution 
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of the fusion; add to this about 20 c.c. of 1 : 1 HCl 9fid heat 
till all is in solution. 

Silicon.— Add this solution to the main filtrate from the 
silica; this main filtrate is now evaporated again dryness, 
if it is desired to get the^ast traces of silica. This lafit silica 
should be treated exactly like the first main silica. The loss of 
weight obtained from the second small silica residue from this 
second evaporation plus the loss of weight obtained from the 
first main silica equals the total silica. This is caFculated to 
silicon by use of the factor 46.93. The final filtrate and wash- 
ings from the second evaporation made to get out the last traces 
of silica combined with cleanings from both evaporations with 
HF and H 2 SO 4 will contain the total phosphorus, sulphur, tita- 
nium, aluminum, and manganese, also copper or nickel if any * 
are present in the alloy. ^ 

Manganese.— Dilute the solution containing the total Al, 
Ti, P, and Mn to 1 liter. Mix well; rinse a 100 c.c. burette 
several times with 5 c.c. portions of this solution; then fill the 
burette with it and measure off with this burette a 100 c.c. and a 
50 c.c. portion. It is very imfX}rtant that the liter flask be cali- 
brated with the same burette. Make sure that the 100 c.c. 
burette delivered ten times with distilled water into the dry 
liter flask, fills it e.xactly to the mark at room temperature. If 
the burette does not agree with the liter mark, the flask should 
be marked at a point where it docs agree with the burette. 
Evaporate the twe aliquot parts to thick fumes with 20 c.c. of 
1 : 3 sulphuric acid. Redissolve by heating with 10 c c. of water. 
Rinse out this solution into a manganese tube; add 15 c.c. of 
cone, nitric acid and dilute to 35 to 40 c.c. with water. Finish 
for manganese as in plain steel. If the manganese by this method 
is found to exceed the 3 per cent it will be better to run new 
50 to 100 c.c. portions. Remove the iron with zinc oxide and 
finish in the manner described for 10 to 15 per cent manganese 
steels. See pages 345-346. 

Sulphur.— Measure off with the same burette 500 c.c. of the 
liter solution; precipitate the titanium, iron, and aluminum in 
hot solution with a slight excess of ammonium. Filter and wash 
the hydroxides of titanium, aluminum, and iron thorou^dy 
with water. Filtrate and washings contain total sulphur from 
i gram of sample; add 10 o.c. excess of cone. HCl to 400 e.o. 
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volume and precipitate the sulphur with BaCl 2 . Finish as in 
sulphur In steel. The precipitate of aluminum, titanium, and 
iitfn hydroxide can be used for titanium and aluminum by sepa- 
rating the# titanium and iron from the aluminum by several 
peroKidations. < » ^ 

Titaifitim and Aluminum.— The iron and titanium after being 
freed from aluminum by several peroxidations can be dissolved 
in HCl and evaporated to fumes with H 2 SO 4 , taken up again 
in water and H 2 SO 4 by heating; and made nearly neutral with 
ammonia. The titanium is then precipitated with sodium 
thiosulphate in the manner to be described later. 

However, as these hydroxides contain much iron from the 
iron crucible in which the peroxide fusion was nuule, it is better 
to start with a 1-gram portion of the alloy in a covered platinum 
dish as follows: Add 10 c.c. HF cone, with cover on, warm in a 
good draught; remove from heat; add a few drops of cone, 
nitric; when action ceases, continue to add cone, nitric until 
a total of 5 c.c. of cone, nitric have been used. When action 
is over, remove lid; wash under surface of same off into dish; 
add 10 c.c. of cone, sulphuric acid; evaporate to thick fumes; 
take up in 30 c.c. 1 : 1 H 2 S() 4 ; heat until all is in clear solution, 
adding a little water if necessary to dissolve the sulphate of iron, 
Black or insoluble residue such as graphite does not need to 
be recovered. 

Transfer to an 800 c.c. l)caker, dilute to 350 c.c., add Na202 
until solution is alkaline, keeping covered os jnuch as possible. 
Then add 5 grams of sodium peroxide and 5 grams of Na 2 Co 3 
in excess. Bring just to a Iwil; cool; filter; wash with sodium 
carbonate wash (5 grams to 500 c.c. water); wash about forty 
times, upsetting paper pulp and precipitate with each washing. 

The alkaline filtrate and washings arc titrated with 1 : 1 
HCl, until the solution is neutral to turmeric and still slightly 
alkaline to litmus paper. If much precipitate of aluminum 
separates out, the iron, titanium^, etc., hydroxides on the filter 
must be redissolved in 30 c.c. hot 1 : 1 HCl, filtered; pulp washed 
(pulp and filter paper saved), reperoxidize the solution of the 
hydroxides as before. The alkaline filtrate and washings are 
neutralised as before; if only a slight cloud of Al(OH)a is obtained 
after several hours’ standing, then no further peroxidations are 
necessary. The Al(OH )3 precipitates from the various per- 
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oxidations and neutralizations are each washed about twenty- 
five times with ammonium nitrate (5 grams dissolvfed in 500 c.c. 
water). These hydroxides of aluminum are redissolved in hot 
1 : 1 HCl; filter and pulp thoroughly washed with w^ter. This 
pulp and filter paper are (aved to bum with the main AJ, which 
is now precipitated from the above A1 solutions of the crude 
AI(0H)8. This is done by adding a faint excess of ammonium 
to the A1 solution. Boil a few minutes; cool; and filter, after 
adding paper pulp; wash free of chlorine in the manner described 
as before with ammonium nitrate. 

, Smoke off the mixture of pulp and Al(OH )3 in a 25 c.c. to 
30-c.o. crucible together with the filter papers and pulps from 
whibh the crude Al(OH )3 was dissolved. 

When the residue is white, blast it to constant weight as 
AbOa and a little SiOa. No phosphorus should be present in * 
this, as the alloy was dissolved in hydrofluoric acid. Remove 
the small amount of silicon by evaporating to thick fumes with 
6 c.c. 1 : 3 sulphuric acid plus 6 c.c. of HF ; drive off cautiously 
the excess of H2SO4; ignite to constant weight as pure AI2O3, 
which, multiplied by 53.033, gives percentage of Al when 1 gram 
is taken. 

The iron and titanium hydroxides left on the filter after the 
last peroxidation to remove Al are dissolved off as far as possible 
with hot 1 : 1 HCl, filter paper and pulp are then washed thor- 
oughly with water: hold this filtrate and washings as the main 
iron and titaniui^ colution. The paper and pulp together with 
each of the filter papers and pulps from which the iron and 
titanium hydroxides were dissolved off before each previous 
peroxidation are smoked off together in a platinum crucible at 
a low red heat until all paper is removed. Weigh the ash. If 
it weighs more than a milligram, fuse it with twenty times its 
weight of NaaCOa at a bright red heat for twenty to thirty 
minutes; dissolve out the melt in water by heating; filter'; wash 
with NaaCOa water. Acidulate the filtrate and washings with HCl ; ‘ 
boil off most of the CO 2 ; make slightly alkaline with ammonia; 
heat; if any white hydroxide separates out, calculate it to Al 
and add it to the main aluminum already found. The residue 
which was filtered out of the water solution of the sodium car- 
bonate fusion just mentioned, and then washed with sodium 
earbonate water, may contain some Fe and Ti. 
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To malro sure of getting this Ti in solution, it is safest to bum 
filter containing the small amount of Fe and Ti to an ash. 
' Again fuse the ash with twenty times its weight of NasCOs for 
thirty minutes at a bright red heat. Dissolve the fusion out of 
tUh crucible with hot water and tranter it to a beaker; make the 
solution of the fusion just acid with HCl; evaporate it if necessary 
to 30 C.C.; add 20 c.c. cone. HCl; boil slowly for twenty minutes 
to make sure the titanium is all dissolved; filter out any in- 
soluble matter. If any insoluble matter be found, it must be 
filtered out; washed; ignited and weighed; evaporated with 
3 c.c. I : 3 H 2 SO 4 and 6 c.c. HF; ignite<l and weighed again. 
Any loss of weight equals silica, from this silica deduct any 
similar silica found in the blank, calculate the remainder lis part 
of the silicon found in the sample. If any appreciable residue 
remains in the crucible after the above pnxredure, its weight 
less any similar weight found in the blank must \xi calculated 
to Ti and added to the total Ti found in the sample. 

The filtrate and washings from the last mentioned insoluble 
matter are added to the main iron and titanium solution. Now 
transfer this main solution to a 500 c.c. flask. If its volume 
is greater than 500 c.c., evaporate it to almut 350 c.c. and then 
make j,he transfer; dilute to the mark and decant off exactly 
250 c.c. into a porcelain dish or a casserole. Add to the casserole 
also 40 c.c. of 1 : I H 2 S 04 and evaporate to thick fumes. Redis- 
solve by heating with 20 c.c. 1 : 1 sulphuric aci<i until all sul- 
phate of iron and aluminum have been ^lissolved and there 
remains only a clear or slightly cloudy solution. Neutralize most 
of the free acid with ammonia. Add 5 grams of sodium thio- 
sulphate for every 50 mg. of titanium supposed to be present; 
boil gently for one-half hour; filter off titanium, using some paper 
pulp. Wash with sulphurous acid water (2 c.c. cone, sulphurous 
acid water in 500 c.c, of water) until free of iron test. The 
washed precipitate and pulp are smoked off and ignited till white 
or slightly brownish white at a low red heat. To make sure of • 
the absence of iron in this ash, it can be fused with 6 grams 
KHSO4 as follows: Heat the crucible containing the TiOz plus 
6 grains KHSO4 very gradually at first, to prevent crawling and 
spattering, until all the water has gone from the flux with a 
white flame of a Bunsen burner, keeping below redness until white 
ftipnes of SO3 begin to appear, then increase flame gradually until 
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low redness is reached on the lower half of the crucible; jBontinue 
to heat at a low temperature until all is in a state of clear 
transparent fusion; and SO 3 is coming off rather briskly; coot; 
run the melt on up the sides of the crucible. * 

Place the crucible in 1 250 c.c. casserole with 50 C(C. water 
plus 50 c.c. 1 : 3 H 2 SO 4 ; dissolve with heat; do not filter; heat 
until all sulphate is dissolved; and there remains only a little 
white floating insoluble matter. Transfer to a beaker; dilute 
to 300 C.C.; nearly neutralize with 1 : 3 ammonium, and while 
still acid add 5 grams of sodium thiosulphate for eveiy 50 mg. 
of TIOq supposed to be present. Boil twenty to thirty minutes; 
filter; wash free of sulphate test to barium chloride; and then 
thirty times more. Smoke off filter paper and pulp until all 
char is gone; ignite at a red heat to constant weight; evaporate • 
with 5 c.c. cone. HF plus 6 c.c. 1 : 3 H 2 SO 4 ; be sure there is 
an excess of sulphuric acid, otherwise titanium fluoride will sub- 
lime and be lost. If the under side of the crucible lid is covered 
with a white coating, then some titanium has been lost as fluoride, 
due to insufficient H 2 SO 4 . However, avoid a great excess of 
sulphuric acid, as it is difficult to remove, and ignite finally to 
dull red and weigh as pure titanium oxide, free of all aluminum, 
silica, and iron; multiply this weight by 60.04 and divide by 
weight taken, that is, 0.50 gram, the original gram having been 
divided into equal portions of 250 c.c. All Zr is with the Ti. 

The other 250 c.c. portion of the hydrochloric solution in 
the 500 c.c. flaslf is analyzed for iron by reducing this heated 
solution with a slight excess of stannous chloride, titrating with 
standard dichromate as in iron ore (see pages 442-443). 

This iron solution cannot be converted to sulphate solution 
and passed through the zinc reductor for the reason that part 
of the titanium in solution would be reduced by the zinc and 
would be counted as iron. Titanium in solution does not inter- 
fere when the iron is determined by stannous chloride and potas- 
sium dichromate. 

Blank for 5, P, Afn, and 5t.— Blanks for method used on 
insoluble ferro-titanium should be run by fusing a standard 
pig iron or finely divided steel drillings of known content together 
with enough pure titanic oxide to about imitate the sample. 
This blank will be best for the phosphorus, sulphur, ailioon, ^d 
manganese, allowing of course for the Mn, P, S, and Si, in the 
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sUndard pig iron. The U. S. Bureau of Standards givee the 
titaniuih content of the pig iron standard that it furnishes. Any 
excess of P, Ti, S, Si, or Mn, over or above that given for the 
standard pig iron is deducted as a blank correction for reagents 
fron the results obtained on the sample being analysed. 

AluMmum and Iron Blank for InoolubU FerrodUanium , — 
Place in a platinum dish 0.4 gram of U. S. Bureau of Standards 
Sibley ore together with about as much pure titanic oxide as 
there is titanium in the sample. Evaporate this mixture with 
HF and a little nitric acid and then fume with H 2 SO 4 ; for Al 
dissolve weighed amounts of metallic Al powder in a little HCI 
and add the solution to the sulphuric acid solution of the Sibley 
ore just before peroxidizing to remove Al from the Ti and Fe, 
and finish in the same way as in the method described for the 
sample. Any iron or aluminum found in excess of that added 
to the standard is deducted from the iron and Al found in the 
sample. 

Phosphorus.— Fuse 1 gram of sample in an iron crucible in the 
same manner as described for silica, sulphur, and titanium. 
Dissolve out fusion; acidulate with hydrochloric acid as de- 
scribed for sulphur and silica. Evaporate to dryness to remove 
bulk of^ silica; take up as described in HCI acid. Filter out 
silica, wash free of all iron, test with 1 : 1 HCI, ignite to weigh. 
This silica should be then evaporated with H^Oi and HF; 
ignite the residue, after evaporation to remove excess of H 2 SO 4 . 
Fuse with twenty times its weight of sodiujn carbonate. The 
fusion is dissolved out in water; acidulated with HCI; heated 
to clear solution and added to the main filtrate from the silica. 
Precipitate the total solution with ammonia to remove sodium 
salts; wash the hydroxide precipitate about ten times with 
water; dissolve the precipitate with about 30 c.c. 1 : 1 HCI. 
Wash paper pulp until free of iron test, evaporate filtrate and 
washings in porcelain dish; then add 100 c.c. of cone, nitric 
acid, evaporate to 15 c.c. ; filter out any titanic oxide that sepa- 
rates out and wash it twenty times with 1.20 sp. gr. nitric add; 
volume should not be over 25 c.c.; evaporate to 20 c.c. if neces- 
sary in phoephorus beaker (125 c.c. beaker) ; add 20 c.c. cone, 
nitric add; bring just to a boil; remove from flame; rinse down 
sides of beaker with fine jet of water. Volume should now be 
about 50 c.c. Add to the hot nearly boiling solution 50 e.c. 
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of the slightly ammoniacal water solution of ammonium molyb- 
date, stir well and filter out the ammonium phosphorus mulybdate 
as soon as settled, and finish the phosphorus as in steel. Cal- 
culate the percentage to a 1-gram basis. • 

The titanic acid that is^pltered out may carry with it a Iktle 
of the phosphorus. Ignite it at a low red heat in a platinum 
crucible until paper is gone. Fuse the ash with twenty times 
its weight of NagCOs at a bright red heat for thirty minutes; 
dissolve the fusion out in water; filter out the insoluble titanic 
acid; wash it with sodium carbonate water; acidulate the 
filtrate and washings with HCl; heat until CO 2 is nearly all 
removed; add enough ferric chloride solution to give a red pre- 
cipitate with ammonia. Heat; filter off the red precipitate; 
wash it a few times with water. Dissolve the precipitate off 
with hot 1 . 13 sp. gr. nitric acid; wash free of iron with dilute 
nitric wash. Evaporate filtrate and washings to 10 c.c. ; precipitate 
the phosphorus as in steel with ammonium molybdate solution, 
and add to the main phosphorus percentage. 

Put finely divided standard pig iron through all of the above 
methods, and any phosphorus found above its true percentage 
is deducted from that obtained from the ferro-titanium, the 
remainder being the true phosphorus in the ferro-titanium. 

Second Method for Manganese in Fe, Ti, Si, A1 Alloy.-- 
As the so-called iron crucibles sometimes contain considerable 
manganese there is some advantage in running the manganese 
by taking a separate portion and getting it into solution exactly 
aa for the iron with HF and a little cone, nitric. Then evaporate 
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to fumes inth H 2 SO 4 . In this why variations due to hii^ blsnks 
are avoided, or when the sample is dissolved in this mAnner for 
*A1, Ti and Fe, the total sulphate solution can be diluted to 
1000 c.c. eiliquot parts taken for Mn. The balance of the solution 
cAh be measured off for Fe, Al, and Ci as already described. 

The crucible showing high manganese and high copper is 
the most resistant to alkaline fusions. The new thin wall crucible 
shows a total of 0.285 per cent Cu when the surface of the crucible 
is not pickled thoroughly with HNO 3 (1.20). The copper shows 
plainly on the lower third of the outer wall of the crucible in a 
coating. The older make shows no copper on surface, and the 
0.015 is its total copper. 

Nearly Soluble Ferro-titanium.— The finely ground sample ia 
gotten into solution as far as possible with H 2 SO 4 , the unsoluble 
residue is filtered out, washed, ashed and fused with 5 grams 
of sodium carbonate plus 20 mg. of potassium nitrate in a plati- 
num crucible in a bright red heat until it is molten, then keep 
at a bright red heat for twenty to thirty minutes; fusion is 
dissolved out in water; the crucible is cleaned by warming in 
it a little 1 : 1 HCl; the solution and cleanings are added to the 
first main filtrate, this filtrate is then finished for silicon, iron, 
aluminum, titanium, and manganese by the same method that 
was used where the insoluble alloy was fused in an iron crucible 
with a mixture of sodium peroxide and sodium carbonate. 

As the fusion is not made in the iron crucible, the solution can 
be used for iron also, but not for sulphur or phosphorus. The 
sulphur and phosphorus must be obtained by peroxide and 
sodium carbonate fusion of a separate portion as described for 
insoluble ferro-titanium. 

Iren Blank . — Fuse at a bright red for thirty minutes enough 
U. S. Bureau of Standard Sibley iron ore and titanic oxide (pre- 
pared as directed) with 5 grams Na 2 C 03 plus 20 milligrams KNOs; 
fuse'about as much TiOs and iron ore as the sample contains. 

Dissolve fusion out in water, clean crucible with a little HCl; 
add the cleanings to the water solution of the fusum; add to 
this the same amount of H3SO4 as is used to dissolve the finely 
ground sample; add also as much Al dissolved in a little HCl 
as is likely to be in the sample. Peroxidise to remove Al as 
many times as the sample is peroxidized. The hydroxides left 
dn the filter after the last peroxidations togeth^ with each 



56 ANALYSIS OF FERRO-ALUMINUM-SILICON-TITANIUM, ETC. 


of the filter papers and pulps from which the iron and titanium 
hydroxide were dissolved off before each peroxidation, are 
smoked off together in a platinum crucible at a low red heat 
until all paper is removed. • 

Cool the ash, which (ibnsists of titanium and iron, freS of 
aluminum. Shake this out into a small beaker. Cl^n out 
the crucible with a little 1 : 1 HCl, using heat, wash this cleaning 
into the same beaker; remove any adhering particles. Add 
to the ash in the beaker 20 c.c. cone. HCl and heat until all is 
dissolved except a white floating residue, if any. If this white 
floating residue amounts to more than a milligram on being 
burned in a platinum crucible and weighed, then fuse it with 
twenty times its weight of NaaCOa at a bright red heat for twenty 
to thirty minutes; dissolve out the melt; get in clear solution , 
in a small beaker, by heating it with 1 : 1 HCl; then add the 
clear solution to the filtrate and washings from the white floating 
residue; now transfer this filtrate and washings to a 500 c.c. 
volumetric flask, dilute to the mark; mix well and decant off 
exactly 250 c.c. Analyze for iron by reducing this heated 
solution with a slight excess of stannous chloride, titrating with 
standard dichromate as in iron ores (see pages 442-443). 

Sulphur by Evolution at 900° C. to 950° C.— Sulphur on 
soluble and insoluble ferro-titanium can be gotten by evolution 
in a stream of hydrogen, carrying HCl, at 900° C. to 950° C. 
in a tapered combustion tube: Weigh out 0.5 gram of the finely 
powdered alloy into a porcelain or clay combustion boat and 
proceed as described on pages 122-129. 

Retult by Fuaion Evolution in Hot Tube 

.15 per cent 8 .15 per cent S 

Pbeparation of 99.5 per cent Ti02. 

Grind black Norwegian rutile to the finest flour in an 
agate mortar. Fuse 1 gram of this powder with 20 grains 
KHSO4 in the following way: heat very cautiously below 
redness until the absorbed water is all gone from the KHSO4; 
then raise the heat very slowly until the crucible is a duU red 
on the bottom. Continue to heat at a low red until all is in a 
state of quiet fusion and so clear that one can see nothing but 
a few white particles of silica floating in the otherwise clear 
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Run the fusion well up the sides of the crucible. Place crucible 
and all in about 50 c.c. of 1 : 3 H 2 SO 4 in a porcelain dish and 
heat until all is dissolved except a few white floating flakes of 
silica. Cogl; remove crucible; filter; and wash with dilute 
sulphuric (1 : 40) about fifty times. ^ 

The filtrate and washings are nearly neutralised with ammonia^ 
but while still distinctly acid, dilute to 800 c.c. with water and 
boil. Titanium acid will separate out and settle to the bottom. 
Pour off the supernatant liquid and wash several times by decan- 
tation; then add a ball of ashless filter paper pulp; stir this 
well with the titanic acid; filter, and wash free of sulphate to 
BaCb test. Ignite and weigh. Residue should be at least 
90.5 per cent pure titanic oxide. 

Meffiod of Making Sodium Carbonate— Sodium Peroxide 
* Fusions. — Sodium peroxide and sodium carbonate mixture 
fusions, in general, are made as follows: Mix the c^irbonate and 
peroxide together in a clean iron crucible, using a stoui Ni-chrome 
wire for a stirrer. 

Pour about half of this mixture into another iron crucible in 
which the fusion is to be made. Place on top of this the powdered, 
weighed sample. Mix all with the stirring rod and cover the 
mixture with the other half of the fusion mixture; then heat 
gently until all is in quiet fusion, which should take about one 
or two minutes. While in the molten condition, take the crucible 
in the tongs, keeping it in the flame all the while, and give it a 
slight swirling motion for two or three minutes more; and no 
longer. Cool; place the crucible on its side in a covered casserole 
or porcelain dish. 

Add water and heat until the melt is dissolved. Remove 
the crucible; rinse its walls off thoroughly; rub out any adhering 
particles from its inner walls. Rinse all into the dish. The 
contents of the latter are then ready for the acidulation and 
evaporation to remove silica. 

Nickel, Chromium, and Vanadium in Feiro-titanium.— Get 
the sample into complete solution by the method given for 
ferro-aluminum-titanium-eilicon, proceeding exactly as described 
to the point where the silicon has been removed; evaporated 
with HF, etc., and the residue from the HF plus a few drops 
of HsS 04 has been fused; dissolved; and added to main filtrate 
from the silica. This solution will now contain all of the Ni, 
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Cr, and V. It can be then converted to sulphates by taking it 
to slight fume of SO 3 by evaporating it with 50 c.c. of 1* : 3 H 2 SO 4 . 
Add 100 c.c. of water and 10 c.c. more of the sulphuric acid;, 
heat until all sulphates are in solution; repeat the evaporation 
to insure the entire remov^ of the HCl. Be careful each tijpe 
to take only to the slightest fume as chromium is very insoluble 
if fumed strongly. 

Finish for V, Cr, and Ni as in steel. 

Iron in Soluble Ferro-titanium— By Reduction with Hydrogen 
Sulphide. — Dissolve 0.5 gram of sample in 1 : 3 sulphuric acid. 
If there be any insoluble residue that is not white, filter the same 
out and wash it with dilute sulphuric acid. Roast it. Fuse it 
with potassium bisulphate. Dissolve the melt in dilute sul- 
phuric acid and add it to the filtrate and washings from the 
insoluble residue. Dilute the slightly acid filtrate and washings 
to 200 c.c. Pass hydrogen sulphide through the same until the 
iron is entirely reduced. It will be colorless when hot. The 
reduction will take about an hour, with the gas passing at a rather 
rapid rate. Filter the solution into an 800 c.c. boiling flask. 
Wash the filter with 1 : 10 sulphuric acid until free of iron test.* 
Pass hydrogen sulphide through this filtrate for one hour more. 
(Saturate the acid wash with H 2 S before using.) 

Now pass a stream of carbon dioxide through the solution, 
keeping it at boiling temperature during the time that the CO 2 
is passing. When a piece of filter paper, moistened with a 
water solution of lead acetate, is no longer discolored, even 
slightly, when held fii the neck of the flask, the excess of hydrogen 
sulphide is all driven out. Place the flask in cold water with 
the stream of carbon dioxide still passing through it. The glass 
tube that carries the H 2 S and CO 2 into the fluid should, of 
course, reach nearly to the bottom of the boiling flask. When 
the contents of the flask are cold, titrate with standard perman- 
ganate of potash until one or two drops yield a pink color ‘that 
is permanent for several minutes. The same standard that 
is used for titrating iron in ferro-vanadium can be utilized in 
this determination. One c.c. of the standard equals 0.00556 
gram of metallic iron (3.16 gram KMn 04 in one hter.) 

* The reeidue on this filter will contain all of the copper present which 
can be roasted and finiehed as in steels for Cu. 
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MangAiiete in Ferro-titanium Soluble in Sulphuric Aci<L— 
Dissolvcf O.tOO gram in 10 c.c. 1 : 3 sulphuric acid. Add 
10 c.c. concentrat<Hl nitric acid. Boil off red fumes. Dilute 
to 35 c.c.^with water and finish as in steels. This applies to 
manganese not in excess of 1 per cent^ Use 0.05 gram for man- 
ganese Content exceeding 1 per cent. Accurate to 2 per cent 
Mn. For higher percentages of manganese dissolve 1 gram 
of sample in 30 c.c. 1 : 3 sulphuric acid.* Oxidize by boiling 
with 10 c.c. cone, nitric acid and 1 gram of potassium chlorate. 
Add 60 c.c. 1 : 3 sulphuric acid and evaporate to thick fumes. 
Cool, add water and heat until all is dissolved except perhaps 
some of the titanic oxide and silicic acid. Be sure that all iron 
and manganese sulphates are in solution. Wash the cold solu- 
tion into a liter flask. Fill the flask one-half full with distilled 
water. Add a rather thick paste of manganese-free zinc oxide 
and distilled water. Continue the addition of the zinc oxide 
until the iron and titanium settle out well, avoiding any unneces- 
sary excess of the zinc oxide. Cool, if necessary, to the tem- 
perature of the room, and dilute the contents to the liter mark 
with distilled water. Mix ten times, inverting the stoppered 
flask each time. 

Permit the precipitate to settle for a half-hour with the flask 
in an inclined position. Pour the supernatant fluid through a 
large, dry filter into a dry beaker. Use two filters to hasten 
matters. Rinse a 100 c.c. pipette three times with portions of 
the filtrate. Then draw out a 300 c.c. portjon and a 400 o.c. 
portion. Place these in separate boiling flasks, labeling them 
300/1000 and 400/1000, respectively. Add 2 drops of 1.20 
nitric acid to each of these aliquot parts. Heat the 300 c.c. to 
boiling, and titrate with standard permanganate of potassium, 
adding a little at a time. Shake thoroughly with each addition 
of the permanganate solution, reheating the solution between 
times! When 3 drops finally produce a slight but distinct pink 
color in the hot supernatant fluid, after a reheating and thorough 
shaking, the end-point is reached. Deduct 0.2 c.c. from the 
total permanganate used. Multiply its value per c.c. in milli- 

* One can also finish from this stage on as directed on page 846 by the 
author’s method for manganese above 2 per cent. 
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grams of iron by 0.2951 to find its value in milligrams of man- 
ganese.* 

Titrate the 400 c.c. part in like manner and average the two . 
results, calculating them as 3/10 and 4/10 of a gram^ respec- 
tively. (See also Mn in Insfluble Ferro-titanium.) • 

Standardization of the Permanganate Solution for Iron and 
Manganese,— Weigh 3.16 grams of c.p. potassium permanganate 
crystals into a liter flask. Dissolve in distilled water and dilute 
to liter mark. 

Weigh 0.2850 gram of c.p. recrystallized oxalic acid into a 
200 o.c. beaker. Dissolve the crystals in 100 c.c. of hot water. 
Add 30 C.C. 1 : 3 sulphuric acid and titrate this hot solution with 
the permanganate solution. This latter should not be stand- 
ardized for, at least, twelve hours after it has been dissolved 
and made up to 1 liter. 

This amount of oxalic acid will require usually 45.50 c.c. of 
permanganate of the above strength to render it a faint pink 
that is permanent for several minutes. As the oxalic value 
of a permanganate solution multiplied by 8/9 gives its iron 
value therefore the latter is found by this calculation: 0.28504- 
45.50 X 8/9 » 0.005567, or 1 c.c. of the permanganate equals 
0.005567 gram of metallic iron. This value multiplied by 0.2951 
yields the value of the same solution in grams of manganese, or 
0.005567 X0.2951 » 0.001642 gram of manganese. For check 
0.280 gram oxalic acid took 44.8 c.c. KMnOi, or 0.2804* 44.8 X 
8/9« 0.005555 and, 0.005555 X0.2951 » 0.001639, or 1 c.c.» 
0.001636 gram of manganese. Average iron value equals 0.00556 
gram and average manganese value equals 0.001640 gram per 
c.c. Compare the theoretical factor for manganese with that 
found by standardizing the permanganate standard by putting 
a ferro-manganese, containing a known per cent of manganese, 
through the identical process of precipitation with zinc oxide, 
etc. 

Silicon in Soluble Ferro-titinium.— Dissolve 1 or 2 grains 
of drillings as in steels. Evaporate to fumes of sulphuric acid. 
Dissolve in water. Filter, wash, ignite, weigh, evaporate with 

*Th6 foUowing reaction show bow Volhard’s method proceeds: 

8MnSO«-f2E:MnO4+3ZnO-Ky9O«+5MD0if2Z^ 
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a few drops of cone, sulphuric acid, and the usual amount of 
hydrofTuorio acid. Ignite and calculate the loss of weight as 
'silicon. Should a white coating appear on the lid of the crucible 
when th9 sulphuric acid is being driven off, it means that there 
haS not been a sufficient amount of Sulphuric acid added, some 
of the titanium having volatilised as fluoride. 

In such event, repeat the analysis, using a little more sul* 
phuric acid with the hydrofluoric acid. 

Carbon in Soluble Ferro-titanium. — Some ferro-titaniums of 
low silicon content can be completely decarbonised at 960^ C. 
in a fused silica or tapered sirconia tube with oxygen. See 
Electric Combustion Furnace, page 270. It is safer to bum the 
sample in red lead. Burn 1 or 2 grams of thin drillings or 
30-mesh powder with 2 grains of red lead. 

Insoluble Ferro-titanium.— Carbon, sulphur, and phosphorus 
are determined as given in the analysis of soluble ferro-titanium. 

Silicon and Titanium. — These elements can also be deter- 
mined by fusion of 0.5 gram of the finely ground substance 
with 15 grams of acid potassium sulphate in a 40 c.c. platinum 
crucible. This fusion is highly satisfactory if conducted with a 
little experience. Heat the crucible very gradually at first, 
using the white flame of an argand burner. Keep the melt below 
redness until all of the water has been driven out of the flux 
without sputtering. When slight fumes of sulphuric anhydride 
begin to make their appearance the .heat can be increased 
to low redness. Maintain this temperature duntil the substance 
is in a state of clear fusion, and is a pure yellow, free of all black 
specks. 

If the argand burner flame is properly adjusted, this opera- 
tion can be going on with only occasional attention. When all 
black is gone, raise the heat until fumes of sulphuric anhydride 
come off briskly when the lid is lifted slightly. 

llien turn off the heat and run the melt well up the sides. 
Place the cmcible in a 250 c.c. casserole with 50 c.c. of water 
plus 50 c.c. of 1 : 3 sulphuric acid. Dissolve with heat. Filter 
out the white insoluble residue; wash it free of iron and sul- 
phate, using barium chloride solution for the latter test and 
KCNS for the former. Ignite it in a weighed crucible. Weigh 
as SiOa plus a little TiOs* Evaporate with HF and a few drops 
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of H 3 SO 4 and calculate the loss of weight to silicon. Keep the 
non-volatile portion to add to the main portion of Ti 02 . 

The filtrate and washings from the silica are made nearl;^ 
neutral with ammonia and precipitated with thiostlphate of 
soda, and finished as in soVblc ferro-titanium for Ti. ^ * 

Iron by Fusion with KHSO 4 .— Fuse 0.5 gram as for silicon. 
Reduce with H 2 S and finish as given under the soluble ferro. 

Aluminum.— Proceed by fusion as given under aluminum 
in soluble ferro-titanium. 

Manganese in Insoluble Ferro-titanium.— If the percentage 
of manganese is ur^er 2 per cent, fuse 0.100 or 0.05 gram with 
twenty times this weight of sodium carbonate and one-fifth 
that amount of potassium nitrate. Dissolve the melt in a smill 
porcelain dish with as little water as possible. Clean the plat- . 
inum crucible with a little hydrochloric acid; acidulate the 
water solution of the melt with the same acid. Add to this 
solution the cleanings of the crucible and also 10 c.c. of 1 ; 1 
sulphuric acid. Evaporate to thick fumes. Dissolve the residue 
in water. When the iron sulphate is dissolved, wash the solution 
into a 10 by 1 inch test tube and dilute to 20 c.c. Add 10 c.c. of 
cone, nitric acid and finish as in steels. 

For higher percentages of manganese proceed as given for 
high manganese in soluble ferro-titanium except that the sub- 
stance is gotten into solution by a bisulphate fusion as given 
under the determination of silicon in insoluble ferro-titanium. 
Transfer the sulphuric acid solution of the melt to a liter flask 
and precipitate the iron and titanium with zinc oxide. Use 
1 gram of sample and fuse it with 30 grams of bisulphate. 

Titinium Steels.— For phosphorus, manganese, silicon, alu- 
minum and carbon proceed as in plain steels if the titanium is 
present to the extent of a few tenths of a per cent. 

Sulphur.— Even a few tenths of a per cent of titanium lead 
to low sulphur results by the evolution process. For example, 
where results showing 0.006 per cent by evolution were obtained, 
0.012 sulphur was gotten by the ordinary gravimetric sulphur 
method for steels. Again, 0.075 per cent sulphur was gotten 
by evolution in a titanium experimental ingot when the gravi- 
metric result was 0.11 per cent. Use either the gravimetric 
process by direct solution, or fuse 2 grams of sample with 20 grams 
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of sodium carbonate plus 4 grams of niter, and proceed as In 
sulphur in hi^ silicon ferro-vanadium, filtering out the sodium 
Utanate before acidulating with HCL Or use the author’s nieij^od 
by evolution at 050^ C. in a tapered tube (see pages 122-124). 

Utanium in Steel.— Orot^imclrtc.— Vic titanium is determined 
gravimeCrically as in nearly soluble ferro-titanium except that 4 or 
5 grams of sample should be used. 

Volumetric , — So far the most practical way is the well*known 
color method, using hydrogen peroxide. The author proceeds 
as follows: 

Dctennine gravimctrically the amount of titanium in a solu* 
ble ferro-titanium containing from about 8 to 10 per cent of 
titanium, for use as a color standard. 

Plain Titanium Steel . — Color Method.— U the titanium con- 
tent is 0.05 per cent or over, weigh 0.500 gram of drillings jnto 
a 10 by 1 inch tube. Also weigh 0.500 gram of a plain carbcit 
steel that contains no titanium by the qualitative test. Add 
to the latter enough of the standard ferro-titanium to bring 
the amount of titanium present in this standard mixture to 
within about 0.05 per cent of the titanium content of the test. 
If the test is likely to be about 0.15 per cent Ti, then the 
standard should cither bo about 0.10 per cent Ti or 0.20 per 
cent Ti. The nearer the standard is to the test, in titanium 
content, the better. 

Dissolve the drillings in 10 c.c. of dilute sulphuric acid. 
Add 5 c.c. of cone, nitric acid; boil off red (|imcs. The black 
insoluble matter or any insoluble matter at this stage must be 
filtered out; washed with 1 : 30 nitric acid; ignited free of 
char in a platinum crucible; fused with twenty times its weight 
of NaiCOa plus the equal of its weight of niter; the melt dis- 
solved out with water; acidulated with HCl; evaporated to 
fumes with 4 c.c. of 1 : 1 H2SO4; taken up with a few c.c. of 
water *and H3SO4; heated until all sulphates are dissolved. 
This solution is then added to the main original nitric filtrate of 
the sample. 

Transfer this solution, which should be clear, to a glass- 
stoppered comparison tube of about 15 to 16 nun. outside diam- 
eter and with the graduated part about 38 cm. long. Add to 
the solution in the comparison tube 5 or 6 c.c. of the pmxide 
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mixture used in the qualitative Ti and V testSf page 4. Stopper 
the tube and mix the contents thoroughly. Transfer the test 
to the other comparison tube and treat it in like manner. If* 
there is a great difference in color between standard «and test, 
results will only be roughly approximate and the work should 
be repeated, preparing a new mixture of standard ferro-titanium 
and plain carbon steel, to imitate the test within the 0.05 limit 
or closer. 1 

The following actual case will illustrate calculations, etc.: 

The standard mixture consisted of 8 mg. of 8 per cent Ti 
ferro plus 500 mg. of a plain carbon steel of approximately the 
same carbon content as the sample to be tested. 

The test matched the standard at 38.3 c.c. with the standard 
diluted to 35 c.c. Since the standard contained 8 mg. of 8 per 
cent ferro-titanium, its color was due to the presence of 0.008 X 
0.08, or 0.00064 gram, of metallic titanium; therefore we have 
the proportion: 

SUod. Vol. Test Vol. 

35 c.c. : 38.3 :: 0.00064 : X, 

or 38.3 X0.00064-^35 = 0.0007, or 0.0007 gram of titanium found. 
0.0007X1004-0.5=0.14, or 0.14 per cent titanium when 0.5 
gram is taken for analysis. The gravimetric result on this 
sample was 0.158. Another sample gave 0.134 per cent by 
color and 0.140 per cent by gravimetric analysis. 

For percentages as low as 0.05 per cent and under, use a 
gram of sample and proceed accordingly, preparing standard 
mixtures of similar percentage. If the titanium steel also con- 
tains not over 0.5 per cent of elements that color add solution, 
such as chromium and nickel, the amounts of the latter present 
in the test should be determined by the rapid methods given 
under chromium and nickel in steel. Add to the standard 
enough shot nickel if titanium nickel steel is being tested, or 
enough potassium dichromate reduced with the least possible 
excess of sulphurous acid if the test be chrome-titanium steel, 
to exactly imitate the sample under examination, and then 
proceed as usual. 

Qualitative Test for Titanium.— Proceed as given under 
Qualitative Test for Vanadium, page 4. 
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ANALYSES 


InaolubUi Farro^tiUniuoi. 


Par Caat. 


Solubla Farr«*UtaBtttm. 


Oxide • /TiiO,. 


Silica, SiOi 

Iron Oxide, FeiOi. 

Sulphur 

Carbon 

Phoepborus 


87.80 

0.85 

4.64 

0.52 

1.89 

0.055 


Tittinium.. 
Manganew. 
Silicon .... 

Iron 

Aluminum. 
Phoephorui 
Carbon 


FarCaal. 

8.12 

0.58 

0.50 

86.92 

8.00 

0.10 

0.26 


Tub Determination of Titanium in Steel by Removing the 
Bulk of the Iron with Ammonu 

This method can be used for either high or low per cents of 
Ti and is especially valuable for low per cents such as 0.01 to 
0.05 per cent Ti. Dissolve 5 to 15 grams of the sample as far 
as possible in 1 : 3 sulphuric acid in the same manner as described 
for A1 in steel (see pages 189-190). Filter out the insoluble 
residue of carbides. Wash the same with water until free of ferrous 
iron test with potassium ferricyanide. 

Ash the carbide residue in a platinum crucible; fuse the 
ash with twenty times its weight of Na 2 C 03 plus the equal of 
its weight of niter. Keep molten for twenty minutes. Dissolve 
the fusion out in water; clean the crucible by warming in it a 
little HCl. Acidulate the water solution of the fusion with HCl; 
heat until all is in solution and add this solution to (A) before 
peroxidation. 

To the original main filtrate and washings from the insoluble 
carbides add ammonia a little at a time until a slight blackish 
precipitate is obtained which does not redissolve on stirring; 
filter off this precipitate; wash it ten times with water. The 
bulk of the iron is thus removed. On the filter will be all of the 
Ti that was not filtered off with the carbide residue in the begin- 
ning. Dissolve this blackish precipitate off the filter with hot 
HCl 1 : 1; wash the filter paper free of iron (save the filter 
paper); call the solution and washings (A). (A) plus the solu- 
tion of the fused carbides (already mentioned as added to (A) 
befme peroxidation) now contains all of the Ti and Al in the 
siqel; and also all of the Or, V, U, and Zr. 
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If it is desired to get the Ti by the gravimetric method (A) 
is now converted to sulphate by fuming it with 60 c.c. of 1 : 3 
H 2 SO 4 . Finish for titanium by precipitation with NaaSaOs 
as already described on pages 49-52. • 

Titanium in Chrom^ Steel, Chrome Vanadium and Tung- 
sten Steel— Dissolve the steel in the same manner as described 
for titanium in steel by removing the bulk of the iron by 
ammonia. When solution (A) has been combined with the 
solution of the carbides in the manner described, then separate 
the chromium by repeated peroxidations in the manner given 
for this separation on page 179. The iron and titanium will 
hnaliy be left behind on the filter free from V, Al, and Cr. 
Dissolve the iron and titanium of! the filter with hot 1 : 1 HCl. 
Ash all of the filter papers from which the hydroxides were, 
dissolved in the different peroxidations, as there may be still 
some Ti remaining in them. Also ash the main iron and titanium 
hydroxides. Fuse the combined ashes with twenty times 
their weight of potassium bisulphate until a clear fusion is 
obtained. Dissolve this fusion out in 1:3 H2SO4, using heat 
to aid in the solution. When all is in clear solution dilute the 
clear cold solution to 500 c.c.; mix well and take aliquot parts 50 
and 100 c.c. portions by means of a burette; add to each portion 
5 c.c. of cone, nitric acid; boil; cool; add 5 to 10 c.c. of the 
peroxide solution prepared as given on page 4, and then finish 
by color comparison. Known amounts of made up standards 
should be put thfough all of the operations. 

Also the total 500 c.c. can be finished gravimetrically. 

The Determination of Titanium in Nickel Steel 

Suppose it is required to obtain the titanium content of a 
steel containing 3.60 per cent Ni: Dissolve 5 grams of the 
sample, as on page 63, using 75 c.c. of 1 : 3 sulphuric ^id for 
the Mlution, heating in boiling water for one hour to eUminate 
as much as possible the carbon before adding the 25 c.c. of cone, 
nitric acid to accomplish the oxidation of Uie iron and dissolve 
the titanium. For a standard mixture dissolve and osidiie 
5 grams of plain steel to which enou^ nickel ammonium sulphate 
has been added to equal 3.60 per cent Ni in 5 grama, and glso 
5 mgs. of 8.20 per cent Ti ferro-titanium. Dilute the cooled 
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iolu^k»8 of .the standanl and the test to mark in 280e*e.Tolil* 
metric flaelu; mix and note if the two sohitions are about the 
*same shade of brown. If the standard solution is distinetly 
browner prepare a new standard using a lower carbon plain 
caAoo^ steel, adding the nickel sul|Aate and 5 mgs. standard 
lerro-titanium. If now there is only a slight difference in the 
color of the solutions due to dissolved carbon proceed with the 
comparisons in the manner described on page 64, using 26 o.o. 
from each flask. This method was used on a steel that con- 
tained 0.008 per cent Ti. However, it is better to remove the 
bulk of the iron with ammonia, etc. See pages 189*101. 

Tri Determination op Titanium in Chromium-vanadium- 

NICKEL-TITANIUM-TUNOHTEN StEEL 

Owing to the interference of the vanadium and the chromium, 
the latter must be removed. This can be best done by peroxi- 
dising the solution of the sample and standard mixtures in the 
same manner as described on pages 34-35. If the chromium 
is considerable it will require three peroxidations at least to 
remove the chromium and vanadium. The redissolving and 
reperoxidising must be continued until the filtrate from the 
iron and titanium is no longer colored yellow. The steel and 
standard mixtures are dissolved in 50 c.c. of 1 : 3 sulphuric 
acid; 0.500 gram of sample is taken for analysis. A chromiura- 
tungsten-vanadium steel containing no nickel or titanium was 
used as a basis of a standard, and to it was added 35 mgs. of 
nickel ammonium sulphate and 5 mgs. of 8.20 per cent (Ti) 
ferro-titanium. After the chromium color has been removed 
by several peroxidations from the standard and test, the iron 
and titanium are dissolved off the filters with 50 c.c. of hot 
1 : l^HCl; the filter is washed free of iron; the filtrate and wash- 
ings will contain all of the titanium and iron except a slight 
amount that may still remain on the filter, which is ashed and 
fused wito one gram of sodium carbonate; the fusion is dis- 
solved in 20 c.c. of 1 : 1 HCl and added to the maitt solution of 
the iron and titanium. Evaporate this latter solution to 6 or 
10 0 * 0 .; add 100 c.c. of strong nitric acid; heat with the cover 
on un^ all qwaying is over and then evaporate to 5 o.o.; add 
10^ C.C. of water and filter into the comparison tuboi washing 
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with 1.20 nitric acid; add 10 c.c. of peroxide solution fuid com- 
pare. Example: Test matched the standard mixture as follows: 
76.7 c.c. test equal 91.2 c.c. of standard; therefore since the 
standard contained 0.41 mg. Ti, 76.7 : 91.2 :: * : 0.^1 mg. Ti, 
or 76.7 times 0.41 mg. 'A divided by 91.2 divided by 500 Aulti- 
plied by 100 equals 0.068 per cent Ti. A duplicate analysis 
on this steel gave 0.070 per cent Ti, using 0.600 gram of sample. 
In the case of a similar steel that contained 0.80 per cent Ti, 
the nitric acid solutions containing the iron and titanium, freed 
as above from the V and Cr, were diluted to 250 c.c. and 50 c.c. 
were taken from the standard and test for the comparisons. 0.81 
per cent Ti was obtained and a check of 0.78 per cent Ti. No 
attention is paid to the tungsten as it is removed along with the 
Grand V. 


Calculations 

70 mg. of 8.2 per cent Ti ferro-titanium were used in the standard mixture; 
61.5 c.c. of standard equal 78 c.c. of test. Onc*6fth of 70 mg. times 0.082 equals 
1.148 mg. Ti. Therefore 61.5 : 78 :: 1.148 : z; x equals 1.456 mg. Ti. 
Now 0.9 gram was taken in this case for the analysis and one-6ftb or 0.18 
gram of the test was used in the comparison; hence 0.00145 gram X 100 divided 
by 0.18 equals 0.809 per cent Ti. 


SOME FURTHER ANALYSES OF FERRO-TITANIUM 



No l. 

No 2. 

No 3. 

No. 4. 

No 5. 

• 

Fer Cent. 

Per Cent. 

Per Cent. 

Per Cent. 

Per Cent. 

Carbon 

7.00 

1.05 

0.04 

3.69 

1.86 

Manganese 

0.28 

0.40 

0.39 

0.19 

0.16 

Silicon 

1.08 

0.64 

2.51 

0.42 

14.90 

Titanium 

7.30 

8.40 

20.44 

29.17 

6.16 

Aluminum 

0.42 

2.93 

3.10 

9.87 

2.26 

Iron 

84.20 

86.53 ; 

73.17 

56.78 

74.60 

Chromium 



0.52 



Phosphorus 





•0.16 







CAromtum.— The chromium was obtained in the above No. 3 
as in a steel, no attention being paid to the presence of titanium. 

Analyais of Basic Slag Containing Titanium,--i8t{toa.— 
Dissolve 1 gram of the finely ground slag, after first stirring it 
into a thin, smooth paste with a very little water, in a No. 5 
porcelain dish in 50 c.c. of cono. HCl. Warm until sohition is 
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practically oraiplete, evaporate to drynen and heat until very 
little acid oan he detected when hot. Diasolve again in 30 o.o. 
oT cone. HCl; add 100 o.o. of water; filter; wash free of iron 
test. Burt in a weighed platinum oruoible; add a large exceas 
of HISO 4 , about 2 C.O. to prevent loes o^Ti as fluoride and remove 
the silica with 15 o.o. of HF; calculate the loss of weight to 
silica. For extreme accuracy the solution of the slag should 
be evaporated twice to dryness with HC1» filtering after each 
evaporation and solution in HCl and water. 

Oxide qf /ron.— Dissolve 1 gram of the Biag» as for the silica, 
in a 600 c.c. beaker and dilute the solution to 300 c.c.; heat to 
boiling; reduce with stannous chloride without separating the 
titanium; cool; add an excess of mercuric chloride solution and 
titrate with N/20 potassium dichromate as in iron ores. 

Titanium Oxtde.—Dissolve 1 gram, as for silica, in a liter 
boiling flask and dilute to 300 c.c.; make two peroxidations as 
described on page 49, obtaining the titanium and iron on the 
filter and the alumina in the combined filtrates and washings 
from the two pcamidations. 

Oxides of Manganese^ Calcium and Magnesium , — Dissolve 
1 gram in 50 c.c. of cone. HCl in a 600 c.c. beaker and make 
two basic separations, as directed for the separation of iron 
from manganese on page 244, beginning at the point where the 
filtrate and washings arc diluted to 300 c.c. The combined 
filtrates from the two basic acetate separations contain all the 
Ca, Mg, and Mn in the slag. Acidulate the combined filtrates 
with HCl and evaporate them, if necessary, to 400 c.c. and 
make the same slightly but distinctly ammoniacal. Then add 
slowly a water solution of potassium fcrricyanide; use the o.p. 
salt of a clear resinous red color and free of the suggestion of 
bluish color, as ferricyanide containing blue material is partly 
decom^posed as follows: Fe(CN)3*3KCN»Fe(CN)8-fCN4* 
3KCN, and will not precipitate the true manganese ferricyanide 
but a mixture of the latter and cyanide of iron. Dissolve 3.75 
grains of the potassium ferricyanide in water and dilute to 1 liter. 

1 C.C. of this solution will precipitate about 0.001075 gram 
of manganese. 2K8Fe(CN)«4'3Mn(NQ8)3 -> Miu[Fe(CN) 6 ] 3 + 
GKNQs. Add a slight excess of the precipitant and allow the solu- 
tion to stand a half hour before filtering. Mix some paper pulp with 
the .precipitate, filter it, and wash it with a solution of 5 grains of 
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aminonium nitrate dissolved in 600 c.c. of water made alkali n e 
with 5 c.c. of strong ammonia. In order to secure a rapidly sub- 
siding precipitate it is best to make the manganese solution, at' 
first, just ammoniacal enough to turn a small piece of ted litmus 
paper fioating in it blue; Aien add 5 c.c. of 1 : 1 ammonia wfiter 
in excess. After washing the manganese ferricyanide as dmcribed 
until 1 c.c. of the washings acidulated with nitric acid no longer 
give a chlorine test with silver nitrate, it is burned at a low 
red heat until free of carbon of the filter paper; it then consists 
of a mixture of oxides of manganese and iron which can be 
analyzed for manganese as usual. This mixture of oxides of 
manganese and iron seems to be of fairly constant percentage 
of manganese if always burned off at definite temperature. 
The author is not yet prepared to recommend weighing the 
mixture of oxides as a gravimetric method for manganese. He 
made many experiments with this in view and obtained some 
promising results. Where large amounts of manganese are pre- 
cipitated in this way in the presence of lime, it is advisable to 
dissolve the mixture of oxides in 20 c.c. of cone. HCl and make 
a basic acetate separation of the iron; the manganese in the 
filtrate and washings from the iron acetate is again precipitated 
as before with ferricyanide and the filtrate and washings from 
the manganese are combined with the filtrate and washings 
from the original ferricyanide precipitation of the manganese. 
In this way the possibility of any lime being carried out with the 
manganese ferricyanide is obviated. This second precipitate 
of manganese ferricyanide is burned off with the iron from which 
it has just been separated, otherwise two basic acetate separations 
would have to be made at this point instead of one. The total 
ash contains all of the manganese freed from the lime and 
magnesia. The manganese can now be dissolved and determined 
as on page 244. (See also page 345.) 

* Lime and Magneeia.— The combined filtrates from tlie two 
manganese ferricyanide precipitations are treated with 100 c.o. 
of cono. nitric acid and evaporated to dryness. This add should 
be added to the solution before the evaporation begins, to prevent 
as far as possible, the formation of the blue cyanides. When 
the evaporating solution reaches a certain degree of oonoentralkm 

^See also pages 186-187 for the separation of Bin from OaO and MgO 
by means of ammonium peisulidiate. 
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it ihoiikl be watched as spraying may begm» and at this stage 
the casserole should be covered until this action is over; the 
hover is then removed and the evaporation continued to dry- 
ness. The residue in the casserole is taken up with 100 c.c. of 
HCr and concentrated to 20 c.o. aftdF the action between the 
add and the salts is over. Add 100 c.c. of water; and pre- 
cipitate the iron with ammonia; filter; wash with water until 
the washings are freed of chloride test obtaining filtrate (A). 
Redissolve the iron hydrate; and precipitate it again; filter; 
wash; and combine the filtrate and washing with (A). The 
combined filtrates and washings are made faintly ammoniacal 
and the calcium is precipitated with ammonium oxalate as in 
the analysis of limestone. The oxalate is filtered, washed, and 
. repredpitated. The two filtrates from the oxalate are com- 
bined and the magnesium is precipitated as given on page 438. 

Phosphorus , — Weigh 0.500 gram of the slag into a porcelain 
dish and with it an equal amount of potassium chlorate; moisten 
to a thin paste with water and then pour in 50 c.c. of cono. HCl. 
Heat until all is in solution except the silicic acid, remove the 
cover and evaporate to dryness but not at a baking heat. 
Redissolve with 30 c.c. of cone. HCl; and add 50 c.o. of water; 
filter; wash; convert to nitrates by evaporating twice to 20 c.o. 
with 50 c.c. of cone, nitric acid ; boil with a slight excess of KldnOi 
and finish as for phosphorus in steel. 


THE ANALYSIS POUND « 



Per Cent. 


P«r Cnnt. 

SiOi 

19.45 

MgO 

6.80 

Fed 

6.75 

MnO 

9.00 

AlgOi 

1.05 

TiOt 

6.68 

c«o 1 

47.66 

PA 

4.89 







Chapter iv 

Part I 

ANALYSIS OP TUNGSTEN POWDER 

Fuse 0.6 gram of the powder with a mixture of 10 grams of 
carbonate of soda well ground in a mortar with 2 grams of potas- 
sium nitrate. A complete fusion is obtained in twenty minutes. 
The melt is dissolved with water in a platinum dish. It is 
transferred to a 300 c.c. casserole and acidulated with hydro- 
chloric acid— keeping the dish covered during acidulation. The 
solution is heated for a half hour with cover on, or until all 
danger of loss by spraying is over. The cover is reinoved and 
the acidulated fusion is evaporated to dryness. 10 c.c. of 1 : 1 
hydrochloric acid are then added and the contents warmed until 
iron is dissolved. 200 c.c. of water are next put into the dish, 
and the solution is heated for thirty minutes to dissolve all 
sodium salts. 

The precipitated tungstic acid is filtered out and washed free 
from iron test with very dilute hydrochloric acid. It is washed 
twenty more times to insure removal of salts. The filtrate and 
washings are again evaporated to dryness, dissolved, filtered, 
and washed as before. The second filtrate and washings are 
treated with a hydrochloric acid solution of cinchonine to remove 
the last traces of tungstic acid. (See page 131.) 

The three portions of the tungsten are burned off at a low 
red heat until bright yellow. This yellow residue is weighed; 
moistened with a few drops of sulphuric acid; 15 c.o. of HF are 
added cautiously. (If the operator by accident spills any of 
the latter acid on himself he should lose no time in soaking the 
part with ammonia. HF left in contact with the skin for any 
time causes bums that are very liable to produce infected slowly 
healing sores.) Evaporate to fumes in a good draught; ignite 
cautiously, heating the crucible from the top down until it very 
gradually reaches a low red heat. Do not blast, as tungsten 
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onde iB slowly volatile at high heata Weigh again. The 
difference or 'loss of weight from the first weight is the silica. 
Silicon does not exist in the elemental form in tungsten powder 
made by q^uction at 1100^ to 1200^ C. If the sample being 
analysed is crushed ferro-tungsten, th^ the loss of weight can 
be propdrly calculated to silicon by use of the factor .4603. 

Tungsten. The residue remaining in the crucible contains 
all of the tungsten, together with a little of the iron. It is fused 
with 20 grams of sodium carbonate at a bright red heat until 
all bubbling is over and the melt is in a state of quiet fusion. 
Dissolve the fusion in water, in platinum or platinum substitute 
dish. If a platinum dish is not available, a casserole or porce* 
lain evaporating dish can be used. Warm gently just long 
enough to insure a complete fusion. Avoid long heating and 
boiling, especially if a porcelain vessel is used, as it is liable 
to be attacked. When the water insoluble residue is light and 
floats around, the extraction of the sodium tungstate, etc., is 
complete. If the supernatant liquid is greenish, due to presence 
of manganate, heat the extraction with a few drops of alcohol. 

When the green color is gone, all of the manganese is pro* 
cipitated, and the insoluble residue can bo filtered out, and 
washed thoroughly with water, mixing a little paper pulp 
in with the extraction before it is filtered. It will take sixty 
washings to insure the complete washing out of the carbonate 
of sodium. 

This washed, water-insoluble residue wi|| contain mainly 
iron oxide in the powders of about 05 per cent tungsten, but if 
the residue exceeds a few milligrams, it should be ashed in the 
same crucible, weighed, and fused with twenty times its weight 
of NaaCOa; extracted with water; filtered; washed with water; 
ignited, and weighed; its weight deducted from the first weight 
of the WOa. The remainder is the weight of the total pure WOg 
plus any oxides of tin, aluminum, and molybdenum that may 
have been weighed with the WOa, making the tungsten result 
too high unless corrected for. 

To correct for the Sn, Al, etc., make the two sodium carbonate 
filtrates and washings acid with HCI; then just ammoniaoal. 
Any Al, Ta, Nb, Sn that have gone into solution will now be 
precipitated. Filter off Uie flocculent precipitate, if any; mix 
in a little paper pulp before filtering, wash it at least sixty tunes 
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with water containing 5 grams of NH4IIO3 per 500 «c.o. Ignite 
it; weigh it and deduct the weight from total weight of the first 
crude silica-free WOa, after first deducting the double fused iron* 
oxide as before described. If the ammonia precipitate weighs more 
than a milligram or two, 4 t may contain some tungsten, coise- 
quently the deduction for Al, etc., will have been too grtot and 
this precipitate must also be fused with twenty times its weight 
of NaaCOa; acidulated with HCl; heated until all is in clear 
solution and cinchonine added to the only moderately acid 
solution. This solution should be allowed to stand over until 
the next day. If any precipitate forms it is tungsten, and must be 
filtered off; washed with cinchonine at least sixty times; ignited; 
weighed, and added to remainder obtained after deducting from 
the first crude WO3, the double fused iron and manganese oxides 
and the crude AI2O3, SnOa, etc., before mentioned. This net 
amount will be the weight df the pure WO3 plus any MoOs 
that may have been present. To correct for the M0O3, the ammo- 
niacal filtrate from the crude AI2O3 plus Sn02, etc., is treated 
with 4 grams of tartaric acid to hold the tungsten in solution. 
It is then made slighUy acid with HCl and saturated with H2S. 

Any brown precipitate is filtered off; washed with H2S water 
at least sixty times; ignited in a porcelain crucible at the lowest 
possible heat — just below redness; then the heat raised slightly, 
if necessary, to burn out all of the paper char. Weigh this residue, 
which will be a whitish ash unless some copper be present, when 
it will persist as a^lackish residue. Deduct its weight from net 
amount of the pure WOs plus M0O3, and the remainder will 
be the final weight of the pure WO3, from which the W is obtained 
by the factor 79 . 31 . This product divided by the weight taken 
gives the per cent of tungsten in the sample. 

Rapid Method for Tungsten . — Weigh 1 gram of metal into a 
platinum dish.* Add 10 c.c. of pure hydrofluoric acid. Cover 
with a lid. Warm in a good draught. Remove from* fire. 
Add three or four drops of cone, nitric acid. Violent action 
occurs at this point. Continue to add nitric acid a drop at a 
time until further additions of acid produce no action. This 
will take, in all, about 5 c.o. of cone, nitric add. Remove fhe 
lid, lindng off its surface, permitting the washings to flow into 

*Or a platinum substitute dish, of which there are sevenl kisds that 
will answer for such* work. 



TUNGSTEN^ IRON AND RULPHUE 


T5 


it. Add 10 t.o. oono. sulEtiuric acid. Evaporate to thick fuinea 
of 80s. * Co6l» moisten with 10 c.o. of cono. hydroohlorio acid. 
Add 10 0 . 0 . of water, transfer the contents of the dish to a 600 o.o. 
casserole, and heat to boiling with constant stirring to prevent 
buniping. Cool. Filter. Wash with# 1 : 10 hydroohlorio add 
until fr6e of iron test. Ignite and weigh the tungatic add as 
trioxide. Fuse the latter with sodium carbonate and finish as 
in the first method. This rapid scheme is a modification of 
Arnold and Ibbotson’s method. (See, Arnold and Ibbotson’s 
Steel Works ” Analysis, 1907.) 

Ibon and Sulphur in Tungsten Powder and Ferro-tunostsn 

Iron. — Fuse the finely ground sample in a powdered mixture 
of 20 grams of sodium carbonate and 4 grams of niter. Dissolve 
the mixture out in water in a porcelain dish or casserole. Clean 
the crucible with a little HCl until all stains are gone. Rinse 
all cleanings into the dish. Acidulate the fusion with HCl and 
evafiorate the contents of the dish to dryness, but do not bake. 
Take up in HCl and water, heating until all salts are in solution. 

Filter out all separated tungsten trioxide. Wash thoroughly 
with HCl wash water. Evaporate filtrate and washings again 
to diyness. Take up as before; filter and wash. Combine the 
two sets of filtrates and washings which will contain the bulk 
of the iron and all of the sulphur. Burn off the two residues 
on the two filter papers until free of paper jhar. The ash will 
contain the bulk of the tungsten present and a little of the iron. 
To obtain this part of the iron the ash must be fused with twenty 
times its weight of sodium carbonate until a quiet fusion* is 
obtained. This should be done at a bright red heat. 

Dissolve the melt out in water in a casserole as in the first 
fusion. When the small brown residue fioats around, it is well ex- 
tracted and can be filtered off. Washed thoroughly with sodium 
carbonate water and then with water alone. To insure the complete 
removal of the tungsten, which is essential, the ignited residue 
should be fused again as before; dissolved out in water; filtered 
off; washed with water thoroughly; then dissolved off the filter 
wi^ hot HCl; the filter washed free of iron test, and the filtrate 
and washings added to the two sets of filtrates and washings 
which were previously mentioned as containing the bulk of die 
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iron and all of the sulphur. This total combination of filtrates 
and washings will contain all of the iron and sulphur and some 
tungstic acid still in solution. Make these filtrates, etc., slightly 
ammoniacal; heat; filter out the iron; wash it thoroughly with 
water. Keep the filtrate ^nd washings for the totar sulphur. 
Ignite the washed iron hydroxide; dissolve it out with ribl; 
pour the solution into dish; rinse the crucible out well into the 
dish; evaporate all to dryness; take up in the least amount of 
water and acid; heating until ail is in clear solution except some 
yellow precipitate of tungstic acid that is abnost certain to sepa- 
rate out here. This must be filtered out; washed; the filtrate 
and washings evaporated to fumes with about 30 c.c. of 1 : 3 
H 2 SO 4 taken up by heating with some water and about 10 c.c. 
more of the sulphuric acid. 

This should be again filtered if it shows any turbidity of 
tungstic acid; the filter washed free of iron test with sulphuric 
wash. The filtrate and washings should now be free of tungsten 
and contain the total iron. Evaporate to 100 c.c. volume and 
pass the solution through the zinc reductor and titrate with 
the permanganate standard used for the determination of iron 
in graphites if the percentage of iron is small as in a powder, 
but if the sample is a ferro an aliquot part of the solution should 
be reduced and titrated with the permanganate standard of 
the, strength used in iron ore. (See page 39.) 

Sulphur.— The filtrate and washings last referred as to be 
kept for the total sulphur should be treated with a cinchonine 
solution, using 20 c.%. of the solution, which is made by dissolving 
25 grams of cinchonine in 200 c.c. of 1 : 1 HCl. Let the solution 
of this sample stand several hours after being treated with the 
20 c.c. of the cinchonine. If any precipitate forms, it must be 
filtered off and washed with a wash consisting of 10 c.c. of 
cinchonine solution dissolved in 500 c.c. of water. Heat the fil- 
trate and washings and add about 30 c.c. of a saturated solution 
of barium chloride. Let stand overnight, and finish for sulphur 
as in plain steels, weighing the barium sulphate. (See page 335.) 

Total Sulffiiur by Evolution.— The best and easiest way to 
get the total sulphur in tungsten powder, ferro-tungsten, oxide, 
etc., is to heat 1 gram or less of the substance in the finely powdered 
state in a tapered clay combustion tube at a temperature of 
960^ C. in a stream of hydrogen saturated with HCl. The 
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evolved HsS ia caught in an ammoniacal solution of cadmium 
chloridh and finished exactly as in plain carbon steel. (See pages 
122-129.) In this same way the total sulphur is evolved from 
such sulphates as BaSOi Na2S04, CaS04, as hydrogen sulphide, 
b^the following reaction: # 

BaS04-f2HCl+8H»BaCl2+H2S-h4H20. 

Blanks , — Blanks must be run for iron, and sulphur on the same 
amounts of all chemicals and acids used, and for silica, and 
deducted. The reagents are almost certain to be contaminated 
with all of these elements. 

It has been pointed out that sodium carbonate may contain 
enough iron to make an appreciable error in the tungsten deter- 
mination by reason of deducting from the crude WO3, not only 
the iron that existed in the same but also that which contami- 
nated the sodium carbonate used in the fusion. The remedy is 
to subtract the amount of iron and alumina in the carbonate 
from the total iron and alumina found, before deducting the 
latter from the crude WO3. Credit is due to Mr. Geo. M. Berry 
for emphasizing this point, which is one phase of the general neces- 
sity of running blanks on all reagents that one uses for any 
analysis whatsoever. 

Phosphanis , — The author has found that the practice of 
decomposing tungsten-bearing materials by fusing them with 
a mixture of sodium carbonate and potassium nitrate, leaching 
out the fusion, acidulating with hydrochloric acid, removing the 
tungstic acid by several evaporations to dryness, and then using 
the filtrate and washings from the tungstic acid for the deter- 
mination of the phosphorus, gives far less than the actual per cent. 

The method that he now uses together with the proof of the 
accuracy of the same, he first published in the Journal of Ind. 
and Eng. Chem., Vol. V, No. 4. The full description of his 
method can be found on pages 90-93. 

Manganese , — Fuse 0.100 gram with 2 grams sodium carbonate 
and 0.5 gram of niter. Remove tungsten by one evaporation 
to dryness. Dissolve in 6 c.c. 1 : 1 hydrochloric acid; filter; 
wash; evaporate to fumes with 10 c.c. 1 : 3 sulphuric acid. 
Dissfdve in 10 c.c. of water; wash into a 10 by 1 inch tube; 
dilute to 20 c.c. with water. Add 10 c.c. concentrated nitiio 
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and finish as in steels. Accurate to 2 per cent if 0.050 gram 
is taken for analysis when the manganese exceeds 1 pelr cent. 

For higher per cents of manganese fuse 1 gram and remove 
tungsten by one evaporation. Convert the filtrate^ into sul- 
phate; rinse it into a litir fiask and proceed as given for 4iigh 
manganese in above 2.00 per cent Mn. (See page 345.) ’ 

Molybdenum in Tungsten Powders . — Fuse 1 gram as for 
tungsten. Dissolve the melt in as little water as possible. 
Filter. Wash with sodium carbonate water. Add to the filtrate 
and washings 4 grams of tartaric acid. Then make the filtrate 
very slightly acid with hydrochloric acid. Warm. Pass H 2 S 
for an hour, or until the brown sulphide settles well. Filter off 
the sulphide. Wash it thoroughly with H 2 S water. Ignite the 
precipitate at a very low heat 550° C. until white or bluish white. 
If it looks yellow, fuse it with a little sodium carbonate; dissolve 
the melt in water; add a crystal of tartaric acid and proceed 
as before with H 2 S. 

When the bluish white molybdenum trioxide is obtained, 
multiply its weight by 0.6666 after deducting the silica, etc. 
(See Molybdenum in Steel.) The methods given for tungsten 
powder apply also to ferro-tungsten. 

Magnesia and Lime in Feno-tungsten and Tungsten Powder. 
—Weigh 1 gram of sample in 3-inch platinum dish with platinum 
cover or in a palladium-gold substitute dish. Add 10 c.c. hydro- 
fluoric acid and warm. Using a glass tube of moderate bore, 
add cone, nitric nfid, drop at a time, keeping the dish covered 
as much as possible because of brisk action taking place, until 
no further action is observed. 

Add about 1 c.c. HNO3 in excess, remove lid and rinse thor- 
oughly with distilled water; then add 10 c.c. H2SO4 (1.84 sp. gr.) 
by distributing it in drops over the contents of the dish, which 
should become clear due to perfect solution. 

Place dish on graphite bath over moderate flame at ‘first; 
evaporate low, at which stage yellow tungsten trioxide pre- 
cipitates; increase flame under bath and take to heavy SOs 
fumes; cool; cover with a watch glass; then add 25 c.c. HCl 
(1:1), small quantity at a time because of violent action. 

Heat for twenty minutes on graphite bath with moderate 
flame, dilute to about 100 c.c. with distilled water; stir for a 
few minutes; then transfer contents to clean 400 c.c. beaker. 



Mg AND Ca IN TUNGSTEN AND FERRO-TUNGSTEN 79 

Rinse di^ vi^ih 1/10 HGl, wash, removing any adhering tungstic 
oxide, using a little ammonia in the dish for the purpose if neces- 
sary. Volume in beaker, about 150 c.c. Heat for about ten 
minutes oh bath with occasional stirring, to insure solution of 
all Soluble salts. Filter on double iT cm. ashless filters, and 
wash fifty times with 1/20 HCl wash. The tungsten precipitate 
is quantitative. It should be burned off to free it from the 
paper; fused with 10 grains of sodium carbonate; dissolved out 
in water; the water-insoluble filtered out, first warming it with 
alcohol if there is any green menganate present; wash the filter 
thoroughly with carbonate water; then dissolve the water-insol- 
uble off the filter with some hot 1 : 1 HCl, as it may contain 
some lime, manganese, and magnesia; wash the filter; add 
• the filtrate and washings to the main filtrate from the tungsten. 
This main filtrate will now contain all of the lime, manganese, 
and magnesia and iron in the sample. 

The whole of the filtrate may be used for the lime and magnesia, 
or it may be divided as follows: After diluting to 500 c.o. and 
thoroughly mixing the dilution: 

60 c.c. = 100 mg. for manganese; 

200 c.c. =400 mg. for cinchonine pptn. of traces of tungsten; 

260 c.c. = 500 mg. for lime and magnesia. 

lAme , — Make the total filtrate from the tungsten to which 
the solution of the iron, etc., from the cnirie WOa has been 
added as described, slightly ammoniacal. Boil two minutes; 
filter off the iron, etc.; wash it with water; rcdissolvc it in hot 
1 : 1 HCl; wash the paper from which it was dissolved free of 
iron test. Reprecipitate the iron as before with a slight excess 
of ammonia; filter; wash with water. Combine the two filtrates 
and Yrashings from the two anunonia precipitations. Make the 
combined filtrates slightly acid with HCl; evaporate to about 
250 c.c. Add 20 c.c. of a saturated solution of ammonium 
oxalate to the evaporated solution; make slightly ammoniacal; 
heat to boiling. Let stand several hours, preferably overnight. 

Filter on double 9 cm. paper, catching filtrate in 800 c.c. 
beaker. Wash until free of chlorides, with ammonium oxalate 
wash (10 c.c. saturated solution of ammonium oxalate to 500 c.o. 
Wi^r). Bum off with a low fiame in a weighed platinum crucible; 
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then increase flame; finally, using blast lamp to constant weight. 
Weigh as CaO. 

To free from traces of WO 3 and Si 03 dissolve residue in ' 
crucible in 10 c.c. 1 : 1 ^Cl; filter on a small pa^r; wash 
with 1/10 HCl wash; bum off; weigh and deduct. . * 

Reprecipitate the lime in this filtrate as before; wash it; 
weigh it again as a check. The oxalate filtrates and washings 
from the two lime precipitations should be combined for magnesia. 

Evaporate these two filtrates and washings to 
about 500 c.c. volume. Add 20 c.c. of a saturated solution of 
sodium ammonium phosphate. Stir and add 150 c.c. ammonia 
(0.90 sp. gr.). Let stand overnight; filter on double 9 cm. 
paper, washing free of chloride with the following wash; 10 c.c. 
ammonium nitrate, 50 c.c ammonia (0.90 sp. gr.), diluted to 
500 c.c. with distilled water. Burn off in a weighed platinum 
crucible over a low flame. When black particles have disap- 
peared raise the flame and burn until white. If discolored, purify 
as directed under lime. Residue is weighed as Mg 2 p 207 . Mul- 
tiply by 36.20 to calculate to percentage of MgO. 

Run blanks on all of the foregoing. 

Carbon.— The carbon in tungsten powders can be deter- 
mined by burning the latter in the electrically heated furnace 
without any aid to the combustion other than the oxygen. The 
heating in the stream of oxygen should be continued for forty- 
five minutes. Ferro-tungsten should be as finely powdered as 
possible. It is mifed with four times its weight of red lead or 
peroxide of lead to insure complete combustion and the burning 
should be continued for thirty minutes at least. Blanks must 
be determined on the oxide of lead used, and deducted from the 
total CO 2 found. (See Chapter XI, page 257.) 

Sulphur by Fusion in an Iron Crudble.SvUphm can be very 
accurately determined by fusing in an iron crucible 1 grajn of 
the tungsten powder or the ferro-tungsten with 15 grams of 
sodium peroxide mixed with 7 grams of sodium carbonate. 

The melt is dissolved out in water, in a casserole, and evap- 
orated to dryness after adding an excess of HCl. Proceed from 
this point to remove the tun^ten, as given on page 76, until 
the last traces of it have been precipitated with cinchonine. 
The filtrate from the cinchonine tungstate is then precipitated 
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with binum chloride and the sulphur finished as given for steels 
(page Run complete blanks including every operation. 

‘If the cinchonine contains excessive amounts of sulphates, as is 
sometimes the case, these can be removed by washing the crystals 
on % porcelain colander with distillecf water until the washings 
no longer give a precipitation with barium chloride solution. 
This may cause some loss of the cinchonine. A sulphur deter- 
mination of any tungsten compound should, without fail, have 
this cinchonine treatment to remove last traces of the meta- 
tungstate, otherwise the latter tungstate will contaminate the 
barium sulphate, frequently causing serious error. See also 
evolution method in a hot tube in a stream of hydrogen and 
HCl vapor, at 950® C. (See page 122.) 

The Determination op Oxygen in Metallic Tungsten 
Powder and Some Notes on the Determination of 
Oxygen in Steel 

It has been found a distinct advantage both in the manu- 
facture and use of tungsten powders to know their oxygen 
content. In one of the laboratories under the author^s direc- 
tion, this determination is a matter of daily routine. The 
method involves the same principle used in the determination 
of oxygen in steel, i.e., the ignition of the substance in a stream 
of hydrogen, which method is credited to Ledebur. 

The electrically heated furnace introduce^} by the author • in 
1908 for the direct determination of carbon in iron, steel and 
alloys is utilized in the process which is described in detail in 
this paper. 

Walker and Patrick,! in a paper read at the Eighth Inter- 
national Congress of Applied Chemistry, attack the accuracy 
of the Ledebur method on the ground that any oxides of man- 
gan^ or silicon present in the steel would not be reduced. The 
author regards the Ledebur method as more practical than the 
proposed new one t above noted; even if the former process 
does not .reveal the total oxygen present it certainly shows 

* J. Am. Chem. Soc., 30, 773. 

tProc. 8th Intern. Cong. Appl. Chem., 21, 130; also Ind. and Eng. 
Owm., 4, 700. 
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enough of it to furnish a basis for judgment of the quality of 
the steel If the steel is sufiBiciently dirty and poorly melted 
in actual, open-hearth, Bessemer, or crucible practice to contain 
oxides of manganese and silicon, then it would surely contain 
enough oxide of iron to condemn it. o 

The arrangement of apparatus is indicated in the dra^ng and 
the accompanying notes. The towers (or jars), page 85, are the 
author's design, as are also «/, I and C, and were used first as 
part of a combustion train.* In this laboratory four furnaces 
are placed side by side. By the use of a Y tube at the outlet of 
jar F, Fig. 1, one train from F to F can be made to serve two 
furnaces. t Of course, a separate set of A, B and C is necessary 
for each furnace. If, after making a large number of deter- 
minations, the blank begins to show a gradual increase, the 
contents of the various jars must be renewed. 

Method.--Blanfe.— Before introducing anything into the 
electric furnace, close all points marked “ screw pinchcock." 
At B, Fig. 1, make a connection with a straight glass tube instead 
of the U tube shown. Insert quickly into the quartz tube (at 
the point marked E) the porcelain boat that has been kept at 
105* 0. in an air bath. Push the boat into the center of the 
furnace with a heavy copper wire which is marked to show how 
to place the boat in the hottest part of the furnace. Stopper 
the tube as quickly and tightly as possible. Open all four pinch- 
cocks and turn on the hydrogen slowly until it passes through 
the apparatus at the rate of about seventy bubbles per minute. 
Allow the hydrogen to pass through the cold furnace for thirty 
minutes. Close all the pinchcocks and replace the glass tube 
at B by the U tube. Open all cocks and let hydrogen run for 
another half hour to fill the weighing apparatus with this gas. 
Close all pinchcocks and the glass cocks on the U tube. Remove 
the U tube and weigh it quickly. Insert the U tube again, 
open all cocks and start the hydrogen flow; turn on the Mectric 
current in the furnace and bring up the temperature to 950* to 
1000* C. After reaching this temperature keep the heat on 
for two hours with the hydrogen passing continually. Close all 
pinchcocks, shut off the hydrogen, and close the glass cocks on 

* J. Am. Chem. Soc., 28, 862. 

t See photo No. 1. 
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the weighing apparatus B. Detach and weigh B. The differ- 
ence between this weight and the first weight reprints the 
blank to be deducted from all determinations. 

/Sample.— Dry the finely ground powder of the tungsten metal 
to constant weight at 1^5° C. Put 2 or 3 grams of the pnwder 
into a porcelain boat that has been dried at 105^ C. Place 
this in the cold furnace and stopper tightly at E, Using the 
glass tube connections at open the pinchcocks and allow 
hydrogen to pass through the cold furnace for one-half hour to 
remove whatever air entered when the charge was inserted. 
Close all pinchcocks and replace the glass tube by the weighed 
U tube at B, Open all cocks, adjust the hydrogen flow to seventy 
bubbles per minute and turn on the electric current, heating the 
furnace to from 950° to 1000° C. Maintain this temperature for 
two hours with the hydrogen passing. Close all cocks and turn 
off the hydrogen. Remove and weigh the U tube. The increase 
in weight minus the blank gives the amount of water formed by 
the reduction of the metallic oxides to metal. This result multi- 
plied by 16 and divided by 18.016 is equivalent to the weight 
of oxygen which is converted into percentage by the usual calcu- 
lations. 

Standardization of Apparatus.— C.P. Tungstic Oxide,-- 
This material is prepared as follows: Treat 5 grams of 96 to 98 
per cent tungsten powder in a platinum dish with 10 c.c. o.p. 
hydrofluoric acid. Pour on this mixture very slowly 30 c.c. of 
concentrated niti?c acid. This produces considerable heat, and 
the material is dissolved as clear as water. Now add 15 o.o. 
of concentrated sulphuric acid, evaporate to thick fumes, cool, 
add from 10 to 20 c.c. c.p. hydrochloric acid, boil, from three 
to four minutes, add 50 c.c. of water, heat, filter, and wash free 
from iron and sulphates by decantation in a 600 c.c. beaker. 
Transfer to a platinum dish, ignite at a bright red heat m a 
mufile, and put in a glass-etoppered bottle. Before using any 
of this material for a test, ignite a portion of it at a blast lamp 
temperature. Immediately after the blasting put 1 gram of the 
oxide in a porcelain boat dried at 105° C., and charge it at once 
into the furnace. It will require at least six hours treatment 
at 950° to 1000° C. to reduce this amount of oxide and cany all 
of the water formed over into the weighing apparatus. 
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WUh Ferric Dissolve 10 grams of low carbon steel of 

very low phosphorus, sulphur, and silicon content in' 100 c.c. 
hydrochloric acid in a liter beaker. Transfer this to a No. 7 
porcelain dish and evai^rate. to 10 c.c. Add 100b c.c. nitric 
acid and evaporate to 2(r c.c. Add 50 c.c. of concentrated lutric 
acid, and evaporate to dryness. Place the dish in a m'uffle and 
heat to redness. Cool, dissolve in 50 c.c. hydrochloric acid, 
add 50 c.c. of water, evaporate to small volume, filter out insol- 
uble matter, such as silicic acid, and precipitate with filtered 
ammonia. V/ash the precipitate by decantation until free from 
chlorides, dry in a porcelain dish, heat to redness and place 
in a stoppered bottle. Blast a portion of this for three or four 
minutes, transfer 1 gram quickly to a porcelain boat, and place 
at once in the reduction furnace. Pass hydrogen for six hours 
after the furnace reaches 950® to 1000® C. 


TABLE I—RESULTS OBTAINED BY APPARATUS DESCRIBED 

Pure WO3, contains 20.69 per cent oxygen. 

1 gram gave 20.70 per cent oxygen. 

0.260 gram gave 20.80 per cent oxygen. 

0.600 gram pve 20.30 per cent oxygen. 

Average, 20.60 per cent plus. 

Pure FejOi, contains 30.06 per cent oxygen. 

0.600 gram gave 30.16 per cent oxygen. 

Blanks, 0.0030 and 0.0036. 
r 

The Effect of Free Carbon on the Method.— It is an advan- 
tage to have some excess of free carbon in finished tungsten 
powder, and, at times, in the process of manufacture, it is 
necessaiy to know the amount of oxygen present in a powder 
that contains as much as 3 or 4 per cent of charcoal. Some 
tests were made to see if the reaction W03-i-3C*W‘+3C0 
might not occur at the same time with the desired reaction 
W03-f-6H*»W4'3H20. Table II shows that the presence of 
excessive amounts of free carbon caused no material error in 
the case of the pure tungsten oxide, but did cause low results 
when the carbon content exceeded 5 per cent in the iron oxide. 
A curious feature is that 30 per cent of free carbon caused 
practically no lower result than the addition of 10 per cent. 
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TABLE U— RESULTS OBTAINED WITH MIXTURES Of OXIDES 
• • AND CHARCOAL 


Qbam* or Mixtdrb. 

Per«enUg« 

p»yf«o. 

Th«or«ttP»l. 

Pere«iita«e 

i 

PWRMteSI 

CtrboB 

PNMttt* 

wo^ 

Ctwreoal. 

0.544 

0.201 

20.69 

20.57 

26.6 

0.300 

0.000 

20.60 

10.80 

23.0 

0.400 

0.080 

*20.00 

20.32 

16.7 

0.500 

O.OUO 

20.60 

20.53 

10.7 

FeiO, 

0.5785 

0.000 

30.06 

20.84 

Nona 

0.473 

0.208 

30.06 

27.35 

30.5 

0.400 

0.122 

30.06 

28.68 

23.3 

0.300 

0.080 

30.00 

27.53 

23.0 

0.500 

0.025 

30.06 

20.05 

4.7 

0.500 

0.050 

30.06 

27.82 

0.7 


The following table shows the amounts of oxygen found in 
the various brands of tungsten powders made both in the U» S. 
and abroad. Each numeral represents a different make. 

The reduction was particularly poor in the second lot ^ 
received from the German manufacturer designated as II (No. 2 
in his second shipment). When so much oxide is present it 
can be easily tletccted by the eye, l>eing equivalent to 10.22 
per cent of tungstic oxide. Such so-called metal has a distinct 
brown color. 

TABLE UI • 


M»k«. 

Imported or Ooniettic. 

Oiygen Found. 

ConeifnoMiit. 

I 

German 

Per Cent. 
1.02 


IT 

German 

1.10 

No. 1 

II 

German 

2.26 

No. 2 

HI 

Gennan 

0.18 


IV 

German 

0.53 


V 

American 

0.37 

No. 1 

V 

American 

0.47 

No. 2 

V 

American 

- 1.24 

No. 3 

VI 

American 



vn 

American 

0.45 


VII 

American 

0.08 


vn... 

American 

0.07 
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The Decarbonization of Steel When Ignited In a Stream of 
Hydrogen for the Ozygen Test.— In 1909 the ‘writer called 
attention to the fact that hydrogen will produce a bark, or decar- 
bonized surface, on steels when the latter are heated in a current 
of this gas. Supplemetning this statement * the following tests 
were made on three steels that were analyzed for oxygeh; 


TABLE IV 



Grami of 
Driillnija Taken 
for the Oxygen 
Teat. 

No. of Hourt 
Ignited in 
Hydrogen. 

Percentaob Carbon Contbnt. 

Before Ignition. 

After Ignition. 

Sample I 

9.6 

31 

1.04 

0.90 

Sample II 

16.0 

31 

1.08 

0.83 

Sample III 

19.5 

31 

0.83 

0.70 


In the foregoing method no preheating furnace or tube is 
used such as was recommended by Ledebur in his “ Leitfaden 
fOr Eisenhtitten-Laboratorien ** and adopted by others who have 
since written on this or similar subjects, thus simplifying matters 
to that extent. Also, concentrated sulphuric acid is omitted, 
entirely, eliminating the possibility of unpleasant, not to say 
dangerous, accidents from this source. 

The introduction of an alkaline solution of pyrogallol into the 
purifying train wps made at the suggestion of Mr. Simon Lubow- 
sky, in July, 1912, when working under the authors direction. 
The latter adopted his suggestion as did Mr. McMillen,t of 
The Crescent Steel Works, who was the first to apply the elec- 
trically heated furnace, introduced by the writer, to the deter- 
mination of oxygen. 

Photo No. 2 shows a battery of four of the writers furnaces 
which he designed some years ago and published in thh Met. 
and Chem. Eng. The construction is very simple, consisting 
of a split-heat insulating cylindrical muffle, of infusorial earth; 
a heating element of nichrome wire wound on a collapsible 

* See "The Formation of White Scale on Steel and the Surface Deoar* 
boniiation of Pipe-annealed Steel," page 423. 

t Met. and Chem. Eng., 11, No. 2; also J. Ind. and Eng. Chem., Feb., 
1913. 
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Photo No. 2. 


mandrel, and covered with alundum cement. These furnaces 
are arranged in a suitable train for the determination of oxygen 
in tungsten powder or in steel. 

The Preparation of the Steel Sample for the Determination 
of Oxygen. — The steel should be first thoroughly ground and 
polish^ free of all rust and scale as a ver^ small particle of 
either oxide would seriously impair the accuracy of the work. 
The drill should be also free of rust, grease, and scale. The 
drilling should be proceeded with slowly so as not to overheat 
the sample as this will cause oxidation. Any blue- or gold- 
colored drillings present indicate overheating during the drilling 
or milling of the samples and any such should be rejected. 
The coarse drillings are also rejected; and only those drill- 
ings that will pass a 20-mesh screen and will not pass a 
30-mesh one are used, unless the drillings are very thin. Ten 
to 20 grams of sample are taken and the work is carried out as in 
the tungsten powder. The drillings are kept over anhydrous 
calcium chloride until used. The great danger about the whole 
operation is that improper sampling may cause oxygen to be 
found that does not exist in the steel, llie drillings are heated 
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it 950^ to 1000° C. for two hours in the apparatus shown on 
Mges 85 And 89, Fig. 1. and photo No. 2. 

Thb Determination or Phosphorus in Ferro^tungsten 
Metallic Tunostew Powder, Tungsten Oxide ^and 
Tungstic Acid by Direct Solution* 

The author found in the course of an investigation that the 
iractice of decomposing tungsten-bearing materials by fusing 
;hem with a mixture of sodium carbonate and potassium nitrate, 
eaching out the fusion, acidulating with hydrochloric acid, 
amoving the tungstic acid by several evaporations to dr3me88, 
md then using the filtrate and washings from the tungstic acid 
or the determination of the phosphorus, gave far less of the 
atter element than was actually present. He then devised the 
ollowing method which he has found to give near enough to 
he true phosphorus for technical purposes 

Phosphorus in Ferro-tungsten.— Add 30 c.c. of concentrated 
utric acid to 1 gram of the powdered sample, in a platinum 
lish; then add slowly 3 c.c. of c.p. hydrofluoric acid. Keep 
he dish covered with a watch glass; warm the mixture. After 
irarming and slight boiling, the material should dissolve to a 
lear solution. Transfer the solution to a No. 5 porcelain dish 
nd evaporate to diyness; do not bake, as there is danger of losing 
hosphorus at this point. Dissolve this residue with 50 c.c. of 
oncentrated hydrochloric acid. Heat with the lid on; then re- 
love the lid and Evaporate to dryness; do not bake. Dissolve 
gain, using 20 c.c. of concentrated hydrochloric acid; heat; 
dd 50 c.c. of water) stir, heat, and filter out the main tungsten; 
rash with one part of concentrated hydrochloric acid diluted 
nth twenty parts of water. Evaporate the filtrate and wash- 
igs to 10 C.C., add 20 c.c. of water, stir, and filter as before, 
hraporate to 10 o.c., add 75 c.c. of concentrated nitriq acid 
nd heat with the cover on until all action is over; remove the 
d and evaporate to 20 c.c. Add 50 c.c. of nitric acid, and evap- 
rate to 15 c.c. Add 20 c.c. of water, stir, heat, and filter into 
6 01. beaker; wash with 2 c.c. of concentrated nitric add diluted 
rith 100 C.C. of water, washing fifteen times. Evaporate the 
Itrate and washings in the beaker to 40 c.o. Beplaoe the lid 

*8ee J. Ind. Eng. Ghem., Feb. 7, 1918. 
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and add a slight excess of 6 per cent solution of potassiuin per-, 
manganate; 'boil three or four minutes. Dissolve the exoeea of 
manganese oxide with a little ferrous sulphate, and precipitate 
tile phosphorus with molybdate soluti<m. 

^en dissolving ferro-tungsten in Aie mixture of nitric and 
hydrofluoric acids, a porcelain dish can be used, but a little 
more hydrofluoric acid may be needed to secure complete solu- 
tion of the alloy on account of the tendency of the latter acid 
to attack the dish. Further, when a porcelain dish is used, 
blanks must be run, using a standard steel. The latter is dis- 
solved in the mixture of the two acids and the phosphorus deter- 
mined, using the porcelain dish. If the standard is found to 
run higher than it should, the deduction necessary to correct 
it constitutes the blank to be subtracted from the phosphorus 
found in the sample. 

Any method with which the writer is acquainted, using a 
carbonate and niter fusion of materials containing tungsten for 
the purpose of obtaining the percentage of phosphorus therein, 
gives only a fourth, or less, of the actual content of the latter 
element. The following results are only a few of those obtained 
in this laboratory and are given in proof of the above statement: 


COMPARISON OF FUSION AND EXTRACTION METHODS 


Sftmple. 


PeroenUge, 

Auth^ 

Eitnotion 

Method. 


Pboephorue 
Fouiid by 
Pueion with 
NmCOi+XNOi. 


0.322 


Ferro-tungrten No. 18 


0.350 

0.345 


0.006 

0.068 


A high phosphorus pig iron (0.73 per cent P): 
0.5 gram tungsten powder (08 per cent pure) 
per pam of iron 


0.330 


0.70 


/ 0.008 
\ 0.006 


“Tungrten cake*' 

Tungrten powder oxidised to WOs at low red 
heat before extraction 


O.lOl \ 
0.102 / 

0.113 


0.006 


0.007 


Phoophofus In Tungsten Ore8.^Here the procedure differs 
only in the mmnm by which decomposition is effected. Grind 
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the ore to the finest possible state of division; extract at nearly 
boiling temperature with 100 o.c. cone, hydrochloric add in a 
No. 5 porcelain dish. About eveiy thirty minutes, add 0.1 gram 
additions of KClOa; on each addition of chlorate stir the sample 
off the bottom of the dishVvith a glass rod. Continue the heat- 
ing, addition of chlorate, and stirring until the tungsten ore has 
changed from a brown color to yellow in case of the dark ores; 
or from a light gray or brown to a very bright yellow in case of 
scheelite ore. Evaporate to dryness; cover; add 60 c.c. con- 
centrated HCl; heat ten minutes to dissolve the iron and man- 
ganese; add 50 c.c. of water and heat fifteen minutes to allow 
the tungstic acid to separate well; cool and mix in some paper 
pulp. Filter through a double filter; wash with one part of 
hydrochloric acid diluted with twenty parts of water. Evap- 
orate the filtrate and washings to 5 o.c. and add 75 c.c. of con- 
centrated HNOa; heat with the cover on the dish until all red 
fumes are gone and no further spraying occurs; remove the 
cover again and evaporate to 10 c.c.; add 50 c.c. of concen- 
trated nitric and evaporate to 10 c.c. again; dilute with 15 o.c. 
of water and mix well. Filter into a 6 oz. beaker; wash with 
a 1 per cent by volume solution of nitric acid, fifteen or twenty 
times. Evaporate the filtrate and washings to 40 c.c. in the 
beaker; boil with a slight excess of permanganate solution. 
Add just enough ferrous sulphate to clear the excess of the 
hydrated oxide of manganese and boil again five minutes. Add 
50 c.c. of molybdatf solution to the hot fluid in the beaker and 
finish the analysis as in phosphorus in steel. 

By careful heating and small additions of the chlorate, 
together with further applications of acid, if necessary, many 
dark ores can be so completely decomposed as to attain a clean 
orange color. The more complete the decomposition, the more 
perfect will be the extraction of the phosphorus. The hard 
black ferberites are the slowest to yield and take on the yellow 
color. The decomposition can be done to the best advantage 
at a low digesting heat and will require at least five or six hours. 

This somewhat lengthy method is the only one that the 
author has found reliable, thus far, for technical purposes in 
tungsten ores. The latter may contain all the way from slight 
traces up to 0.500 per cent phosphorus. The fusion method 
with these ores gives just as low results as with the feno-tungsten. 



DETERMINATION OF PHOSPHORUS IN TUNQSTEN» ETC. 98 

The cause of the low results is the formation of phospho-tungstio 
add; this *is carried from the solution with the main tungstic 
add that forms when the sodium tungstate is decomposed by 
acidulatien and evaporation with acicL 
^’hosphorus in Metallic Tungsten Powder, Tungstic Oxide 
and Tungstic Acid.--lgnite the tungsten powder at a red heat 
with frequent stirring until it is all converted to the yellow 
oxide. Then extract exactly as in tungsten ore for at least six 
hours and finish according to the ore method. 

The original oxidation is best accomplished by weighing the 
sample into the dish in which the extraction is to be made and 
then placing dish and all in a muffle which is at a low red heat. 

Tungstic acid and oxide do not require heating to redness. 
Their analysis for phosphonis is exactly like that for ores, begin- 
ning with the hydrochloric acid, chlorate treatment. 

Reserve the tungsten residues that are filtered out after the 
extractions and evaporations for the tungsten determination. 
The purification of these residues will be described under 
Tungsten in ore, page 102. 

Note. — It may he well in this article to caution those who 
have occasion to determine the phosphorus in molybdenum 
compounds, that any molybdic acid separating out of acid 
solutions containing phosphorus will carry a considerable amount 
of the latter element out, forming the analogous compound 
phospho-molybdic acid. 

Method . — The Determinaiion of Tin in Metallic Tungsten 
Powder , — Weigh 1 gram of finely ground sample into a porcelain 
boat of size 2f inches inch. Spread this material out in as 
thin a layer as possible. Place this boat in the quartz tube 
of the same apparatus as is used for the determination of oxygen. 
Let the hydrogen pass at 950^ C. or thereal)outs for one hour. 
The hydrogen should pass through the furnace considerably 
faster than it does for oxygen determination. Turn off the 
current and continue to pass hydrogen until the furnace is 
cooled sufficiently, i.e., below a red heat, so that the hydrogen 
will not explode when the stopper is removed for withdrawal 
of the boat. All the contents of the boat should now have the 
gray color of metallic timgsten. Unless it has this color, it 
should be returned to the furnace and heated further as before. 
When the material is properly reduced, remove it to a tantd} 
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agate mortar; pulverise it, taking care not to lose any of the 
substance. Then transfer the finely ground tun^ten powder 
to a 6-inch casserole; add 100 o.c. of concentrated hydrochloric 
acid; heat the dish for hours in boiling water, with frequent 
small additions of potaanum chlorate. Add about 1 gniln of 
this salt every hour. Stir the material well off the bottom of 
the dish with each addition of the potassium chlorate. Add 
100 o.c. of water; stir well ; filter; wash with dilute hydrochloric 
acid water; add 10 c.c. of cinchonine solution; dilute to 400 o.c. 
with water; stir thoroughly; let stand overnight; filter from 
any precipitate of tungsten cinchonate; wash with solution 
containing 5 c.c. of cinchonine solution, diluted with 500 c.c. 
of water; add ammonia to the solution of the sample until the 
iron precipitate, or other precipitates that may have formed, 
seems to dissolve rather slowly. Heat the perfectly clear solu- 
tion to about 80® C.; pass H 2 S slowly through it until the pre- 
cipitate of tin sulphide separates out well. This will take several 
hours’ passage of the gas. Filter. Wash with H 2 S water. 
It will require about fifty to sixty washings to remove the iron. 
Bum the filter paper and sulphides of tin, copper, molybdenum, 
etc., at a red heat in an open porcelain crucible until the residue 
is of a grayish white; if copper is present there will be black' 
spots in the ash. If tinged with red, iron is present. In either 
case warm the ash in the crucible with 10 c.c. of 1.20 nitric acid, 
covering the crucible with a small watch glass during the heating 
period, which should continue until any lUight effervescence that 
may occur has ceased. If bismuth be present, it is quite notice- 
ably reduced during the removal of the carbon of the filter 
paper. After heating for, at least, ten minutes, and longer if 
necessary, the watch glass is removed, rinsing off its under 
surface and allowing the washings to run into the crucible. 
Evaporate the contents of the crucible to dryness and gently 
ignite it until all nitrates are decomposed. Then weigjh the 
residue, after igniting it at a red heat for thirty minutes to 
render the tin insoluble. This weight will be that of the oxides 
of Sn, Cu, Mo, Sb, Bi, and a little Fe. To remove the Cu, Fe, and 
Bi warm the ash in the crucible with 10 c.c. of 1 : 1 HCl, heating 
for ten minutes just below boiling; rinse the oontcmts of the 
crucible onto a sti^ filter; wash the same with 1 : 20 H€3 and, 
finally, with some water. Ignite the paper in the same sniefi^ 
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agBin until whito to grayish white at a low red heat. Moistan 
with coho, nitric acid and ignite again to oxidise any metal 
•fonned. 

To remove molybdenum extract thia residue with 5 or 10 o. e. 
of strong ammonia. Use ammonia that is freed from any sedi- 
ment dr floating particles, or scales of glass. Filter; wash 
paper with ammonia and put it back again into the same cru- 
cible, and bum the residue at a low heat. This residue will 
now consist of tin oxide plus a little silica. Weigh the residue; 
and remove it to a platinum crucible. Add four to flve drops 
strong sulphuric acid, and then 10 c.c. c.p. hydrofluoric acid; 
evaporate as in the determination of tungsten. Drive off sul- 
phuric acid; weigh the white to grayish white residue as oxide 
of tin. This weight multiplied by 0.7876 gives the equivalent 
weight of metallic tin, which is converted to percentage by the 
usual calculations. 

In the presence of much tin and bismuth it is more accurate to 
proceed as given in the foregoing method until the sulphides 
of tin, etc., have been Altered and washed when, instead of 
igniting the same, the mixture of sulphides is placed, filter and 
all, in a porcelain casserole, covered with yellow ammonium 
sulphide and warmed on a water bath with frequent stirring for 
three hours. The pulp and solution arc then filtered and washed 
with water containing 10 c.c. of the yellow ammonium sulphide 
diluted with 500 c.c. of water. After thorough washing the 
filtrate and washings are made slightly acid with HCl and satu- 
rated with H 2 S when all of the tin will separate out; it is then 
filtered out; washed with H 2 S water; ignited; treated with 
nitric acid; ignited again and weighed as tin oxide, now free 
of bismuth, all of the latter having been filtered out with the 
paper pulp, as sulphide, after the ammonium sulphide extraction. 

If the amount of tin and bismuth in solution is large, for 
example 100 mgs. of tin and 50 mgs. of bismuth, it is advisable 
to again heat the precipitated sulphide of tin as before with the 
3rellow ammonium sulphide, when the tin sulphide should be 
free of bismuth. 

The combined filtrates frenn the two extractions of the tin 
sulphide are made slightly acid and the bismuth therein is pie- 
cqfitated with H 2 S; washed with H 2 S water; ignited at a low 
red beat in a porcelain crucible: the oxide of bismuth is heated 
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with a mixture of a little cone. HNO 3 and cone. HCl until all 
black metallic residue is dissolved; it is then evaporated to 
dryness with an excess of nitric acid; ignited to the yellowish 
Bi 203 ; and weighed as si^h and calculated to metal* by use 
of the factor 0.89665. • 

For the separation of as much tin and bismuth as mentioned, 
use 140 c.c. of cone, ammonia saturated with H 2 S for each extrac- 
tion; and dissolve 1 gram of flowers of sulphur in this amount 
of ammonium sulphide before pouring the latter over the mix- 
ture of the sulphides. 



CHAPTER IV 


Part II 

SAMPLING AND ANALYSIS OF TUNGSTEN ORBS 

(1) The Jar Mill.— Some years ago the writer installed in 
a laboratory under his supervision a jar mill consisting of jars 
of 5 pounds capagity. The jars are of the finest grade of 
porcelain filled about } full of the highest grade of hand 
picked, imported flint pebbles. These latter are of an approxi- 
mately elliptical shape with their shorter axis varying in length 
from five-eighths to one inch. Each jar is charged with 0.8 
pounds of pebbles. The jars are 8.75X9.65 inches outside 
measure. The mill is operated by an electric motor and the 
jars are run at GO r.p.m. The jars are filled to the utmost 
capacity at which the pebbles will do any grinding at all, that 
is, 5 pounds, at least, must be charged into each jar. If an 
appreciably smaller amount is used then the pebbles do begin 
to abrade on each other and the silica content increases. If 
much more than 5 pounds are put in a mill of this siae then 
the reduction of the sample is extremely slow. The sampling 
procedure is as follows: When the ore is received in lump it is 
crushed under cast-iron wheels to pass an S-mesh screen. About 
85 per cent of the crushed material is much finer after this 
reduction, and would pass a 30-mesh. After the material is 
screened, it is put back in the sacks and a sufficient portion is 
taken* from each bag to provide a 40- to 50-pound sample. This 
is thoroughly mixed and quartered down to about 6 pounds. 
Before quartering the 50-pound sample it is spread out in a 
layer of not above one-half inch thickness, and is divided into 
squares of 2 inches in area. From each square some ore is 
taken for hand grinding, leaving at least a remainder of 6 pounds 
for the pebble mill. The 5-pound sample is ground in the jar 
for from ten to twelve hours. This reduces the ore to the finenm 
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of wheat flour, and aecures an absolutely uniform sample. The 
smaller sample accumulated from the squares is wUl mixed 
and is in turn spread into a layer of one-eighth inch thickness 
and sampled again in ^uares to about 10 grams. • The latter 
amount is then ground in an agate mortar. ^ 

RESULTS OBTAINED FROM THE TWO METHODS OF SAMPLING 



Fivr Pound Sample 
Qroond in the Jar 
Mill. 

Ten Gram Sample 
Ground in the 
Aqate Mortar. 


Per Cent 
WOi 

Per Cent 
SiOi 

Per Cent 
WOi 

Percent 

SiOi 

Portuguese wolframite 

70.59 

1.87 

70.51 

1.84 

Australian wolframite 

69.29 

5.23 

69.30 

5.33 

Wolframite from the “Straits”. . . 

66.00 

2.38 

05.96 

2.34 

Wolframite from the “Straits,” 
Lot A 

68.81 

3.73 

68.88 

3.62 

Portuguese wolframite 

70.70 

2.04 

70.79 

2.15 

“Straits” wolframite 

70.37 

2.04 

70.46 

2.04 

Portuguese wolframite, ear 560,161 . 

70.34 

2.09 

70.52 

1.85 

Wolframite from Randsburg, Cal. 

73.58 

2.60 

73.48 

2.64 

Straits wolframite, car 10,155 

09.08 

1.95 

69.00 

1.92 

Canadian scheelite 

71.82 

4.20 

71.88 

4.20 

Portuguese wolframhe, car 52,974. 

70.48 

1.87 

70.4 



Six Pound Sample 

Ten Gram Sample 


Ground in the Jar 

Ground in the 


Mill. 

Agate Mortar. 


Per Cent 

Per Cent 

Per Cent 

Per Cent 


WOi 

SiOt 

WOi 

SiOi 

S. S. Patricia, car 68,714 

66.00 

5.73 

66.00 

5.72 

California scheelite, car 20,440, . . . 

69.23 

7.47 

69.10 

7.49 

Australian wolframite, car 534,453 . 

69.6 

2.33 

69.5 

2.40 

Wolframite S. S. Cleveland, W-1 . 

69.6 

1.06 

69.7 

1.06 


After making these tests extending over several months the 
author came to the following conclusions; 

(1) The best grade of porcelain and of hand picked flint 
pebbles must be used. 

(2) The jar must be filled with enough of the sample to pro- 
yeat the pebbles from rubbing on each other or on the walls of 
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the jar, i.e., a jar calling for a maxiinuin charge of 5 pounds, 
for exdmple, must be used with that amount in it, otherwise 
notable amounts of silica will be gathered up during the grind- 
ing. On* the other hand prartically|no silica is obtained and 
no^pprcciable lowering of the tungsten content was noted 
except* in one instance car 11,611 was apparently lowered in 
tungsten content from 72.18 to 71.95. 

(3) The proper amount of material to place in a jar of a given 
size in order to secure perfect grinding, without adding silica, 
should be determined by experiment. 

(4) The advantages of this apparatus are that a large sample 
can be taken; that perfect grinding and perfect uniformity of 
sample are obtained; and that the grinding goes on leaving 
the operator free to attend to other work. 

(5) The only disadvantage is the first cost, but in a large 
works where many shipments must be sampled, the saving of 
labor makes the cost insignificant. 

Determination of Tunosten in Tungsten Orbs 

(2) The Determination of Tungsten in Ores without a Pre- 
liminary Fusion.— The writer has always refused to assay 
tungsten ores or other tungsten-l)caring materials by precipi- 
tation as mercurous tungstate for the reason that any phosphorus, 
molybdenum, aluminum or vanadium present would be pre- 
cipitated with the tungsten and counted os such. Tin also is a 
common constituent of tungsten ores. The writer has often 
encountered the presence of this element in shipments of wolfram- 
ite ores from traces up to 10 per cent. The sodium carbonate 
fusion of the ore which is the usual preliminary to the mercurous 
nitrate precipitation contaminates the sodium tungstate with 
sodium stannate. In scheelito ores it is a common thing for the 
phosphorus to be as high as 0.150 per cent and sometinies as 
much as 0.500 per cent. Slimes and other low-grade oonoen- 
trates are especially liable to be high in this element. The 
writer has had some residues very rich in tungsten runningj^ 
0.400 per cent. Alumina is a frequent constituent to be guar&d 
against. Again, as is well known, it is extremely diflleliit to 
wash sodium salts out of tungstates precipitated from a solutioii 

the former by mercurous nitrate. 



100 


ANALYSIS OF TUNGSTEN ORES 


After some years’ experience in this line of analytical work, 
a method was evolved which is perfectly fair to bofh buyer and 
seller. It avoids the tedium of the sodium carbonate fusion of* 
the main sample and £dl of the unpleasantness and inherent 
inaccuracies of the merAirous precipitation. After moreMihan 
ten years almost daily use of this method the author again offers 
it in detail as giving the true tungsten. 

Method,~-The ore is ground to the finest flour either by hand 
in the agate mortar, or in the laboratory jar mill; after drying 
this powder for two hours at 105° C., one gram of it is weighed 
into a 4^-inGh casserole of R. B. type with porcelain handle. 
100 c.c. of cone, hydrochloric are poured on the ore; the dish 
is covered with a watch glass and heat is applied for one hour, 
keeping the acid below boiling; 200 mgs. of crystals of potas- 
sium chlorate are now quickly added, covering the casserole 
again. After the first violent action is over, the ore is carefully 
and completely stirred off the bottom of the casserole and the 
mild digesting heat is continued for another hour when the 
same amount of chlorate is again added and the sample is again 
stirred up and so on until about 2 grams of the chlorate have 
been consumed and the ore has been thoroughly decomposed as 
shown by its color having changed to bright yellow, or in some 
ores to an orange shade. Scheelite requires four hours of this 
treatment for decomposition; the dark ores, wolframite and fer- 
berite, turn yellow in six hours. The watch glass is then removed 
and its under side js rinsed off with water, allowing the rinsings to 
run into the casserole, the contents of which are now evaporated 
to dryness on a graphite bath, consisting of a 6-inch pudding 
pan filled a little over half full with chip graphite. Each unit is 
heated by an ordinary Bunsen burner and requires but very little 
gas, a flame from 1 to U inches in length being sufficient for all 
kinds of evaporations. The layer of graphite is from three-quarters 
to 1 inch thick. This enameled pan is mounted on a clay ’flame 
guard or support. If it is desired to raise the temperature of 
the dish to a dull red, the pan can be removed and the flame 
l^gth increased. This combination is acid-proof to a practical 
emnt; occasionally it becomes necessary to remove the Bunsen 
burner and pour a little 1 : 1 hydrochloric acid through the inlet 
tube to clear it out. After rinsing out the acid with water, it is 
ready for use again. The graphite is indestructible and the whole 
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outfit IB quite inexpensive and lasts a long time. Illustration 
No. 44 shows 'twenty-four of these units in use and No. 43 gives 
a*cloeer view of a portion of a group. The outside depth of the 
pan is 1} inches. I 

After evaporating the decomposed ore to dryness, 30 o.o. 
of cone, hydrochloric acid are poured on it; heat is applied; 
70 c.c. of water are added, followed by thirty minutes further 
warming, and some stirring. The crude tungstic acid and stlioa 
are filtered through a double 11 cm. ashless filter. Before per- 
forming the filtration, a three-quarter inch ball of ashless filter 
pulp is thoroughly mixed with the tungstic acid to hasten filtra- 
tion and secure a perfect washing. The mixture on the filter 
should be washed with great care, giving it not less than sixty 
washings with 1 : 30 hydrochloric acid to insure removal of potas- 
sium salts. If the glass rod or the casserole shows yellow stains 
of tungstic acid, these can l>e removed by pouring over them 
a few drops of cone, ammonia. This solution is then rinsed 
with a thin jet of water into the filtrate and washings from 
whence it is recovcre<l along with any metatungstates as fol- 
lows: 50 c.c. of cinchonine solution are stirred into the filtrate 
and washings which are then allowed to stand for from 6 to 12 
hours to permit the last traces of the tungsten to separate out. 
It may be of interest, in passing, to state that when determining 
sulphur in tungsten-bearing materials of any kind by the barium 
sulphate method, the author always first removes the last traces 
of tungsten that are almost certain to be present by means of 
12 hours’ standing with cinchonine added. It is easily seen 
that a few milligrams of tungstic acid contaminating the barium 
sulphate would cause a serious error. Cinchonine used for such 
work must be first washed free of sulphates before using it. 
This can be easily done by placing the crystals on a large filter 
paper and rinsing them with distilled water until the washings 
no lon^r give a cloudiness with barium chloride. Any tungsten- 
cinchonine precipitate must be washed with water containing 
some cinchonine solution as the precipitate is soluble, or runs 
through the filter if washed in the same manner as the tungstic . 
add. 

The filter papers carrying the tungstic acid and that obtained 
by the cinchonine are dried in an air bath and then smoked off 
in a 20 c.c. platinum crucible. The heat is then raised to low 
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redness only, and the heating is continued until the residue is 
yeOow and free of carbon. This ash is cooled in a d^iccator 
and weighed as WO3 plus some Fe203, AI2O3, Sn02, Mn304,- 
CaO, Ta206, Nb306, ^^63, CuO, and all of the Si02. For 
extreme accuracy in silica, the filtrate and washings frorff the 
tungstic acid should be evaporated again to dryness before adding 
the cinchonine; the residue dissolved as before in hydrochloric 
aejd and water; any small insoluble residue of WO3 plus Si02 so 
obtained is filtered out; washed; burned with the principal 
precipitate and then the cinchonine solution is added to this 
final filtrate and washings to get the final traces of dissolved 
metatungstates. 

The weighed residue consisting of total WO3 plus Si02 plus the 
other oxides mentioned is now evaporated with from five to ten 
drops of cone, sulphuric acid together with 15 c.c. of c.p. hydro- 
fluoric acid in a muffle furnace lined with } inch asbestos Ixmrd 
to prevent bits of brick from dropping in the work. The writer 
uses for these evaporations a small reverberatory furnace. The 
gas flame is not allowed to come above the bridge wall. By 
heating in this manner there is never any danger of loss of 
analyses by spattering. (See page 438.) 

The crucible is left in this drying furnace until the heavy 
white fumes of sulphuric anhydride are no longer given off. 
The crucible is raised to a dull red heat on a Chaddock burner 
and then cooled in a desiccator and weighed again. The dif- 
ference between this weight and the weight of the WO3, etc., 
should equal the silica present in the ore. But if the per cent 
80 found should exceed 8 per cent Si02, then it is safer to repeat 
this evaporation to insure the complete removal of the silica. 
The author has found that this second evaporation, with addi- 
ticmal sulphuric and hydrofluoric acids, should in no case be 
omitted when the silica content reaches from 30 to 60 per cent as 
it bften does in unconcentrated ores and slimes. Titanic oxide 
is frequently present with the WO3, etc., and for this reason 
the sulphuric acid should always be added in at least the quiui- 
titjr specified to prevent its volatilization as fluoride. 

After weighing the now silica-free WO 3 , etc., it is fused at a 
bright ted heat with twenty times its weight of anhydrous sodium 
carbonate. It is kept molten for twenty mmutes. . The melt is 
dissolved in hot water in a 100 c.c. platinum dish, or if no plati- 
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rnim is available, then the" fusion can be leaehed in a pomlain 
vessel; do not boil, but warm gently, as otherwise the poree|un 
*will be attacked and the accuracy of the analysis will be fan* 
paired. | 

ff the water solution of the sodium carbonate fusion of the*^ 
silica-free WO3 has a greenish tint due to the formation fA sod fam 
manganate, a few drops of alcohol are added and the solution is 
warmed until this color disappears, the manganese completely 
precipitating as hydrated oxide. A little paper pulp^is added;, 
the various oxides are filtered out; washed repeatedly to entirely 
remove the sodium salts; ignited at a retl heat to remove the 
carbon. If the residue in the crucible sinters on ignition it is 
imperfectly washed and contains sodium salts, and a repetition 
of the fusion, solution and washing is necessary. It is w^fer 
to fuse the ignited oxides again in any a»se if their total weight 
exceeds 4 or 5 mgs., as part of this weight is almost certain to 
be WOa. After the second fusion, solution, washing, and ignition, 
the oxides are weighed and their amount is deducted from the 
weight of WOa obtained after expelling the silica. The remain- 
der represents the total WO3 plus any aluminum, tin, bismuth, 
molybdenum, copper, tantalum, and niobium that may have 
gone into solution as sodium compounds. To correct for all but 
the molybdenum and copi)er, the two sets of filtrates obtained 
from the two fusions of the total oxides of WO3, etc. (silica-free), 
with 20 grams of sodium carbonate, art* made just acid with‘HCl; 
then just ammoniacal; add 10 c.c. excess* of NH4OH; heat 
to boiling; remove from fire. Add HCl (1:1) until solution 
is just faintly alkaline. Any Al, Ta, Nb, Sn that have gone 
into the solution in combination with the sodium carbonate and 
would be otherwise counted as WO3 will now be precipitated. 
Filter off the flocculent precipitate if any (and there nearly 
always is some) ; wash same eighty times with H 2 O plus KH 4 ^f 03 ^ 
oopibine this filter with the doubly fused water insoluble, ignited 
oxides of iron, etc., already mentioned, that should b^ h|ld for 
thia purpose; bum all in a platinum crucible at the lowest^ heat 
to a constant weight; heat to a fairly bright red toward tbS| 
end;' deduct the weight from that of the crude WOa, a|||pr th4 
silica has bten reipoved from it in the mnner already dJmLgL 
This weight will constitute the total pure WO3 exc»|l&t 
carried down by the NH4OH precipitate just described. } 
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To d)tain this tungsten, fuse this precipitate of Al, Ta, Nb, 
So, after weighing it, with NaaCOs in the platinum crucible; 
leach Out the fusion with water; make it acid with some excess 
of HCl; heat if necessay; add cinchonine to the clear, or per- 
* baps slightly clouded smution; any tungsten in the solution will 
separate out in a few hours. Filter; wash with cinchonine wash; 
ignite and weigh it and add the weight of it to the pure tungsten 
content already found obtaining weight A. 

A further correction must be applied to the tungstic acid 
content A for any Mo or Cu that have gone into the solution of 
the leached carbonate fusion. To make this correction, the 
ammoniacal filtrate from the Al, Ta, Nb, and Sn, etc., is treated 
with 4 grams of tartaric acid to hold back the WO 3 . It is then 
made faintly acid with HCl and saturated with H 2 S for one 
hour; filter off any sulphides that are found here; wash sixty 
times with HaS wash, containing two or three drops of HCl; 
bum at the lowest possible heat that will remove the paper, in 
a weighed porcelain cmcible. Weigh the ash; extract it with 
HCl (1 : 1) for one hour; filter; wash with HCl wash (1 : 20); 
bum the insoluble in the same cmcible; weigh the ash and the 
difference in weight between the first ash and the second ash 
equals the Mo or Cu content that has been counted as tungsten; 
^ subtract this weight from the total pure tungsten content just 
previously noted (A). This final corrected weight should now 
constitute the total tungsten, free from all impurities and be 
calculated to percentage content of the ore. 

However, there is still a further chance for error. The 
sodium carbonate used may contain enough iron to increase the 
deduction made when the WO3, etc., is fused twice to correct 
for any iron remaining in it after the removal of the silica with 
^ HF. Therefore blanks for iron should be mn on the carbonate 
apd the final WO3 should have an additive correction made to 
it equal to the amount of the FeaOs found in as much of the same 
‘ sodium carbonate as was used in the last two fusions. This 
correction will frequently increase the WOa content in the final 
weight to the extent of 0.2 to 0.3 per cent content of WO3. 
^ In i^SO-ton lot of ore this means considerable in money value. 

m^hod is applicable to ferberite, wolframite, huebnerite, 
' ipiMtite, cupro-scheelite, lead-tungsten ores, arsenical-tungsten 
JN and tin-tungsten oree. Such ores are on the market and 
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have been for many years that are liable to oontain these im|iur- 
itiee. The latter all more or lees seriouely affect the determination 
*of the total exact WOa. The impuritiee are present in the 
following percentage ranges based on ihe analysis of ores from 
ail parts of the world ; China, Japan, South Amerioai Australia, 
Spain, tlie United States, and Mexico. 

The following shows about the percentage range of these im- 
purities: 


Arsenic 

Lead 

Tin 

Copper 

Bismuth 

Phosphorus 


from traces to 3 . 5 per cent 
from traces to 8.0 per cent oxide 
from traces to 15.0 per cent oxide 
from traces to 3)-4 per cent oxide 
from traces to 2.0 
from traces to 0.5 


The Determination of Lead, Arsenic, Bisiiuch, Coppib, 
Antimony, Tantalum with Niobium, Molybdenum, and 
Sulphur in Tungsten Ores 

Lead. — Digest 2 grams of the finely ground ore in a 600 o.c. 
cone flask with a mixture of 30 c.c. cone, nitric acid and 70 o.o. 
cone, hydrochloric acid, for several hours on a graphite bath 
(see page 100) until the ore is yellow or greenish yellow and all 
brown fumes are gone, adding more of the mixed acids if nooes- 
sary. 

When no further increase in the yellow cq^or can be detected, 
the contents of the digesting flask are diluted with a mixture 
of two parts of cone. HCl and one part of H 2 O. This strength 
of acid is used to prevent the precipitation of some of the 
lead, along with the tungstic acid in the form of chloride. The 
oxides of tungsten, silicon, etc., are filtered out and washed oi 
the filter with one part of cono. HCl diluted with twenty parts 
of wAter. Give the residue on the filter about fifty washings. 

Add to the filtrate and washings a slight excess of ammonia; 
then acetic acid in excess or about 80 c.c. of the glacial acetic 
acid in all. Pass H 2 S through the hot acetic solution until any 
precipitate that may form is collected and settles well, when the 
HsS is shut off. Filter off the sulphides, which will contain all 
of the lead, copper, and bismuth, some of the tin and oonsidefible 
iron sulphide. Wash the mixed sulphides with HsS water iion- 
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tainifig two drops of cone. HCl in 500 o.o. of water, using a cold 

wash. 

Bum the thoroughly washed precipitate in a porcelain crucible • 
by smoking off, raising the heat to low redness only after the 
papier is entirely charreir, moisten the ash when all oHhe 
char has been burned out with a few drops of cone, nitric acid 
to dissolve any metallic globules or fine gray particles of metallic 
lead or bismuth that may have been reduced from the burning 
of the filter paper. Dry cautiously to remove the excess of acid 
and then again ignite at the lowest red heat. Put the crucible 
and all in a casserole with 100 c.c. of cone. HCl; heat until 
all is dissolved but a little silica from the paper or tin 
oxide. 

Remove the crucible; rinse off the side of the crucible, letting 
the washings run into the solution from which it was taken. 
Add to this HCl solution 50 c.c. of 1 : 3 H2SO4 and evaporate 
to^ck white fumes of sulphuric anhydride; cool; add 100 c.c. 
of water; heat until all but the lead sulphate is dissolved; add 
50 c.c. more of the 1 : 3 H2SO4 ^nd again take to thick fumes; 
cool; add 150 c.c. of water; heat as before until all but the lead 
sulphate is in solution; then add 50 c.c. of 95 per cent alcohol 
and let the lead sulphate settle overnight. Filter off the crude 
lead sulphate; wash it with cold water containing 5 c.c. of cone. 
H 2 SO 4 per 500 c.c., giving it about forty washings. 

The filtrate from the crude lead sulphate is made slightly 
ammoniacal and th^n slightly acid with HCl and saturated hot 
with H 2 S to precipitate the main Cu and bismuth. The bismuth 
and copper sulphides are thoroughly washed with H 2 S water; 
dried in a porcelain crucible; the paper is smoked off; the heat 
is then raised to low red to remove all of the carbon of the filter 
paper; the ash in the crucible, which should be yellowish white, 
especially when hot, is mainly Bi 203 , and some metallic bismuth. 

It is evaporated several times to dryness with a few drops of nitric 
acid' to convert all of the bismuth to oxide. This oxide will 
be blackened if considerable copper is in the ore or metal. If 
muih bismuth and copper are present some of these elements will 
cling to the crude lead sulphate obtained in the manner just de- 
scribed under Lead. The lead sulphate is purified from any 
Bi ^ Cu still with it by dissolving it in 100 c.c. of cone. HCl 
To tMs solution 50 o.c. (ff 1 : 3 sulphuric add are added and all is 
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evaporated to^ thick white fumes of sulphuric anhydride; ecM; 
add 50 c.c. of water and 50 c.c. more of the dilute sulphurie aeki 
and again take to thick fumes; heat with water until all hat 
the lead sulphate is dissolved; Mid aloo^l; let stand overnight. 
The kftul sulphate is filtered out; washed with sulphuric acid ^ 
water; smoked off in a porcelain crucible; heated at a low red 
until the residue is white; it is evaporated with a few drops of 
nitric acid to convert any metallic lead to oxide. The sulphate 
and oxide mixture is evaporated with a few drops of cone, sul- 
phuric acid to convert the oxide to sulphate. The now pure 
lead sulphate is weighed and calculated to metallic lead by the 
factor 0.6832 if obtained from metallic tungsten. If obtained 
from ore it can be calculated to oxide by multiplying the 
sulphate obtained by the factor 0.7360. 

The filtrate and washings from the pure lead sulphate contain 
the remainder of the copper and bismuth. This filtrate is made * 
slightly ammoniacal and then slightly acetic. The copper and 
bismuth, if there be any in this filtrate, are then recovered by 
H 2 S, as in the main copper and bismuth; filtered out; washed; 
ignited; and combined with the main copper and bismuth obtained 
as already described. The total copper and bismuth can be 
weighed as oxides; dissolved in HCl. The copper can then be 
determined by the cyanide titration; calculated to copper mon^ 
oxide and deducted from the weight of the total oxides of copper 
and bismuth. The remainder is calculated to per cent as BiaOs 
in the case of ore, or in the case of metal to metallic bismuth ' 
the factor 0.8965. 

ANALYSES OF SOME ORES SHOWING RANGE OF ARSENIC, 
COPPER, LEAD, AND BISMUTH THAT ARE LIABLE TO 
BE ENCOUNTERED IN TUNGSTEN ORES 




♦ 

Tungsten oxide 

64.20 

66.80 

64.00 

61.06 

60.00 

60.00 

sio; 

10.80 

7.69 

4.18 

2.68 

4.00 

7.00 

SnO, 

1.02 

0.61 

2.20 

0.20 

1.40 

18.M 

BiA 

1.38 

o.io. 

8.66 

0.20 

6.28 

0.35 

CuO 

0.70 

1.70 

0.30 


0.06 


PbO 

4.86 

0.01 

11.40 


0.68 

0.007 

Aa 


0.04 

1.02 

3.40 

0.61 

0.07 

Bln 

, ‘ i 


0.01 

8.38 

0.78 

7.0# 

l.Tf 
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RESULTS OBTAINED ON KNOWN MIXTURES 


Liad Added to a Tcnobten Ore. 

1 Biemdth Added to a TuNoeTEN Ore. ^ 

Added iMd. 

Found Aead, 

Biemuth Added, 

Found, 

^ OrEiD. 

Gral. 

Gram. 

Gram% 

0 060 

0 048 

0 050 i 

0 052 

0.025 

0 025 

1 

1 



Arsenic in Tungsten Ores and Metals.— The following rather 
tedious method is the only one that the author can recommend 
to obtain the total arsenic in tungsten ores. Results by any 
form of distillation method were not at aU satisfactory. The 
weighing of the arsenic as phosphate the writer has found to 
be full of sources of error, the tendency being at all times to 
get results that are too low. The distillation method also gave 
low results. The writer bases his method on Bunsen’s scheme 
of weighing the pentasulphide of arsenic. He has found the 
following method adapted to all arsenic determinations from 
traces to the highest percentages, using it to detennine the 
arsenic content of mispickel, for example. 

It should be stated that only certain kinds of asbestos can 
be used for the weighing pad, as some kinds seem to lose weight 
indefinitely, no matter how much they are washed. The analyses 
given on page 110 show the kind of asbestos that can be depended 
upon to give conitant, i.e., undiminishing weight after it has 
been once thoroughly washed. The other type keeps dissolving 
away indefinitely. 


Arsenic 

Five grams of the pulverized ore or metal are extracted in 
a 300 c.c. casserole with a mixture of 100 c.c. of cone. nitrTc acid 
and 100 c.c. of cone, hydrochloric acid. The digestion is con- 
tinued until the sample is yellow to greenish yellow. This 
extraction should continue for several hours. Then evaporate 
low; add 100 c.c. of cone. HCl and take low again but not to 
dryness. During the evaporations add a few crystals of potas- 
sium or Bodiun chlorate at intervals of every half hour. Then 
remove arUirdy the excess of chlorate and chlorine by taking 
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low onoe more with 100 c.o. of HCl. Filter out the tungsten 
and silica and wash the same with dilute HCl wash water. Add 
100 c.o. of HCl to the filtrate and washings and a gain evapo- 
rate^ low to insure that all of the ffree chlorine is perfectly 
removed. If the concentrated solution is not perfecUy dear 
on diluting it with water it should be filtered and the filtrate 
and washings must be evaporated to about 10 or 16 c.o. Now 
add 100 c.c. of HCl and enough water so that the solution 
contains two parts of cone. HCl to one part of water. The beaker 
containing this 2 : 1 acid solution is then placed in cold water 
until cold. This strong acid and cold solution is to insure the 
precipitation of the arsenic as the pentasulphide. The strong 
acid will also prevent the co-precipitation of any bismuth, lead, 
tin, and molybdenum that may be present in small amounts. 
Pass H 2 S through this solution for three hours. Then let it stand 
overnight to insure the complete precipitation of the arsenic. 
This long standing is very necessary, especially if the per cent 
of arsenic is very low. The mixture of arsenic pentasulphide, 
sulphur, and copper sulphide (if any be present) are filter^ out 
and washed with one part of cone. HCl diluted with twenty parts 
of water, saturated with H 2 S. This will require fifty washings, 
at least. Then wash with cold water to remove the acid. Put 
filter and all in a 100 c.c. beaker and beat it to a fine pulp with 
a glass rod. Then odd to this pulp a mixture of twenty parts of 
hydrogen peroxide solution and twenty parts of cone, ammonia; 
stir well and let stand overnight; filter dbt the pulp, which 
should be now no longer colored yellow with arsenic sulphide; 
wash the pulp with water; neutralize the filtrate and washings 
with HCl, and then add to the neutralized filtrate twice its volume 
of cone. HCl and pass H 2 S through this strongly acid solution 
until the arsenic separates out as the pentasulphide, which will 
now.be free from sulphur. Let stand overnight again, as the 
pentasulphide separates very slowly in the strongly acid solution. 
The arsenic sulphide is now filtered on a washed, dried, and 
weighed long-fiber felt filter, using a porcelain Gooch crucible. 
This filter is dried and weighed at 100^ to 104^ C. to a constant 
weight. It is important to test the dried and weighed felt by 
pouring through it some 2 : 1 HCl. Wash out the acid with water; 
dry and weigh the crucible again at 105^ C. The system should 
h^ve the same weight as before within a half milligram. Smne 
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asbestos is worthless for this purpose, as it loses weight indefinitely, 
no matter how much it is washed before it is used for a weighing 
pad. The following analyses were made in this laboratory, ond 
being of a long-fiber washed asbestos that was satisfactory and 
the other one was from an asbestos that continually lost weight, 
no matter how much it was boiled with aqua regia (twenty-four 
hours). 



AabMtoi 0. K. for 
Weighing Padi’ 
^aahed. 

Per Cent. 

Aebeatoe that Continually 
Loat Weight when 
Waahed with Acid. 

Per Cent. 

Silica 

67.59 

40.08 

Iron oxide 

2.77 

3.64 

Alumina 

0.59 

0.76 

Lime 

13.89 

None 

MftgtiflaiA. 

23.29 

41.11 

Ignition 

0.84 

14.22 



Blanks should be run on the entire operations and the arsenic 
found, if any, deducted. A good way, and indeed the best way, to 
run a blank is to add to a tungsten ore that contains but a small 
per cent of arsenic (less than 0.05 per cent As) a larger known 
amount of arsenic, either as metallic arsenic or the natural sul- 
phide, mispickel, is an excellent source of arsenic. The complete 
analysis of the mineral (get a pure sample from a firm that has a 
reputation for making a specialty of pure mineral specimens) can 
be made as a check on the arsenic determination that one makes 
by the foregoing method. The following is the analysis of a 
sample that the author used: 


Arsenic 45.25 per cent 

Sulphur 20.00 per cent 

Iron 35.00 per cent 


A weighed amount of this mispickel can be added to the ore 
to be analyzed and then put through all of the operations. 

From the arsenic found, deduct the arsenic found by the same 
method in the same sample to which no arsenic has been added. 

Nnw if fliAMi Via mnrA Armnin frainH thaii WAS added to the ore. 
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even after mi^ng the deduction just mentioned, then this exoess, 
if any, will constitute the true blank to be deducted from all of 
the arsenic determinations made at that time and with the 
same lot of adds or other chemicals, p 

If*much copper or molybdenum or both are present in the 
ore, then the AS2S5 precipitate instead of being of a pure lemon 
yellow will be a dirty yellow or brownish, or blackish. In such 
event the arsenic sulphide, etc., should be again dissolved in 
the mixture of hydrogen peroxide and ammonium (cone.) neu- 
tralized, the excess of HCl added and the arsenic again pre- 
cipitated with H2S, saturating the solution in the cold for several 
hours and so on until the precipitate is obtained of a clear yellow 
color, when it will be fit to weigh as the pure pentasulphide of 
arsenic. If several per cents of copper or molybdenum or both 
are present, a much better way to get a pure yellow arsenic 
pentasulphide is to take the filtrate and washings from the last 
traces of the tungsten after all of the chlorine has all been removed 
as already described, and precipitate It with ammonia. There 
IS generally enough iron present to carry out all of the arsenic 
and antimony. This precipitate, which should be red and 
contidn fifteen to twenty times as much iron present as the total 
amount of arsenic and antimony present in the sample being 
tested, is dissolved of! the filter with hot 1 : 1 HCl; the filter 
thoroughly washed. The solution and washings will contain 
all of the arsenic and antimony. It is evaporated to a definite 
volume; twice this volume of cone. HCl isi added; the coU 
solution is saturated with H2S; allowed to stand overnight when 
the arsenic pentasulphide is ready to be filtered off; washed 
with 1 : 1 HCl; then free of acid with cold water; filter and all 
beaten to a pulp; this mixture of paper pulp, free sulphur, and 
arsenic pentasulphide is treated with a mixture of twenty parts 
of hydrogen peroxide and twenty parts of cone, ammonia; stirred 
well. 'Filter out the pulp, which should be no longer colored 
yellow with arsenic pentasulphide; wash the pulp thoroughly; 
finish the filtrate and washings for arsenic as alrauly described 
from thig point on, weighing the arsenic as AS2S6 which contains 
48.326 per cent of As. 
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Molybdenum, Iron, Manganese, Lime and Magnesia 
IN Tungsten Ores 

The molyhdenum is determined by fusion in the same maftmer 
as described for Mo in metallic tungsten on page 78. 

Iron.— The iron will be mainly in the two filtrates obtained 
from the two evaporations to diyness to obtain the crude WOa, 
etc. The remainder will be with the crude WO 3 , etc. The latter, 
as has already been described, after being freed from silica (see 
page 72) is fused at a bright red with twenty times its weight 
of anhydrous sodium carbonate; dissolved in water; filtered out; 
washed; weighed; and fused, etc., again. The final double fused 
and weighed ash of iron, etc., will contain all of the iron, lime, 
magnesia, and manganese that escaped decomposition during 
the extractions with HCl and chlorate. This is then brushed 
out into a beaker; the crucible cleaned by warming in it some 
HCl; the residue in the beaker is dissolved also with HCl. The 
cleanings and the solution in the beaker are combined and 
evaporated low; and filtered into the two main filtrates from the 
two evaporations to dryness to obtain the first crude WOs. 
The whole combination will now contain the entire iron, man- 
ganese, lime, and magnesia, and perhaps a milligram or two of 
tungsten in solution. 

A double basic acetate precipitation can now be made as 
described on pages ^-245. The iron obtained from the second 
basic acetate precipitation will be free of manganese, lime, and 
magnesia; it can be ignited; dissolved in cone. HCl; evap- 
orated low; water added; heated; filtered; evaporated to 
fumes with 30 c.c. of 1 : 3 H 2 SO 4 ; taken up with water and 10 c.c. 
more of sulphuric acid and finished for iron by passing it through 
the reductor, in the manner described on page 366. 

Manganese) Limei and Magnesia.— The combined filthites 
from the two basic acetate precipitations of the iron are evap- 
orated low. Do' not add any acid during this evaporation. 
If any small amount of red flakes separate out or the solution 
is yellowish, a little iron has gone into solution with the man- 
ganese, etc.. Add a faint excess of ammonia. Do not heat, 
but filter out the small precipitate of iron; wash it thoroughly 
with water; dissolve it in a little HCl; wash the filter 
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thoroughly; make a small basic separation of the iron; filter it 
out; wash it with acetate water; combine the filtrate and waah- 
ings with that obtained when the small amount of iron hyditudde 
gotten with ammonia as just describqpi was filtered out and 
washed. This total of filtrates will contain all of the man- 
ganesci lime, and magnesia, and can be analysed in the usual 
way for these elements, as described on page 69, beginning at 
the place where the statement is made concerning basic slag 
that 'The combined filtrates from the two basic acetate separations 
contain all the Ca, Mg, and Mn in the slag,'' under the heading, 
“ Oxides of Mn, Mg, and Ca.” 

The small amount of iron that may be found on evaporating 
the main basic acetate filtrates and washings to dryness should 
be added to the main iron just before evaporating it to fumes 
of SOa. 

Tin in Tungsten Ores. — This element is determined in the 
same way as described for tin in metallic tungsten powder. (See 
pages 93 and 94.) 

Sulphur. — Sulphur can be determined by the same methods 
as given for metallic tungsten powder or ferro-tungsten. (Beo 
pages 76 and 77.) 



CHAPTER IV 


Part III 

TUNGSTEN, SULPHUR, SILICON, MANGANESE AND PHOSPHORUS 
IN TUNGSTEN STEEL AND CHROME TUNGSTEN STEEL 

First Method for Tungsten in Steel.— If the sample contains 
considerable chromium and tungsten, proceed as follows: Weigh 
from to 2 grams of drillings (see pages 130-131) into 
a No. 5 porcelain evaporating dish. Add slowly to the drill- 
ings, keeping the dish covered with a watch glass, a mixture 
of 30 c.c. cone, hydrochloric acid (1.20 sp. gr.) and 30 c.c. cone, 
nitric acid. Mix the two acids thoroughly before applying 
them to the steel if phosphorus is wanted. Heat until action 
ceases, and if the residue in the bottom of the dish is not bright 
yellow, repeat the addition of acid and continue to heat the dish 
until the tungsten residue is a clean yellow. Then remove the 
cover and evaporate the contents of the No. 5 dish to 15 c.c. 
Keep the heat low enough to prevent spattering. Do the evap- 
orating on a graphite or sand bath. A 6-inch * pudding pan 
filled two-thirds full of graphite heated by an ordinary Bunsen 
burner makes a simple contrivance for the evaporations. The 
pan can be set on a tripod or an earthenware flame guard with 
the burner directly under the center of the pan. With such an 
arrangement, a flame an inch long will furnish sufficient heat. 
The guard answers the twofold purpose of supporting the pan 
and shielding the flame from currents of air. The earthenware 
has the additional advantage of being acid-proof. Add 50 c.c. 
cone, nitric acid. Put the watch glass on the dish And heat 
until action ceases. Remove the cover and evaporate to 15 c.c. 
Again add 50 c.c. cone, nitric acid and evaporate to hard dryness. 
Ignite the dish and its contents to a dull red, raising the heat 
slowly to prevent cracking. Set the dish over a bare flame for 
this purpose. The terra cotta flame guard, with the pan removed, 
answers quite well for a support during the ignition. Lower 
* See photo 43, page 488. 
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the Bame slowly and set the dish on a warm place, ogling it 
gradually.* 

‘ When the dish is just warm, pour into it 50 c.c. of cone, 
hydrochloric acid. Put the cover on afid heat to slow boiling. 
Continue to boil until the residue in the bottom of the dish 
is bright yellow. Then remove the lid and evaporate to 15 c.c. 
Cool, and add 30 c.c. distilled water and ashless paper pulp. 
Filter on a double 11 cm. ashless filter (a double filter will run 
faster than a single one); wash with I : 20 hydrochloric acid 
until the washings give no test for iron with pottvssium or ammo- 
nium sulphocyanate. Return the filtrate and washings to the 
No. 5 dish for concentration. 

Silicon.— Roast the paper out of the residue of tungstic and 
silicic acids in a weighed 20 c.c. platinum crucible. Do not heat 
tungstic acid to a bright red, as it .slowly sublimes at high tempera- 
ture. When the ash is bright y(‘llow, free from black, cool in a 
desiccator and weigh. This weight will consist of mainly tungstic 
acid and silica contaminated with a small quantity of oxides 
of iron, and chromium, also, if the latter element be present. . 
Add three drops of 1 : 3 sulphuric acid to the residue, and fill 
the crucible two-thirds full with c.p. hydrofluoric acid. Evap- 
orate in a good draught to moi.st dryness. Drive off the sul- 
phuric acid by heating the crucible near the top. When all heavy 
fumes are gone, heat to low red and weigh as W 03 -fFe 208 
-fCr 203 . The difference between this weight and the first 
weight is the silica which has l)ecn volatiliJIed. This loss of 
weight multiplied by 46.93 and divided by the weight of sample 
taken, equals the per cent silicon present in the steel. In the 
meantime the filtrate and washings from the first filtration should 
be evaporating until a slight ring of basic iron forms on the dish 
around the margin of the fluid. This ring dissolves rather 
slowly when the dish is rocked backwards and forwards. In 
other words, leave only enough acid to keep the iron in solution. 
(However, care must be taken not to overdo the removal of 
the excess of acid, as basic iron may separate in the solution 
when it is heated for the precipitation of phosphorus.) Add 
20 c.c. of water; filter through a 9 cm. ashless filter into a 150 c.c. 
beaker. Wash the residue on the filter until all yellow color 

*lt is much better to perform this ignition at a dull red heat, in an elec- 
tric muffle. This prevents cracking of dishes and insures even heating. 
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due to chloride of iron is gone. About fifteen washings should 
suffice. Wash every other time with 1 : 20 hydrochloric add. 
If the volume of the. filtrate and washings is over 50 c.c. reduce 
to that amount by evafioration. The filter at this point may 
be tinged slightly yellow with tungstic acid. It should ^*saved 
in that case and burned off with the main tungsten residue. 
The filtrate and washings, especially in very low percentages, 
i.e., when only a few tenths of a per cent of tungsten are present, 
are liable to contain tungsten in solution even after all of the 
foregoing operations. To guard against this it is safer to divide 
this filtrate and washings into two equal parts. Finish one part 
for phosphorus, multiplying the result by two before calculating 
to percentage. The other half of the filtrate and washings can be 
treated with cinchonine solution to make sure of getting all of the 
tungsten. This part should be allowed to stand several hours to 
permit any tungsten present to separate out. It is then filtered 
out; washed with cinchonine wash, 9 per cent (5 c.c. of cinchonine 
solution in 500 c.c. of water), ignited and weighed and twice its 
•weight added to the main tungsten oxide weight before cal- 
culating it to percentage of metallic tungsten. For the deter- 
mination of tungsten in the presence of molybdenum (see pages 
156-158.) 

Phosphorus.— The other half of the divided filtrate is finished 
for phosphorus by evaporating it to 15 c.c. with 50 c.c. of cone, 
nitric acid. Do this twice. Finish for phosphorus as in vanadium 
steels. See page^ 41-44. 

Tungsten.— The total residue in the crucible remaining after 
the removal of the silicon with HF and a few drops of H2SO4 
ignition and weighing, constitutes the tungsten oxide plus small 
quantities of iron and chromium oxides is weighed again. If 
the original tungstic acid was thoroughly clean and yellow before 
the first evaporation to 15 c.c., then the amount of chromium 
oxide is negligible. 

Xhe W03+Fe208+Cr203 residue is fused with 5 grams of 
carbonate of soda. The melt is dissolved with hot water. The 
small residue of iron is filtered out and washed free of carbonate. 
It is burned to a red flake in the same crucible, which mean- 
while has been thoroughly rinsed free of carbonate with dis- 
tilled water. The residue is weighed and its weight deducted 
from the weight of the WOa+FeaOa-fCrsQs. 
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If the filtrate from the carbonate fusion is quite yeUow, make 
it acid with Isulphuric acid, boil with a slight excess of penmui- 
ganate, and determine the chromium as in steels.* Calculate 
the milligrams of chromium found to diromic oxide, and deduct 
it from the W0a+Cr203. The remainder is the tungsten oxide, 
which ihultiplied by 79.31 and divided by the weight taken for 
analysis gives the percentage of tungsten. If the filtrate from the 
sodium carbonate fusion is only slightly yellow, the chromium 
may be ignored in the calculations. 

(A) A good way to remove oxides of silicon, iron t and 
chromium from the tungstic oxide is to fuse with 5 grams of 
potassium bisulphate. This fusion can be made quickly. Heat 
the crucible at first to a very low heat, below redness, until the 
bisulphate is molten and slight fumes of sulphuric anhydride 
appear. Then raise the heat carefully to low redness. Keep 
the lid on the crucible, raising it only slightly to observe the 
progress of the fusion. When redness has been reached and 
all danger of spattering is over, raise the lid, and if the contents 
of the crucible ikc in a state of transparent fusion, with no yellow 
specks left undissolved, the fusion is completed. One can see' 
the bottom of the crucible through the transparent molten mass, 
and, if only pure white flakes of silicic acid are floating about, 
the melt is perfect. Cool. Dissolve in 10 grams of ammonium 
carbonate and 100 c.c. of water, placing the crucible in the 
ammonium carbonate solution contained in a small casserole. 
Warm the casserole slightly to hasten mattery Keep it covered 
with a watch glass to prevent loss during heating. (Use a 
casserole if a platinum dish cannot be had.) Filter, adding a 
little paper pulp. Wash with water containing ammonium 
carbonate until the washings are no longer milky when acidu- 
lated with a few drops of hydrochloric acid and tested with 
barium chloride. Then wash ten times mor^. Ignite and 
weigh in the same crucible, and deduct the residue, which con- 
sists of all of the Si02, Cr203, and Fe203, from the WOs, etc., 
and calculate to percentage. The residue of Si02, if not pure 
white, is evaporated with hydrofluoric and sulphuric acid in 
the usual way, and the loss of weight constitutes the silicon 

* Or detennine the chromium by color, page 11. 

' t See bottom of page 104 relative to iron in sodium carbonate used to make 
tbs fueipn for the removal of the iron. 
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present in the steel when multiplied by 46.93 and divided by 
the weight taken for analysis. 

* The sulphur in such steels can be obtained by fusing 2 grams 
of thin drillings with 2CLgrams of sodium carbonate and 5 grams 
of potassium nitrate. Dissolve in water, filter, wash, roast, fuse 
again, acidulate with HCl, evaporate combined filtrates to 
dryness twice, filter after each evaporation, washing with 1 : 20 
HCl; add cinchonine solution, filter after two hours; pre- 
cipitate the filtrate with barium chloride and finish as in 
gravimetric sulphur in steels. Make blank determination on 
like amount of the flux and acids, proceeding exactly as in 
actual analysis, and deduct the sulphur found from that found in 
the fusion of the steel. Multiply the weight of barium sulphate 
less that found in the blank by 13.73, and divide by the weight 
of sample taken for analysis to obtain the per cent of sulphur. 

Manganese.— VvoQCGd as for manganese in steel when chro- 
mium is present, digesting the sample thoroughly with the mixture 
of acids as given. (See pages 32-33.) 


The Ignition of Evaporating-disiies at a Dull Red Heat 
IN THE Determination of Silicon and Tungsten in Steels, 
Using an Electric Muffle Furnace 

By far the best way to perfonn these ignitions, at a low red 
heat, is to use an electric muffle furnace. In this way the dish is 
heated uniformlyv and gradually all over. Also several ignitions 
can be carried out at the same time. By putting a fireproof mark 
on each dish and carefully wiping all dust, etc., from the sur- 
faces of the different dishes, the latter can be put in the muffle 
in nest style. Dishes heated in a muffle are seldom cracked. 
In November^ 1915, the writer published the following type of 
electric muffle for this and other ignition purposes, and a portable 
rheostat to control its temperature obtaining any heat from 
below redness to 1000° C. (See pages 119-121.) 

A New Type of Portable Laboratory Rheostat —Photo No. 3 
shows the rheostat designed by the author with a view to making 
repairs more easy and to have a piece of apparatus with sufficient 
capacity to fill the needs of most laboratories. It consists of 

* Rcftd paves 121-122 on sulphur in cbrome-tungsten-vanacliuin steels* 
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twenty-one coils of nichioine wire giving a total resistance of 
30 ohms and a maximum capacity of 14 amperes. It can be 
used either on the furnace shown in Photo No. 3, at 16, or with 

f 



Photo No. 4. 


the large one given in Photo No. 4. It holds the large furnace 
in Photo No. 4 for any length of time at any temperature from 
up to 1000® C. 
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The rheostat occupies but a few inches of table width and 
can be set behind the other apparatus. Repairs are easily made 
and the white board of hard asbestos board gives a cheerful 
effect. If desired, two luch rheostats can be bolted together, 
making a double instrument. The rheostat is practically ^inde- 
structible so long as its capacity is not exceeded, as there is 
nothing about its design to get out of repair. In Photo No. 3, 15 is 
the front and 14 the back view showing details of construction. 

A New Rectangular Laboratory Electric Muffle Furnace with 
Solid Heat Insulation Case— The furnace shown in Photo No. 4 
is in principle just the same as the cylindrical furnace described in ' 
Photo No. 3, No. 16. A white solid case of kiesclguhr surrounds 
the heating element and working muffle which has an available 
working space of llJXSX? inches. This is ample for most 
laboratories. To control the temperature of the furnace the 
rheostat shown in Photo No. 3 is used and by means of it any 
desired temperature can be maintained for hours at a time up 
to 1000® C. The author keeps three furnaces of this si^e in 
constant seiwice. 

On account of the simplicity of construction, the repairs can 
be easily made and, as no insulating powder is used, the furnace 
is free from powder falling out into the working chamber. With 
the absence of the heat insulating powder the repairs are much 
simplified. The whole furnace is supported and enclosed in a 
stout, soft steel frame, which makes it very rigid. 

The white casilig makes an attractive looking piece of appara- 
tus. The interior muffle on which the wire is wound is of a 
special composition which is now being tested out. This same 
composition used in combustion boats made the remarkable run 
cf 525 steel combustions per boat with the test boats still in 
commission but considerably worse for wear. It is highly 
probably that the muffle will be equally superior to the old 
mixture for cylindrical core muffles. 

The scheme is to keep these working muffles already prepared 
with the heating wire cemented on them ready for use so that 
repairs can be quickly made. As the furnace consists of but 
three parts its construction is considerably cheaper than that of 
the old types, besides having the advantages already men- 
tioned. A slow stream of air from the compressed-air line is 
passed through the furnace during ignition of silicons or graphites. 
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The door opens horizontally: the author haa found this 
arrangement ‘to be much more desirable than the vertically 
opening door used in some of the old types. 

The (Iravimetric Determination of Sulphur in Chromiuii- 
VANADiUM Steel without a Fusion 

Dissolve 4 or 5 grains of drillings in 200 c.c. of cone, nitric 
acid mixed with 100 c.c. of cone, hydrochloric acid. Mix the 
acids and let the mixture stand until it turns red, before putting 
it in the steel. Use an 800 c.c. beaker. After the action is 
over place the beaker on a graphite bath (see page 488) and heat 
without boiling. Stir the residue off the l)ottom of the beaker 
at intervals of a half hour. If, after an hour and a half of this 
digestion with the mixture of acids, the residue on the bottom 
of the beaker is not a clean yellow but still looks dark, especially 
in the layer touching the lK)ttom of the Ixiaker next to the glass, 
then a fresh mixture of equal quantity should be poured into the 
beaker and the stirring and digestion continued until the entire 
insoluble portion is a clear, bright yellow, putting in a third 
mixture if necessary. The decomposition having been effected, 
the contents of the beaker are transferred to a 600 c.c. casserole 
and evaporated on the graphite. Before the transfer to the 
casserole is made, 2 grams of sodium carbonate are added to the 
solution and stirred in well. Evaporate to dryness. Cool; 
add 100 c.c. of cone. HCl; cover; heat until ^11 but the yellow 
residue of tungstic acid is in solution; evaporate again to dryness; 
dksolve as before with 50 c.c. of HCl and evaporate to 20 o.o. 
Add to the cool solution, 150 c.c. of water; heat and stir; add 
paper pulp and filter; wash with 1 : 40 HCl; add 20 c.c. of 
cinchonine solution and let stand for several hours, preferably 
until the next day, to remove the last traces of metatungstic 
acid; 'filter; wash with cinchonine water (5 c.c. of cinchonine 
solution to 500 c.c. of water) twenty times. Heat the filtrate 
and washings to boiling and precipitate the sulphuric acid formed 
with 25 c.c. of a saturated solution of barium chloride and finish 
the determination as in plain steels, page 335. This method is of 
course applicable to plain chromium steels and nickel-chromium 
steels which give low results with the ordinary evolution method as 
given for plain steeb, when several per cents of either or both 
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of these elements are present. The cinchonine solution referred 
to is given on page 131. Run blanks, repeating every operation, . 
and deduct the sulphur so found. 

• 

The Detekmination of Sulphur in Alloy Steels, Perro- 
ALLOYS, Ores, and Other Substances by Heating to 
Bright Redness, or Higher, the Finely Powdered 
Body or Very Thin Drillings, in a Stream of Hydrogen 
Saturated with Acid 

In 1909 the author of this book, see pages 49 and 177 of the 
first edition, called attention to the fact that only a portion of 
the sulphur is obtained by the evolution as ordinarily applied 
to plain carbon steels. In some highly alloyed steels, notably 
the chrome-tungsten steels, as little as one-twenty-fifth of the 
true sulphur is so found. The author had an experimental steel 
containing 0.250 per cent sulphur that showed but O.OlO per cent 
sulphur by the ordinary evolution method as given for plain 
carbon steels. This steel contained about 3 per cent chromium 
and 17 per cent tungsten and 0.49 per cent carbon. 

The writer tried many schemes to overcome the failure of 
the evolution methods with no particular success until the 
autumn of 1911, when the following plan was worked out, which 
gives practically all of the sulphur by evolution as hydrogen 
sulphide. 

It was while making some experiments for the determination 
of oxygen in metallic tungsten powder, that Mr. S. J. Lubowsky 
called the author’s attention to the fact that hydrogen sulphide 
was being generated in the operation. He suggested that we 
might take advantage of the fact to determine the sulphur in our 
tungsten products.. Acting on this suggestion, the author had 
him make a series of tests but it was found that only a small 
part of the sulphur known to be present was evolved, and that 
very slowly. After thinking the matter over, the author finally 
came to the conclusion that hydrochloric add from the generator 
was also being carried by the hydrogen through the apparatus and 
that it must be a necessary part of the reaction. The apparatus 
was then so arranged that the H passed through a bubble 
tube containing HCl before it entered the furnace. An imme- 
diate speeding up of the evolution of the H^S was noted and 
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the full amount of sulphur was obtained on the sample of tungsten 
being tested.' It soon occurred to the author that all of the 
sulphur in barium sulphate could be obtained by the reaction, 

• BaS04+2HCl+8H»BaCla*f4H20+UaS. 

This was speedily demonstrated. The HaS began to appear 
in the cadmium chloride solution when the electric furnace had 
heated the tube containing barium salt to near a yellow heat. 
The author decided to use pure barium sulphate to standardise 
the iodine for titration of the HaS. Practically the theoretical 
number of c.c. of the standard iodine were required, as will be 
shown. The same was found to be true of sodium sulphate: 

Na2S04 +2HC1 -f 8H = 2NaCl +4HaO+Ha8. 

After some years’ use of this method the following are the routine 
details for sulphur in steels containing much tungsten, or other 
alloys, etc. 

From 0.100 to 1.000 gram is taken for analysis, 
depending on the sulphur content. A good rule is not to weigh 
more of the sample than will yield enough HaS to consume 50 c.c. 
of the iodine standard. The sample should be finely divided, 
the finer the better. It should be spread out in as thin a layer 
as possible in the combustion boat. The boa^ should be located 
in the hottest part of the ‘‘combustion tube.” When alloy or 
other steels are being run, 1 gram of drillings is weighed. Tlie 
drillings or millings should not be over 60 mesh, or else should 
be thin curly drillings* 

The sample is shoved into tube 5, Photo No. 5, page 124. 
The stopper at 5 is pierced with a five-sixteenths inch diameter 
quarta delivery tube that extends into the tube 5 to about the 
center and ends directly over the middle of the boat. This brings 
the acid and hydrogen directly to the sample and speeds up the 
reaction. (See drawing No. 3.) The combustion tube is sup- 
ported in a slanting position to drain off any condensed moisture 
or acid toward the outlet end at 7. If this is not slanted in this 
manner the tube is liable to be cracked by moisture getting into 
the hot part. (See photo No. 5.) 
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The outlet end, being tapered, has no rubber stopper at 7, 
BO that the bubble tube 8 is connected with the outlet of the 
evolution tube with a short piece of rubber tubing. A rubber 



Photo No. 6. 

stopper at this point is unsatisfactory, and practically out of 
the question, as it gives more or less sulphur. It was found 
important to avoid all cooling at the outlet, as low results were 
obtained when thecoutlet end was kept cold with wet wrappings. 

Qnurti Tube 



For this reason this end is allowed to get quite warm, but not 
hot enough to cause the rubber tube connecting with 8 to give 
up sulphur in the form of H 2 S. All cooling devices must be 
omitted from 7 and are not needed at 5, unless a quarts tube 
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is used) the special eomjmiiion tube conducts hi^ very much 
less than the quartz. 

The Kipp 1 contains the stick zinc, and 1 : 1 HCl. It is a 
2 Kter size. It is desiraMe to run two determinations at a time. 
The two furnaces are placed in parallel by distributing the 
hydrogen to both furnaces by means of a Y connection at 4. 
Photo No. 6 shows two determinations being run in two of the 
author’s type of electric furnaces which he published several 
years ago in the Met. and Chem. Eng. It will be noted that 
it was necessary to have wet wrappings at the inlet ends of the 
tubes as quartz tubes were used at that time, 2 in Photo No. 5 
is filled with stick KOH. 3 in Photo No. 5 contains a saturated 
solution of mercuric chloride to absorb any H 2 S coming from 
the zinc, or tubing. It is filled with the mercury salt solution 
to the depth of about 1 inch; 4 contains a 1} inch layer of HCl 
of 2 : 1 strength, i.e., two parts of acid to one part of water. 
The purpose of this tube is to saturate the hydrogen with HCl 
before it enters the combustion tube at 6, Photo No. 6. The 
tube 4 should be refilled with fresh acid about every other time 
it is used. The tube 8 is empty and is used as a trap to catch 
any water or acid that distills over from 7. The 10X1 inch tube 
9 contains the absorbing solution of the cadmium chloride, being 
of the same strength and amount os is used in the ordinary 
evolution method described on page 335 for the determination 
of sulphur in plain steel. 

As stated, the^finely powdered sample in the boat is shoved 
into 5, which should nearly cold, or at least not hot enough 
cause to the hydrogen to explode. The boat is pushed into the 
hottest part of the tube at 6 in Photo No. 5. The furnace is 
of the same type as is used for carbon determinations. 

When the tube is in place the stopper is inserted tightly into 
5 and the stream of hydrogen is started through the apparatus. 
The hydrogen is passed through the tube for about twenty 
minutes to expel all air. The current is then turned! on and 
the furnace is brought up to a yellow heat as quickly as possible. 
After the furnace has attained a yellow heat, the hydrogen is 
passed for an hour longer. With hydrogen still passing, the 
rubber connection is closed with a pinohcock just in front of 7. 
The first tulM at 0 containing the bulk of the sulphur is removed 
and a similar tube is connected containing a fresh charge of 
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the ai^oniacal solution of cadmium chloride. If the oondjtioiui 
are observed, as given, as a rule but very little sulphide forms 
in the second tube at 9. But a third tul)c should be put in to 
make sure all of the sulphur has beenievolvcd, especially when 
dealiifg with unusually high sulphurs or some substance like 
ferro-vanadium which yields all of its sulphur only after some 
hours’ heating. 

The contents of the various alisorption tubes are poured 
through the same filter, beginning with the tube containing the least 
sulphide. The sulphur determination is then finished by iodine 
titration exactly as described for plain steels on pages 330-^35. 

Standardization of the Apparalm and the Iodine Solution 
with Barium Sulphate. — The author decided that the best 
standardization medium would be c.p. barium sulphate, and 
found that this salt is ideal for this work as its sulphur is readily 
converted under the conditions to hydrogen sulphide* The 
freshly ignited salt is weighed into a bout and shoved into the 
cold evolution tube and the process is then carried out as already 
outlined. The cadmium sulphide so obtained is titrated to get 
the sulphur valpe of the iodine standard. For the standardiza- 
tion it is convenient to weigh 0.020 gram of the barium sul- 
phate. A blank is also put through. As a check standardization, 
one can use 0.010 gram of the Ba>S 04 . The blank is deducted 
and the number of c.c. of the iodine required to combine with 
hydrogen sulphide evolved from the barium salt is divided 
into the sulphur content of the barium sidphato used. For 
example, suppose it is found that a blank determination put 
through every operation consumed 1.8 c.c. of iodine and that 
0.020 gram of the sulphate produced enough sulphide to con- 
sume 24.4 c.c. Then since barium sulphate contains 13.73 per 
cent sulphur, 0.02 X00.1373 divided by 22.6 equals 0.000121, 
or 1 c.c. of the standard iodine equals 0.000121 gram of sulphur 
undeFthe conditions as given. 

Theoretically, a standard iodinp containing 1 milligram of 
iodine per c.c. should be equivalent to 0.000126 gram of sulphur 
per O.C. of the iodine solution: 


CdS+2HCl«CdCl2+H2S, 

HsS+l3-2HI+S. 
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Therefi^, 1 gram iodine*^, or or 0.126 gram of 

12 ^o3.o4 

sulphur. 

The following table cives results obtained on various sub- 
stances by fusion with carbonate of sodium and niter, t)r by 
fusion with a mixture of sodium carbonate and sodium peroxide 
followed by solution in water and acid; evaporation; filtration 
and final precipitation with barium chloride, weighing the barium 
sulphate so found, being the gravimetric results. The same sample 
was also analyzed for its sulphur content by the evolution at a 
yellow heat in an atmosphere of hydrogen and HCl. 


Sample. 

RmuU Obtained 
by Hot Tube 
Evolution. 

Per Cent S. 

Reault by 
Gravimetric 
Method. 
Per Cent S. 

Kind of Material. 

H. S. steel hot. on the 
open market 

0.076 

0.076 1 

18 per cent W 

5 per cent Cr 

H. S. steel.... 

0.085 

0.083 

High in Cr and W 

No. 1601H.S 

0.069 

0.064 

High in Cr and W 

No. 882 H. S 

0.032 

0.028 

HighinCr,WandV 

U. a Govt. H. S. Btd. 
No, 31 of 0.019% 8. 

0.020 

0.020 

High in Cr and W 

Rex A A 

0.029 

0.030 

HighinCr,W,andV 

W. T. experimental 
steel 

0.258 

0.265 

High in Cr and V 

Tungsten powder 

0.011 

Trace 

Tungstateo! calcium 

Soheelite 

0.320 

0.34 

Portuguese 

Wolframite 

0.406 (with lime) 

0.459 


Wolframite, D. C. N.Z. 

0.718 (with lime) 

0.716 


“P— ” ferro-vanadium 

0.150 (with lime) 

0.148 


Sodium sulphate 

22.64 

22.56 (theo> 


Vanadate of iron 

0.275 (with lime) 

retical) 

0.284 


Sodium uranate 

0.094 (with silica) 

0.093 


English ball clay 

0.065 

0.065 


Soheelite concentrates . 

0.996 (with lime) 

0.891 

Tungstateof calcium 

New Jersey saggar clay 

0,123 (with lime) 

0.133 


Metallic tungsten pow 
derlot No. 1002 

0.007 

0.008 


Ferro-molybdenum . . . 

0.030 

0.025 


Ferro-molybdenum. . . 

1.80 

1.82 


Ferro-tungsten 

0.175 

0.180 
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It is to be noted that those samples marked (with lima) 
were mixed with quicklime before reducing. If this precaution 
IS omitted the results are far below the gravimetric figuree. 
Also that ferro-vanadium gives up its Ailphur very slowly, some- 
time# requiring as much as twenty hours before all of the sulphur 
is evolved. Sodium uranate must be mixed with considerable 
precipitated silica, or it will be exceedingly corrosive in its action 
on tubes and boats. Again, the method is not applicable as 
yet to arsenic sulphide, as much of the latter, probably all of it 
simply distills over undecomposed. Also some clays do not 
jrield all of the sulphur for some reason not yet determined, 
but in spite of this fact the method is exceedingly valuable for 
approximate sulphur on all clays that the writer has tested, 
giving a quick commercial method for grading clays according 
to high or low sulphur rating. 

The method is entirely accurate for all alloy steels, tungsten 
compounds, and molybdenum compounds and ferro-molybde- 
num and ferro-tungsten that the writer has thus far tested. 
He relies entirely on the method for these substances. Two 
or three hours being all the time required to evolve the entire 
sulphur. The work requires very little of the operator’s time 
during the period of the evolution. The apparatus is inspected 
once an hour when a fresh absorption tube is set in place. 
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Part IV 

ANALYSIS OF LOW PER CENT TUNGSTEN STEELS 

When tungsten, phosphorus, and silicon are wanted in steels 
that contain from 3.0 to 3.5 per cent tungsten and less than 1 
per cent chromium, dissolve 3 grams in 60 c.c. of 1.20 nitric acid 
in a No. 5 dish. Evaporate to dryness. Ignite to dull red. 
Cool and dissolve in concentrated hydrochloric acid, and finish 
as given under the analysis of high chromium-tungsten steels 
when silicon and phosphorus are wanted. 

Analysis of All Tungsten and Chrome Steels when 
Chromium and Tungsten, only, are asked for 

Third Method for Tungsten in Steel.— Dissolve 2 grams of 
sample in 30 c.c. 1 : 3 sulphuric acid. Heat until all action is 
over. Add 60 c.c. 1.20 nitric acid and digest at just below 
boiling until the residue in the 400 c.c. beaker is a clear yellow free 
of black particles. Dilute to 200 c.c. with water, and boil for 
twenty minutes. Add some paper pulp, filter out the main 
tungsten, and wash it free of iron test with dilute sulphuric 
acid. Dilute the filtrate to 500 c.c. and mix. From this solution 
fill a 250 c.c. flask to the mark. 

First Portion . — Precipitate the remaining tungstic acid from 
this portion with cinchonine. Wash it free of iron-test with 
water containing cinchonine solution. Ignite it. Weigh and 
evaporate the weighed icsidue with a few drops of H2SO4 and 
about 10 c.c. of HF in the manner described on page 1 15, obtain- 
ing the tungsten in this portbn as described. Multiply this 
portion of the tungsten by two and add this weight to that 
gotten from the main tungsten after it is purified. This main 
tungstic acid is ignitod, weighed, the silica is removed by evap- 
oration with a few drops of H 2 S 04 and 10 c.c. of HF. It is 
180 
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ignited at a low red and weighed again. Fuse it with twenty 
times its weight of sodium carbonate at a bright red heat; 
dissolve the fusion out in water; wash the insoluble thoroughly 
with water; ignite the residue on the filter until nothing remains 
but a brown residue; weigh this; deduct the weight from the 
silica-free weight of the main tungstic acid; to this remainder 
add twice the weight of the purified tungsten oxide obtained 
by cinchonine. This last total constitutes the total WO 3 which 
is converted to metallic tungsten by the factor .7031. 

Second Portion . — Finish this for chromium as given under 
determination of chromium in chromium-vanadium steel, pages 
6 and 10. If the chemist prefers to obtain the chromium by a 
separate analysis, he can get the total tungsten by one opera- 
tion. The entire filtrate from the main tungsten residue is 
precipitated, without dividing it, by cinchonine. This pre- 
cipitate is burned off with the main residue. The combined 
residues which constitute the total tungsten from 2 grams of 
sample are then freed from impurities in the usut;! way with 
bisulphate or sodium carbonate, and the total weight of pure 
WO 3 is multiplied by 79.31 and divided by the weight taken 
for analysis to obtain the per cent of tungsten. If the iron 
oxide is removed by sodium carbonate the silica is first removed 
by evaporation with hydrofluoric acid and sulphuric acid as 
given on page 115. The residue remaining after evaporation is 
ignited, weighed, and then the iron is removed by the carbonate 
fusion. • 

Cinchonine Solution. — Dissolve 25 grams of cinchonine in 
200 c.c. of 1 : 1 hydrochloric acid. 

Cinchonine precipitates tungsten almost instantly from 
moderately acid hydrochloric solution. It precipitates molyb- 
denum after considerable lapse of time, and then only partially. 
At least, the above statement regarding molybdenum is correct 
if the attempt is made in the manner as given for tungsten. 
This constitutes a distinct difference between these two elements. 

Akaltsis op Chroiie-tungsten-vanadium SnsLs fOR 
Chromium and Vanadium 

These elements are determined as in chrome-vanadium steels, 
boiling with Bufildent excess of permanganate so that the tung- 
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stea reapiiue looks brown from manganese oxide after twenty 
minutes’ boiling. Filter on asbestos, or through a porous 
oruoible and finish as usual. (See pages 5 and 10.) 


The Analysis op Crucible Slag prom Tungstbn- 
VANADIUM-CHROMIUM SteEL 

Tungsten Oxide and Silica. — Fuse 1 gram of the finely ground 
slag with a mixture of 10 grams of sodium carbonate and 2 grams 
of potassium nitrate in a platinum crucible. Dissolve the melt 
in a platinum dish in water and transfer the solution and the 
insoluble matter to a 600 c.c. casserole; acidulate with an excess 
of HCl, about 75 c.o.; heat with the cover on until all effer- 
vescence is over, and evaporate to dryness on the graphite; 
heat with 30 c.c. of cono. HCl to dissolve the iron; then with 
160 c.c. of water to dissolve the sodium salt; cool; add paper 
pulp; filter; wash with 1 : 40 HCl until free of iron test; hold 
this residue (A), as the main silicic and tungstic acids; the fil- 
trate and washings from A are again evaporated to dryness; 
dissolved; filtered and washed as above; and the residue on 
the filter is designated as B. The filtrate and washings from 
B may still contain a little sodium metatungstate which is 
recovered by adding to the said filtrate and washings 10 c.c. of 
cinchonine solution; and, after stirring the same well, at least 
four hours are allowed to elapse before the tungsten cinchonate 
(C) is filtered out; washed with cinchonine water and burned 
off with B and A. The ash from A, B, and C contains all of the 
tungsten and silica. The latter is removed by evaporation 
with 15 c.c. of HF and 10 drops of cone. H 2 SO 4 and ignition at 
a low red heat. The difference between the weight of the ash 
from A, B, C, before this evaporation and its weight after the 
evaporation and ignition, is calculated to percentage of Si 02 . 
The residue remaining after the evaporation with HF, etc., is 
fused with about twenty times its weight of sodium carbonate 
at a bright red heat for a half hour, or until all bubbling of CO 2 
is over; is dissolved in water; the insoluble residue is filtered 
out; thoroughly washed free of salt; ignited; weighed; and de- 
duct froni the silica free weight of A, B, C. The lemamder 
80 obtained is figured to percentage of WOs* 
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Ozidet of Cftldiiiiit Magnotliiiiii Maocoiioso, and InKL**- 
Fuse 1 gram of the slag as above and proceed as directed up to 
the point where the filtrate and waahingc from B are obtained 
which will contain all of the Ca, Mg, F <8 end Mn except a small 
amount^ remaining with the A and B. Fuse the ash from A and 
B with sodium carbonate as above, obtaining the water-insol- 
uble residue which, after being thoroughly washed, is dissolved 
in HCl and added to the main filtrate from B. A double baaio 
acetate separation of the iron from the manganese in this main 
filtrate is made as directed on pages 244 and 245. On the filter, 
after the second basic acetate separation, will be the iron, chro- 
mium, and aluminum, and some V. In the combined filtrates 
from the two basic acetate separations will be the manganese, 
calcium, and magnesium, which are separated and detenpined 
in the manner as given on page 135. Call the combined fil- 
trates “X.'» 

The acetates of iron, chromium, aluminum, titanium and part 
of the vanadium, if present, are ignited and weighed at constant 
weight as FeaOs plus AI2O3 plus CraOs plus TiOa plus some V 9 Q 5 . 
These oxides are fused with twenty times their weight of sodium 
carbonate intimately ground with twice their weight of potassium 
nitrate to render the mixture of oxides soluble in acid. After 
keeping the melt in a molten condition for fifteen minutes, it is 
cooled and dissolved in water and acidulated with an excess of 
HCl; heated in the porcelain dish (to which the water solution 
of the fusion is transferred before the acidulatton is made), until 
all effervescence is over; the cover is removed; more add is 
added, if necessary, and all is concentrated until a complete 
solution of the oxides is effected. The solution is then diluM in 
a volumetric flask to 500 c.c. and 250 o.c. are converted into 
nitrates by evaporating twice to 20 o.c. with 50 0 . 0 . additions 
of cone, nitric acid. This nitric solution is analyzed for vanadium 
as in ferro- vanadium; the vanadium found is calculated to VsOa, 
multiplied by two and deducted from the total weight of the 
FesOs plus AI2O3 plus CrgOs, etc., above mentioned. The other 
260 c.c. are transferred to a liter boiling flask and peroxidised 
to remove the chromium and any vanadium in the manpy 
described mi page 179, until a filtrate is gotten that is free from 
any^ yellow color of chromium. The residue remaining on the 
filter after the final pmxidation will contain all of the iroii 
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except film of the latter remaining in the peroiddation flask. 
The iron on the filter is dissolved off with 1 : 1 HCl and is com- 
bined with the small portion recovered from the flask by warming 
in it some 1 : 1 HCl. 4liis total iron is free of chromium and 
vanadium and can be determined by reducing it with stannous 
chloride as in iron ores or it can be converted to sulphate and 
reduced with the zinc reductor and titrated with permanganate. 
The combined filtrates from the peroxidation contain all of the 
A1 and Cr in one-half of the original 1 gram weight. The A1 
can be removed from the combined filtrates by adding 1 : 1 
HCl slowly and with rapid stirring, until a turmeric paper no 
longer immediatdy changes to even a faint brown tint when 
dipped into the solution being neutralized. When the turmeric 
fails to change the solution is still alkaline enough to prevent 
any redissolving of the aluminum. The aluminum can then be 
filtered out and determined as given on page 36. The iron 
found as above is calculated to FeO by the factor 1.286 and 
multiplied by 2 being one-half the sample. 

Chromium Oxide and Vanadiiun Oxide.— Fuse 1 gram of the 
ground slag in an iron crucible with 8 grams of sodium peroxide; 
dissolve out the fusion in water and boil for ten minutes in a 
casserole; acidulate with 150 c.c. of 1 : 8 sulphuric acid; boil 
with an excess of potassium permanganate and finish for chro- 
mium and vanadium as in steels. In order to fix the proper 
blank for the vanadium titration and to check the chromium 
determination, 330 mgs. of potassium dichromate and 60 mgs. 
of vanadium pentoxide of 99.7 per cent V were fused in the same 
way as the slag and put through all of the operations. It 
required 132.6 c.c. of the double sulphate standard to react with 
the chromium; therefore 0.330X0.3535 divided by 132.6 equals 
0.00088 gram, or the value of the sulphate standard in chro- 
mium per c.c. The vanadium added, or 60X0.997, equals 
0.0598 grra of V205- The percentage of V in the pentoxide 
being 56 per cent, there* was present in the standard mixture 
0.56X0.0598, or 0.0335 gram, V; 1 c.c. of the sulphate equals 
0.00254 gram of V; therefore it will require 13.2 e.c. of this 
stondard to equal 0.0335 gram of V. Now by actual titmiioii 
17.0 c.o. of the sulphate were used to obtain the blue end-point 
in the second part of the titration made after the additioa ci 
tlie ferrioyanide ad in steels; (see pago 11) henoe the blai& to 
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be Applied to the analyau of the teats of the slag ihould be 
17.00 o.e. leM 13.20 o.o. or a blank of 3.8 o.o. A mixture ol 
380 mga. of KsCraO? and 80 mgs. of V 20 « put through the fusion 
and all of the above operations gave a ghrome value of 1 o.o. of 
the standard equals 0.00088 gram of Cr and a V blank of 4.0 o.o* 
The average blank is, therefore^ 3.0 o.o. In this partioular 
slag by the above method 2.90 per cent V and a check result 
of 2.92 per cent V were found, which multiplied by the factor 
of 1.627 gave a value in V2O4 of 4.71 per cent. The chromium 
found, using the above factor of 0 . 000 ^, was 11.76 per cent Cr 
and a check result of 11.88 per cent Cr giving an average of 
11.82 which multiplied by the factor 1.461 equals 17.26, or the 
percentage of Cr 203 in the slag. 

Aluminum . — Having found the total iron by doubling that 
found in the 250 c.c. portion, it can also bo calculated to FeaOs; 
to the ferric oxide odd twice the vanadic oxide found in the 
other 250 c.c.; to this sum add the chromic acid found in the 
separate portion; deduct the total of the three oxides from 
the total of the'oxides of iron, chromium, aluminum, and vana* 
dium (being the portion of the vanadium that may be carried 
along with the other oxides) and the remainder is calculated 
to percentage as AI 2 O 3 plus any titanic oxide or phosphoric acid 
that may be present. 


ANALYSIS FOUND 


Per Cent. 


MnO 

7.45 

FeO 

14.63 

AlfOa, etc 

6.88 

Cr»0, 

17.28 

■VA 

4.71 



• 

Per Cent. 

CaO 

2.27 

MgO 

0.98 

WO, 

1.00 

SiO, 

41.78 


CAi Bfn, and Mg in Crucible Slag.— The combined filtrates 
from the basic acetate separations of the “iron, chromium, 
and some V" (page 133) are made slightly anunoniaoal and then 
an excess of ammonium persulphate or about 29 grams are 
added and the manganese is precipitated; the solution is heated 
until the precipitate separates well, leaving a clear supenmtant 
flidd. A little ammonia is added from time to time to make sure 
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that the solotion is always faintly ammoniacal. The precipitate 
of hydrated oxide of manganese is filtered off; washed with 
water containing ammonia salt uid a slight excess of ammonia. 
Call this filtrate and washings (A). . 

It is advisable to mix some paper pulp with the manganese 
precipitate to hasten the filtering and washing. The precipitate 
is then dissolved off the filter with a mixture of 30 c.c. of sul- 
phurous acid water and 30 c.c. of 1 : 1 HCl. The paper and 
pulp is thoroughly washed. The pulp should be upset to make 
sure that none of the precipitate has escaped being dissolved. 
The top part of the pulp will frequently look free of the hydrates 
but underneath brown spots of the hydroxides will be found 
undissolved. Treat these spots with more of the mixture of 
sulphurous acid and hydrochloric acid. This solution and 
washings are reprecipitated as before with persulphate and 
ammonia. The precipitate is washed with ammonia salt and 
slightly ammoniacal water. Call this filtrate and washings (B). 
The washed precipitate is now dissolved off the filter with a 
measured amount of the standard sulphuric acid solution of ferrous 
ammonium sulphate. Upset the pulp in this case also, saving 
part of the standard mixture to dissolve any unattacked brown 
colored hydroxide spots that are found unilemeath in the pulp. 
Keep turning over the pulp during the washing also. In this 
manner the filter and pulp are thoroughly washed free of ferrous 
iron test, using ferricyanide to test for the presence of ferrous 
iron in the wash'^ water. This solution and washings of the 
manganese are titrated to the first pink with standard KMn 04 . 
The number of c.c. of the ferrous standard measured, less the 
number of c.c. of the KMn 04 standard used, multiplied by the 
manganese value of the sulphate standard per c.c. will give the 
number of milligrams of Mn found. This figure multiplied by 
the factor 1.291 gives the equivalent in MnO. 

Standard SoliUions , — The ferrowi ammonium stdphaie standard 
is made by dissolving 19.5815 grams of the o.p. salt in water; 
add to this 50 c.c. of 1 : 3 H 3 SO 4 and dilute to 1 liter; 1 c.c. of 
ibis solution should equal about 0.00134 gram of metallic Mn. 

The KMn 04 standard solution is made by dissolving 1.58 
grams of the o.p. salt in water and diluting it to 1 liter; 1 0 . 0 . 
of this solution should be equivalent to 1 0 . 0 . d the sulphate 
standard. Keep in the dark. 
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Ctkhnii and Magnediim.-<k»abtne filtrate and wiafainfi 
(A) and (B) and finish for these elements as described on pdfe 
431, beginning at the point where **the filtrates from the double 
precipitation of the iron are combinede evaporated to fi(Wt o.q., 
heated to boiling, and the calcium is precipitated with 50 e.o« 
of a saturated adution of ammonium os^te/’ The magnesium 
phosphate found in the filtrate from the lime is multiplied by 
the factor 0.36206 to convert it to MgO. 

Phosphorus.— The phosphorus for the reasons given on 
pages 00-01 must be gotten by direct solution in the same manner 
as given for ferro-tungsten (see page 00) phosphorus determi- 
nations. 
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Part V 

DBTBMilN ATIOR OF TANTALUM AND TUNGSTEN IN THE PRES- 
ENCE OF EACH OTHER APPLICABLE TO ORES, ALLOTS AND 

STEELS 

One gram of sample is weighed into a platinum dish or its 
equivalent (platinum gold alloy will answer as a substitute for 
platinum ware in this work). Add about 50 o.o. of HF; then 
5 0 . 0 . oono. HNOs, drop by drop, until action ceases in the case 
of ferro; in the case of ore, warm until all except perhaps a white 
residue is dissolved. Add 5 c.o. cone. H 2 SO 4 ; evaporate to 
heavy white fumes; continue this fuming for some time; cool 
the dish; dissolve the contents in a mixture of 60 0 . 0 . of HCl 
and 60 0 . 0 . of water. Heat for about one hour on graphite 
bath; cool; mix considerable ashless paper pulp in the dish; 
filter; wash thoroughly with 1 : 30 HCl; this will require forty 
to sixty washings. 

Hold this filtes paper, marking it No. 1. To the filtrate 
from No. 1 add cinchonine solution; then let this filtrate stand 
overnight. Filter tungsten precipitate; wash with cinchonine 
wash; mark this filter paper containing the tungsten precipitate 
No. 2. Burn off papers No. 1 and No. 2 in platinum dish at a low 
heat. This residue constitutes the total tantalum and tungsten. 

Put into this dish 10 grams of NaOH and 15 c.c. of water; 
heat on graphite bath for ten minutes; then boil for three minutes; 
cool; add 60 o.c. water; boil for one minute more and cool again. 
Trailer to 800 c.o. beaker. Dilute 400 c.c. with water. FOtor 
out insoluble residue, mixing in with it considerable paper pulp 
before filtering. Wash with 1 per cent solution of NaOH; bold 
this paper, which contains the bulk of the tantalum. Make tiie 
NaOH filtrate and washings from the main tantalum acid with 
HQ; then make same just ammoniaoal. Add 20 0 . 0 . mm 
188 
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of ammonia; boil five minutes; filter; hold this filter paper^ 
which contains the remainder of the tantalum. The filtrate 
from it is made acid with HCI; odd 50 c.o. cinchonine solution 
and let stand overnight to precipitate ^e main tungsten, free 
from tantalum. 

The *two filters containing the total tantalum, together with 
a little tungsten, are burned in the same platinum dish at a low 
heat; cool; and extract as in the first instance with 10 grams 
NaOH and 50 c.c. of water; filter, washing thoroughly with 
NaOH wash. This will remove any small ampunt of tungsten 
that may have been retained in No. 1 and No. 2 precipitates. 
Mark this paper (A). The filtrate from (A) will contain the 
small amount of tungsten and also may contain a little tantalum 
dissolved by the NaOH. 

Filtrate from (A) is made acid with HCI; then ammoniaoal, 
using an excess of 20 c.c. of ammonia; boil five minutes; filter 
off small amount of tantalum, if any; wash with ammonia wash 
twenty times and mark the paper (B). 

Filtrate from (B) is made acid with HCI, 50 c.c. cinchonine 
added and allowed to stand overnight. Filter off both the 
main and the small amount of tungsten obtained by the two 
cinchonine precipitations on the same filter; wash with cin* 
chonine wash: bum off in a weighed platinum crucible or its 
equivalent; remove the silica as usual with HF containing 
sufficient sulphuric acid, that is, three or four drops of cone, sul* 
phuric acid. Drive off excess H2S04 as usual; ignite to a low 
red heat and weigh. This weighed residue is fused with 15 grams 
Na2C03. Dissolve the melt in a platinum dish in water and trans- 
fer the contents of the platinum dish to 600 c.c. beaker; make acid 
with HCI and then ammoniacal with 5 cc. excess of ammonia; boil; 
filter; wash forty 4imes with 1 : 1 NH4OH. Bum off the washed 
paper in a platinum crucible until char is all gone; weigh. The 
difference between this weight and the previous weight gives 
the pure WOs. 

^ters marked (A) and (B) are now combined; burned off 
in a pbtinum dish with 50 0.0. of HF and 5 c.o. oono. HsSOs. 
Evaporate this mixture until the residue appears to be the 
eoodition of a moist solid. Dissolve this solid in a mixtors 
of 70 e.0. of water and 30 0.0. HCI; heat for twenty minutes on 
a graphite bath. Mix in, about an equal bulk of paper pulp; 
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filter; wash thoroughly with 1 : 30 HCl. Hold this filter paper 
pulp; let the filtrate stand overnight, as frequently some tantalum 
will separate out in filtrate and washings after standing some 
hours. 

If any precipitate forms, filter and wash as above. Combine 
this paper with the paper pulp filter; burn off paper and weigh 
again. If the residue is not pure white, dissolve again in 50 o.c. 
of HF and 6 c.c. H2SO4 cone.; evaporate as before to a solid; 
dissolve this solid as before in 30 c.c. HCl cone, and 70 c.c. of 
water; filter; burn off and weigh again, when the residue should 
be pure white or nearly so, constituting the total tantalum oxide 
plus any niobium that may be in the ore or alloy. 

No attempt is made in this method to separate tantalum 
from niobium. It is assumed that these elements are both 
present in this residue. 


The Analysis op Tantalum Ore and Ferro-tantalum when 
Silica is not Required 

This is a simple proposition both in the ore and the ferro 
on account of their ready solubility in HF. Indeed the tantalum 
content can be obtained in three or four hours. Weigh into a 
platinum dish of about 150 c.c. capacity, 1 gram of the finely 
ground ore; pour upon it 20 c.c. of HF, c.p. grade, and then 
add cone, nitric acid, a drop or two at a time, until all action 
ceases, which is vy^orous in the case of a ferro; add in all 5 c.c. 
In ores 1 or 2 o.c. of the nitric is sufficient, as no action takes place. 

Now add 5 c.c. of cone. H 2 SO 4 and evaporate on a graphite 
bath until no more fumes of SO 3 are formed. Add 30 c.c. of 
cone. HCl and 70 c.c. of water and heat for an hour. Filter 
on a double 11 cm. paper, wash forty times with 1 : 20 HCl 
and ignite at a low red heat in a weighed platinum until white; 
cool and weigh; calculate the Ta 205 so obtained to iqetallic 
tantalum in a ferro by use of the factor 0.8194. The foregoing 
scheme assumes the absence of tungsten, and that no attempt 
is made to discriminate between tantalum and niobium. 

The tantalic acid obtained will contain all of the tungsten 
present as the method is the same as the one given for the latter 
element on page 74. To separate the tantalum from the 
timgsten, use the sodium hydroxide extraction method as given 
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OD pages 138-139. Mr. Eugene Fleok of this laboratory worked 
out the hydroxide extraction method. 


Silicon in Ferro-tantalum and Tantalum Orb 

Fuse the finely ground substance in an iron crucible with a 
mixture of sodium pc^roxidc and sodium carbonate in the same 
manner as given for gravimetric sulphur in ferro-titanium- 
silicon-aluminum on pi^e 47. Dissolve out the fusion in water; 
acidulate it with H("l aft<T transferring the water solution to a 
casserole or porcelain dish; heat until the iron is dissolved; 
add about 40 c.c. of 1:3 sulphuric acid; evaporate to thick 
fumes; cool; add water; heat until all iron sulphate is dissolved; 
filter off the insoluble residue, which should contain all of the 
tantalum and silicon. Wash free of iron; ignite; weigh as oxide 
of Ta, W, and Si. Evaiwrate with 15 c.c. of HF and 2 c.o. 
of cone. H 2 SO 4 . There must Ihj an excews of sulphuric acid 
or tantalum fluoride will Ixj volatilimi as a white sublimate. 
Ignite at a low red, after evaporation U> dryru'ss. Loss of 
weight is silica. The residue in the crucible will constitute the 
total tantalum plus all of the tungsten if cinchonine is used 
on the filtrate from the insoluble n«idue and any precipitate 
so found is burned off with this last residue. This total Ta 
and W residue can then Iks finishcil for these two elements as 
previously dt‘scril)ed. Hun blanks on all o^xjrations for silica 
and deduct the silica so found. 

The following recoveries were made by adding known amounts 
of tantalum in the form of ferro-tantalum, also in known mix- 
tures of tantalum and tungsten ore. The following amount of 
tungsten was added to ferro-tantalum: 


Tungsten in Mixture No. I 
Added. Found. 

0.1700 gram W 0 1083 gram W 

0 . 1700 gram W 0 170.5 gram W 

Tantalum in Mixture No. 1 


0.6300 gran Ta 


0.6300 gramTa 
0.6300 gram Ta 
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TungUen in Mixtun No. S 
Adifed round 

0.Q170 cram W 0.0174 Bram W 

Tintalum in Mixture No. f 

0.6300 gram Ta 0.6270 gram T» 

0.6280 gram Ta 

Tungsten in Mixture No. S 

0:0065gramW 0.0096 gram W 

Tantalutn in Mixture No. S 

0.6300 gram Ta 0.6210 gram Ta 

0.6260 gram Ta 

Mixturk W and Ta Ores 
Mixture No. t 

0.260 gram tantalum ore of 75.0 per cent TaiOi 
Recovery of TaiOi from Mixture No. 1 

0.1876 grams TofOt added 
0. 1000 grams TasOi found 
0. 1900 grams TasOt found 

0.760 gram tungsten ore of 08.0 per cent WOi 
Recovery of WO> from Mixture No. 1. 

^ 0 . 6100 grams WOi added 

0.6106 grams WOi found 
0.6168 grams WOi found 

Mixture No. 9 

0.750 gram tantalum ore of 75.0 per cent TaiQi 
R^very of TatOt from Mixture No. 2 

0.6700 grams TaiOi added 
0.6800 grams TasO» found 
0.6700 grams Tak>» found 

0.260 gram tungsten ore of 68.0 per cent WOi 
Recovery of WQi from Mixture No. 2 

0. 1700 grams WOt added 
0.1700 grams WOi found 
0.1720 grams WOi found 
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Ttattlttm in StaeL Dincdve 3 grams exaot^ as for tungrtea 
in q)eed steel (see page 114), Finish as for tungsten up 
to the point where the silicon is removed with HP and sulphuric 
acid. The ignited residue will oontai/f all of the tungsten, if 
any be present, and all of the tantalum. This residue should 
he igniM at a very low red heat only; just hot enough to remove 
M of the filter char. This evaporation and ignition should be 
done m a platinum dish for convenience. Extract the residue 
with NaOH as described for Ta in alloys and finish for Ta and 
W as therein described (page 138). 



CHAPTER V 


Part I 

MOLYBDENUM POWDERS 

Carbon. — Carbon is obtained by direct combustion in a 
stream of oxygen, using the electric furnace with temperature 
between 900° and 950° C. Decarbonization takes about a half 
hour. Use some red lead when the silicon content is high; 2 
grams of the former per gram of Mo. 

Phosphonta . — If any molybdic acid separates out during the 
course of a determination of phosphorus as in steels, it is certain 
to carry phosphorus out with it as phospho-molybdic acid, in the 
same way that tungsten does. In such cases, dissolve the ferro 
or powder in a mixture of equal parts of cone. HCl and HNO3. 
Take 0.813 gram of the sample; dissolve it in 100 c.c. of the 
mixture; heat until all action is over; add 100 c.c. of cone. 
HCl; heat with the cover on until action is over and evaporate 
to 25 c.c. Dilute tc 400 c.c. and remove the bulk of the molyl)- 
denum with H 2 S. Filter; wa.sh; and evaporate the filtrate and 
washings to 20 c.c. Add 100 c.c. of cone, nitric acid ; heat with 
cover on until action is over and evaporate to 25 c.c. Transfer 
to a 150 C.C. beaker; dilute to 40 c.c.; boil with a slight excess 
of KMn 04 and finish as in phosphorus in steel. 

SiU€on.~Di8solve 1.5 grams in 60 c.c. 1.20 nitric acid. Add 
120 c.c. of 1 : 3 sulphuric acid. Evaporate in a porcelain dish 
on graphite or sand bath to thick white fumes of sulphuric anhy- 
dride. Cool and add 80 c.c. 1 : 1 hydrochloric acid. Boil five 
minutes. Cod again and add 50 o.c. of water. Mix in some 
paper pulp and filter on an 11 cm. double ashless filter. Wash 
free from iron test with 1 : 10 hydrochloric acid. Then wash 
free from chloride test with distilled water. Ignite in a platinum 
crucible at the faintest red heat until white. Weigh and evafv* 
orate with hydrofluoric acid and a few drops of sulphuric ackL 
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Igmte again at lowest visible redness. Calculate the leas of 
weight as usual to silicon. 

Mofjbdtavm.’-Fird ilfe<Aod.— Fuse 0.500 gram of Snely 
ground powder with twenty times itsi weight of sodium oar> 
bonate plus 2 grams of potassium nitrate. Heat cautioualy 
until th*e fusion is free from black particles. Dissolve the melt 
in a platinum or porcelain dish (platinum preferred) with water. 
Remove the platinum oruoible from the dish and rinse It off 
carefully, allowing the washings to run on the filter through 
which the water solution is to be poured. Mix the water solu-* 
tion of the fusion with a little paper pulp and filter it through 
the filter aforesaid. Wash the residue forty times with dilute 
sodium carbonate water. The residue on the filter contains all 
of the iron and copper present in the metal, a little platinum 
oxide from the crucible, and a little molybdenum (see page 146), 

The filtrate and washings are transferred to an 800 o.c. beaker. 
Two grams of tartaric acid are added. The solution is acidu- 
lated with sulphuric acid in slighi excess. The acidulated 
solution is heated for twenty minutes to expel the major portion 
of the carbon dioxide. It is then cooled; three drops of phenol- 
phthalein solution are added. (See Phosphorus in Steel, p. 318.) 
A rather concentrated solution of sodium hydroxide is added 
until one drop produces a pink color. Next add 1 : 3 sulphuric 
acid until one drop causes the solution to become colorless. 
Dilute to 700 c.o. with water. If the attempt be made to pre- 
cipitate molybdenum in too acid a solution by hydrogen sul- 
phide, the former is partially reduced to a blue oxide and par- 
tially precipitated as sulphide. To avoid this highly undesirable 
condition it is merely necessary to keep the solution but very 
slightly acid until it is well saturated with HsS. It then turns 
to a deep orange colored fluid from which the molybdenum is 
quickly precipitated, by the addition of 6 or 7 o.o. of 1 : 3 
sulphifric add, as a brown sulphide. Pass the gas for thirty 
minutes longer. Add paper pulp to the Ix^ker, mixing it well 
with the sulphide just bef(Me passing the gas for the half hour 
as directed. In this way the precipitation is rapid. The sul- 
phide can be filtered and washed quickly. It is washed with 
HsS water containing two drops of 1:3 sulphuric acid per 
600 0 . 0 . of wash water. Give the sulphide forty washings, per- 
mittiiig each washing to drain off thoroughly before the sucoaed- 
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ing one apptied. The sulphide is then roasted just below 
redness in a platinum or porcelain crucible. The contents of the 
crucible can be ignited without loss of molybdenum trioxide, 
but the crucible mustgiot be allowed to exceed the faintest 
visible redness. The MoOa usually bums to a brownish white 
residue, owing to traces of impurities. 

After weighing the oxide it is extracted with 1 : 1 ammonia 
(11.60 per cent) on the water bath until there remains but a 
small residue, consisting of traces of iron and some silica. This 
is mixed with a little paper pulp, filtered and washed thoroughly 
with dilute ammonia water.* It is ignited, weighed, and its 
weight is deducted from the first weight of the M 0 O 3 . The 
remainder is multiplied by 66.66 (or }X 100 ) and divided by 
the weight taken for analysis to obtain the per cent of molyb- 
denum in the sample. The filtrate and washings from the 
sulphide precipitation should alwa 3 rs be tested by passing H 2 S 
through it for an hour more to make sure that no further pre- 
cipitation of molybdenum sulphide will occur. If the directions 
as given are carefully followed, no molybdenum will be found 
at this point. 

Second Method . — Completely soluble molybdenum can be 
examined for molybdenum as follows: Dissolve 0.400 gram of 
finely ground sample in 30 c.c. of 1.20 nitric acid. Cool and 
add 2 grams of tartaric acid. Then add an excess of ammonia. 
Drop in 1 : 3 sulphuric acid until the solution is just faintly 
acid. Dilute to«300 c.c.; precipitate with hydrogen sulphide; 
and finish for molybdenum as given in the first method. 

Iron. — The residue of iron, etc., remaining on the filter from 
the water solution of the sodium carbonate and niter fusion is 
dissolved off with a little hot 1 : 1 hydrochloric acid. The 
filter is washed free from iron test. This filtrate and washings 
are almost certain to contain some molybdenum. (The writer 
has found molybdenum with the iron, even after it has been 
fused a second time with sodium carbonate.) Add dilute ammonia 
to the solution a drop at a time until the iron hydroxide appears. 
Then add sulphuric acid (1 : 3) until the iron precipitate just 
dissolves. Dilute to 300 o.c. with water. Pass HsS. the 

* If this filtrate and washings are blue estiniate the copper thenin with 
KCN as in steels, page 206 , calculate the copper found to CuO and dedu ct 
the result from the weight of the impure MCV 
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small quantity of molybdenum quickly separates. It is filtered 
out and washed in the same manner as the main sulphide pre- 
cipitate. Ignite this sulphide to oxide^ weigh it, extract it with 
ammonia in the same way as the mafii oxide. Filter out the 
insolublp matter, and wash it with dilute ammonia. Ignite it» 
weigh it, and deduct the weight from the first weight; calculate 
the renuiindcr to Mo, and add it to the principal part of the 
molybdenum found. The filtrate and washings from the small 
sulphide precipitate contain all of the iron which can be deter- 
mined by evaporation to a small volume with a slight excess of 
potassium chlorate; 1 or 2 grams should suflSce. Then add 
an excess of 1 : 3 sulphuric acid and evaporate to thick, white 
fumes of sulphuric anhydride. Dilute with water. Reduce with 
zinc reductor (see page 300) and finish by titration with pei^ 
manganate solution. 

Tungsten. — Evaporate the filtrate and washings from the 
main sulphide precipitate obtained by the first method to moist 
dryness. Add 100 c.c. of cone, nitric acid. Heat with cover 
on until all action is over. Remove the watch glass from the 
casserole and evaporate again to moist dryness. Add water; 
heat until all salt is in solution; filter out the insoluble residue; 
wash it free from salts with 1 : 20 hydrochloric acid. This 
will take about forty to fifty washings. Evaporate the filtrate 
and washings again to moist dryness, and add 100 c.c. of cone, 
hydrochloric acid. Heat with the cover on as before, and evap- 
orate a third time. Add water and 20 c.c. of Anchonine solution; 
warm for a short time to permit any small precipitate of tungsten 
to form and settle; wash it with a mixture of 50 c.c. of HCl, 
400 c.c. of water, and 5 c.c. of cinchonine stock solution, which 
consists of 25 grams of cinchonine dissolved in 200 o.Q. of 1 : 1 
HCl. Add this washed paper to the first one obtained after 
evaporation of the nitric solution to moist dryness, adding water; 
he.ating; and filtering out the insoluble residue and washing 
it free of salts. Ignite the two papers; weigh the ash so ob- 
tained as W03+Si02. Finish as given for tungsten in steels from 
this point by evaporation with a few drops of cone. H2SO4 and 
10 C.O. of HF, etc. 
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SULPHXTB BT EVOLUTION IN A STREAM OF HyDROOEN SATURATED 
WITH HCl, Heating to about 900® C. 

Evolution 

For a description of^this method, which is by far the most 
satisfactory for tungsten and molybdenum powders and for 
ferro-tungsten and ferro-molybdenum, read pages 122-129. Use 
1 gram of the finely divided substances and proceed as directed. 
If there be any sulphates present they too will be decomposed 
by the reaction : 

Na2S04+2HCl-|-8H = 2NaCH-H2S-f-4H20. 

Gravimetric Method 

Fuse 2 grams of the powdered substance with 20 grams Oi 
sodium carbonate and 4 grams of potassium nitrate in a platinum 
crucible. (Or fuse in an iron crucible with Na 2 G 03 and Na202 
in the same manner as given on page 47 for ferro-titanium- 
aluminum-silicon.) The sodium carbonate and niter fluxes 
are ground thoroughly together in an agate mortar. Heat 
until the melt in the platinum crucible is a clear yellow, free 
of dark specks. This requires but a few minutes. Dissolve 
the melt in water; transfer it to a casserole. Make just acid 
with 1 ; 1 HNOa; then add a few c.c. in excess and warm a 
while to coagulate the M 0 O 3 that separates; filter it out; wash 
it fifty times with dilute (1 : 10) nitric acid. (If the bulk of the 
molybdic acid is itot removed by filtration, some of it will be 
found with barium sulphate at the end of the analysis, causing 
high results. In any case it is safer to fuse the final barium 
sulphate with Na 2 C 03 ; dissolve the fusion in water; make it 
slightly acid with HCl; warm; and pass H 2 S until saturated. 
If any sulphide forms it should be filtered out; and finished 
for molybdic oxide in the usual way; deduct its weight from the 
weight of the barium sulphate found.) 

After the main molybdic acid has been filtered out and 
washed, as described at the start, the filtrate and washings from 
it are evaporated low, and concentrated HCl is added cautiously 
a little at a time; heat with each addition of the acid to permit 
the effervescence to occur in installments; when no further 
reaction occurs, add 50 c.c. excess of the cone. HCl and evap- 
orate to dryness on a graphite bath or hot plate. Add 40 c.o. of 
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1 : 1 hydrochloric acid. Heat with the cover on for a half hour. 
Add water and heat again. Filter and waah with 1 : 20 hydro- 
chloric acid, forty times. Heat the filtrate to boiling, and pre- 
cipitate with barium chloride solution, adling the latter in excess, 
about 5Q c.o. of the saturated solution. Let the test stand 
overnight; filter out the barium sulphate; wash it with water 
containing a drop or two of HCl to 500 o.c. about twenty times; 
and then free of chlorine test with water only. Ignite the 
washed barium sulphate in a platinum crucible until it is white. 
Moisten it with a drop or two of 1 : 3 sulphuric acid and ignite 
it again and weigh. Multiply the weight so obtained by the 
factor .1373X100 and divide by the weight taken. This final 
result will be the per cent sulphur. 

Manganese.— Proceed as in steels or ferro-vanadium, dis- 
solving the powder in 1.20 nitric acid. 

Copper.— Nitric acid solutions of molybdenum arc precipitated 
but slightly, even after one hour’s standing, by potassium ferri- 
cyanide. This reagent affords a rapid means of determining 
.the amount of copper that may be present in the molybdenum. 
Dissolve 1 gram of sample in 30 c.c. 1.20 nitric acid. Add 
ammonia until the iron hydroxide forms. Then add sulphuric 
acid (1:3) a few drops at a time until tlie hydrate of iron is 
just dissolved; then add 10 c.c. excess of the acid, as copper 
ferricyanide precipitates better if there is some free acid. Now 
precipitate the copper with 20 c.c. of the same potassium ferri- 
cyanide solution used to separate copper iff ferro-vanadium. 
If the copper in solution is likely to exceed 10 mgs., then add 
an additional 2 c.c. of the ferricyanide solution for every milli- 
gram of copper in excess of 10 mgs. Finish as given in the 
author’s method for copper in steel. The analysis of ferro- 
molybdenum is similar to that of the powders. 
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CHAPTER V 


Part II 

THE ANALYSIS OF FERRO-MOLYBDENUM 

Dissolve 0.4 and 0.5 gram for a chock in 50 c.c. of 1.20 nitric 
acid to a clear solution. Dilute to 200 c.c.; add a consider- 
able excess of ammonia and precipitate the iron. Filter it out; 
wash it with ammonia. Redissolvc this iron in 50 c.c. of 1 : 1 
HCl; reprecipitate the iron again, washing as before with dilute 
ammonia wash. The iron hydroxide is dried; ignited at a low 
heat; and weighed as Fe203+8ome M0O3 and a little Si 02 . The 
residue in the crucible is dissolved in HCl; the silica is filtered 
out; washed; weighed and deducteil from the total weight of the 
oxides of iron, etc. The filtrate from the silica is made nearly 
neutral and the molybdenum therein is precipitated with H2S 
in hot solution; filtered out; washed with H2S water; ignited 
at a very low red heat; weighed and deducted from the iron 
oxide, etc., giving a remainder consisting of FC2O3 plus any 
phosphoric acid that may have been carried out with the iron 
oxide. This phosphoric acid can be found by evaporating the 
filtrate from the above molylxlcnura sulphide to low volume; 
convert to nitrates and finish the phosphorus as in steels. 
The phosphorus so found is calculated to P2O6 and deducted 
from the weight of the P2O6 plus Fe203, leaving a remainder that 
can be calculated to metallic iron. This phosphorus is not nec- 
essarily the total phosphorus. The latter can be determined on a 
separate portion as described under Phosphorus in Molybdenum 
Powder. 

The main portion of the molybdenum is contained in the two 
sets of filtrates and washings from the precipitation and the 
reprecipitation of the iron by ammonia as given above. These 
filtrates and washings are combined; made slightly acid with 
HQ and the Mo is separated with H2S; washed; ignited and 
160 
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weighed sa M0O3 plus any little silica present which is removed 
by dissolving the M0O3 in cone, ammonia and wanning until 
only a small floating residue remains which is filtered out; 
washed with ammonia water; ignited; Veighed; and deducted 
from the first weight of the main M0O3. The remainder plus 
the M0O3 found with the iron, as already described, constitutes 
the total M0O3 which is calculated to Mo by the factor 0.6666. 

Silicon. — This element can be detennined on the same por- 
tion as is used for the molybdenum if the nitric acid solution 
is taken to dryness on the graphite bath. Do not ignite the 
dish over a bare flame, as in tungsten, as there is danger of loss 
of the Mo by volatilization. Dissolve the dry rcuiiidue in 50 c.c. 
or more, if necessary, of cone. HCl; dilute; filU^r; wash with 
dilute HCl; wash until the residue on the filter no longer gives 
a test for iron; evaporate the filtmte and washings again to 
dryness; dissolve; filter; wash as Ixjfore; combme the two 
filters from the first and 8(‘cond evaporations; ignite the same 
at a very low red heat and weigh us Si()2 plus a little M0O3. 
For close work this silica should l)e fuBe<l with ten times its 
weight of soilium carbonate; the fusion dissolvtnl in HCl and 
evaporated twice to dryness as before, finally weighing as pure 
silica. 

Fe+Mo. — The filtrate from the second evaporation to 
dryness in the presence of the main iron and Mo can be com- 
bined with the filtrate and washings from the evaporation of 
the acidulated sodium carbonate fusion of the impure silica. The 
combined filtnites contain the total iron and Mo and can be 
analyzed for these elements as already given under Feiro- 
Molybilenum. 

The carbon, manganese, tungsten, and sulphur are deter- 
mined as given for Molybdenum Powders. 

RESULTS OBTAINED ON A HIGH CARBON TYPE 
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Thb Analysis of FfiBRO^MOLTSDENUM-ruNGSTEN 

Tungsten, PhosphoAis, and Silicon.— Dissolve 1 gm., and 
li grains for a check, in 50 c.c. of 1.20 nitric acid in, a No. 5 
porcelain dish; evaporate dry but do not ignite with a bare 
flame. Redissolve with 100 c.c. of cone. HCl; evaporate dry; 
dissolve in 50 c.c. of cone. HCl and evaporate to 20 o.c.; add 
25 c.c. of water; heat twenty minutes; filter; wash with 1 : 40 
HCl; evaporate the filtrate and washings to 10 c.c.; add 25 c.c. 
of water; heat and filter out any small residue of tungstic acid 
that may have separated out after this second evaporation. 
The filtrate and washings from this last evaporation are then 
converted to nitrates and finished as described on pages 
4M6. 

The residues on the filters from the above first and second 
evaporations to dryness contain all of the tungsten, silicon, and 
a little of the molybdenum. These papers are ignited at a low 
red heat until the carbon is gone; add 10 grams of anhydrous 
sodium carbonate to the ash and fuse to a clear liquid that no 
longer gives off any bubbles of CO 2 . Dissolve out this fusion; 
acidulate it with HCl and evaporate to dryness, after all effer- 
vescence and spraying are over, in the covered casserole. If the 
fusion is dissolved out in porcelain, the solution must be made 
acid with HCl as the dissolving of carbonate fusions with water 
alone in porcelaiif dishes causes the latter to be attacked and 
silicon results to be too high, especially if heat is applied to hasten 
matters. 

After the evaporation to dryness the residue is redissolved 
in HCl; add water; filter out the tungsten; wash it as before; 
evaporate the filtrate and washings again to dryness; dissolve; 
filter; and wash. This second filtrate and washings will con- 
tain some tungsten which must be removed by cinchonine; heat 
the filtrate before adding the cinchonine; filter out the tungsten 
so precipitated; wash it with cinchonine water; oopibine this 
filter wi^ the two residues obtained from the evaporation of the 
above fusion twice to dr 3 me 8 S and bum all in a platinum onicible 
to a yellow residue free from the carbon of the filters; weig^ 
it as WOs+SiOa. Remove the silicon by the usual evaporation 
with HF and HaSOi, calculating the loss of weight as the silieoii 
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of the aDoy. Tlie residue in the crucible is calculated to tuncBlMi 
by the factor 0.7031. 

Molybdenum.— Fuse 0.5 gram of the finely ground alloy in a 
platinum crucible with an intimate enixture of 10 grains of 
sodium carbonate and 0.5 gram of niter until a quiet fusion is 
obtain^ and then continue to maintain the fusing temperature 
for ton minutes more. Dissolve the fusion out in water; filter 
out the insoluble residue of iron and manganese; wash it with 
sodium carbonate water; ignite it; grind it in a small agate 
mortar; return the fine powder again to the crucible; clean the 
mortar by grinding it out with a little sodium carbonate; return 
this carbonate to the crucible; again grind some fresh carbonate 
in the mortar, and so on, until the carbonate no longer shows a 
change of color when ground in the mortar. Grind 10 grams of 
carbonate with 0.200 gram of niter for this second fusion which 
is made and dissolved out as in the first fusion. The filtrates 
and washings from insoluble residues obtained after each fusion 
contain all of the molybdenum and tungsten from the alloy. 
The first filtrate and washings contain practically all of these 
elements. Add to it 2 grams of tartaric acid and two drops of 
methyl orange solution (1 gram of the methyl orange dissolved 
in a liter of water). Now add HCl until one drop just turns the 
solution pink. Pass H 2 S through the solution when it will turn 
a deep red due to the combination with the H 2 S; the addition 
of a few drops of HCl will cause the molybdenum sulphide to 
then precipitate out promptly and perfectly after a thorough 
saturation with H 2 S. The directions must carefully followed 
for if the attempt is made to precipitate molybdenum from a 
solution containing much free acid, a blue filtrate is obtained 
which contains much of the molybdenum in a reduced form 
that is very unsatisfactory to han^e, as explained on page 156. 
Wash the molybdenum sulphide, so obtained from both sets of 
filtrates and washings, thoroughly with H 2 S water; ignite it at a 
low red heat and weigh; dissolve this MoOs in ammonia; filter 
the sdution; wash the filter thoroughly with ammonia; ignite 
it; wei^ it; deduct this weight from the first weight of the 
Mods and calculate the differenoe in weight to molybdenum 
the use of the factor 0.6666. 

IroiL— The insoluble rendue obtained from the second fuskm 
with sodium carbonate and niter contains all of the iron free 
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from tunujBten and Mo and is especially convenient for the iron 
determination as the two latter elements must be separated 
before the iron can be determined. Dissolve this residue, after 
burning off the paper i^ the crucible in which the fusion was 
made, in cone. HCl; clean the iron stains from the crucible 
with this acid; precipitate the solution of the residue and the 
cleanings of the crucible with ammonia; redissolve; repreoip- 
itate, and redissolve it again to remove any platinum; then 
reduce the solution with stannous chloride and finish for iron 
as in iron ore by titration of the reduced iron with potassium 
dichromate. (See page 442.) Or convert to sulphate by taking 
to fumes with H2SO4. Redissolve; dilute; pass through reductor 
and finish as given on page 443. 

Sulphur. — The best and easiest way to get the sulphur is to 
evolve it from a hot tube by the method given on page 122. 
Or the sulphur can be determined by any of the methods given 
on pages 148 for molybdenum powders. 

Gravimetric Sulphur in Fbrro-molybdbnum by direct 
Solution in Acids 

Heat 5 grams of the powdered sample in 250 c.c. cone. HNO3. 
When action is over and red fumes are all gone, dilute with 200 c.o. 
of water; filter of! the molybdic acid that separates at this stage 
and wash it fifty times with dilute HNO3. If the bulk of the 
MoOs is not filtered out here, some of it will be found with the 
barium sulphate at the end of the anal3^i8, causing high results. 
Transfer the filtrate to a No. 7 dish; add 2 grams of Na2C03 
and evaporate to diyness. Redissolve in 75 c.c. of cone. HCl, 
and evaporate to dryness again. Redissolve in 20 c.c. of cone. 
HG, and when all the iron is in solution add 100 c.c. of water, 
stir it well, heat it for a while, filter it and wash it with dilute 
HG. Add to the filtrate and washings 20 c.c. of cone.. HG; 
dUute with water to 400 c.c. volume; heat to boiling and add 25 o.c. 
of a saturated solution of BaCb; let stand twelve hours. Filter 
off the barium sulphate; wash it free of iron with water con- 
taining a few drops of 1 : 1 HG, and then free of chloride 
with water only. 

Ignite it in a weighed platinum crucible; mmsten it with two 
drops of sulphuric acid to convert any barium sulphite, formed 
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by the reducing action of the burning filter paper, to barium 
sulphate; when the fumes of sulphuric acid are gone, heat the 
crucible to redness. Cool it; and weigh it; calculate the per cent 
of sulphur by multiplying the weight of the barium sulphate found 
by 13.73 and dividing by the weight taken for analysis. Blanks 
should be run covering all operations and any sulphur se f6und, 
deducted. 
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Part III 

MOLYBDENUM IN HIGH-SPEED STEELS AND ORES 

{^Presence of Much Tungsten) 

Weigh 2 and 3 gram samples into No. 5 poreelain dishes; 
dissolve in a mixture of 30 c.c. HCl (1 : 20) and 30 c.c. HNO 3 
(1 : 42); heat moderately until residue is yellow; rinse covers 
with water; add 100 c.c. HNO 3 (1.42). Take to dryness on 
graphite bath over low flame; bake at 500® to 550® C. for ten 
minutes. I>et cool, add 40 c.c. cone. HCl and heat until all is 
in solution except yellow residue. Add 50 c.c. distilled water; 
stir in paper pulp; filter through double 11 cm. papers into 
600 c.c. beakers and wash forty times with 1 : 10 HCl, getting 
filtrate (A). 

The principal part of the molybdenum, i.e., in (A), is sepa- 
rated as follows: Add ammonia to it until a precipitate forms 
that no longer dissolves on stirring. Add 1 : 3 acid until this 
precipitate just ^lissolves. Then saturate the nearly neuiral 
solution with hydrogen sulphide, and obtain the molybdenum 
sulphide. If the solution containing the molybdenum is too 
nearly neutral, H 2 S causes only a deep red coloration in it; if 
the solution is too acid, the passage of the hydrogen sulphide 
results in a partial precipitation of the molybdenum together 
with a blue coloration. From the red solution, the molybdenum 
is easily precipitated by a very slight addition of acid. Add the 
latter cautiously, a c.c. or two at a time, until the molybdenum 
begins to settle rapidly. Then pass H 2 S a little while longer. 
If the H 2 S has been passed through too acid a solution of molyb- 
denum, with the resulting partial precipitation giving a blue 
filtrate, the best thing to do is to begin over again, giving the 
proper attention to these details. The molybdenum can be 
completely precipitated in a half hour’s time if the conditions 
156 
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as here given are observed: using a rapid stream of HaS. Filter 
and wash this sulphide in the same manner as given for the 
molybdenum sulphide gotten from filtrate (B), i.e., using a wash 
consisting of 500 c.c. of water aciduia&d with a few drops of 
1 : 1 HCl and saturated with HaS. Give the filter sixty washings. 

Tungsten Residue (on Filter from (A)). — Burn off in platinum 
at a low temperature; then fuse with 10 grams NaaCOs. Cool; 
place in No. 5 porcelain dishes; add 150 c.c. water and heat to 
dissolve the melt. Rinse crucibles and covers with water; 
add a little pulp; filter through double 9 cm. papers, catching 
filtrates in clean 400 c.c. beakers. Wash thirty times with 
water, getting filtrate (B). 

FiUraie {B ). — Add 2 grams tartaric acid crystals to filtrate 
(B) and three drops of methyl orange solution; while stirring, 
add 1 : 1 HCl carefully until solution just turns cherry red. 
Pass a brisk stream of H2S through filtrates (A) and (B) until 
precipitates settle out well — usually requires at least thirty 
minutes. Add a little paper pulp to each, then proceed to filter 
(B) through a double 1 1 cm. filter, catching filtrate in a 1000 c.c. 
beaker. The filtrate (A) which has already been saturated with 
H2S in nearly neutral condition, as describtnl in the first part of 
the scheme, is poured through the same filter, thus combining 
the main molybdenum sulphide in (A) with the small amount 
of the sulphide obtained from (B). The sulphide on the sides 
of the beakers is removed with a rubber-tippgd glass rod. The 
precipitate is washed with water acidulated with a few drops 
of HCl to 500 c.c. The water is saturated with H2S and us^ 
cold. Wash the sulphide fifty or sixty times. Ferricyanide of 
potassium may be used to show freedom from iron. Dry the 
papers containing the residue at 105° C. for thirty minutes; 
then roast in porcelain crucible of 40 c.c. capacity at 500° to 
550° Q. until papers are completely consumed and residues are 
oxidiz^ to M0O3. Place in desiccator; let cool about fifteen 
minutes; then weigh. 

Transfer contents of porcelain crucible to clean 150 c.c. 
beakers, using a camel’s-hair brush to remove adhering particles. 
To each beaker add 40 c.c. filtered ammonia (1 : 1). Heat 
moderately until white particles are in solution (do not boil too 
long, because of danger of expelling NH3, thereby causing deposi- 
tion^ of MoOs)- 
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Filter through double 7 om. paper, using a small amount of 
paper pulp in apex of filter. Wash forty times with ammonia 
water (16 c.c. ammonia 0.90 sp. gr. to 600 c.c. water). Place 
paper in the same porcelain crucible; burn off as before; cool 
and weigh. Loss in weight -M 0 O 3 , which contains 06.66 per 
cent Mo=|. 


MoOa X 100 X 2 

3 X weight taken for analysis 


= per cent Mo in sample. 


The Determination of Tungsten in the Presence op Much 
Molybdenum 

Proceed as for molylxlenum in high-speed steel as given on 
page 156, getting filtrate (A). Add 30 c.c. of cinchonine solution 
(see page 131) to (A). Let stand one hour. If any precipitate 
forms filter it off at once, washing it with cinchonine water. 
If (A) is allowed to stand any great length of time some of the 
molybdenum may separate out with the small amount of tungsten 
that may be thrown down in (A) by the cinchonine. The small 
precipitate of tungsten cinchonate that may be gotten from (A) 
is burned off with the main tungsten residue that remained behind 
when filtrate (A) was first obtained. 

This platinum crucible will now contain the total tungsten 
contaminated with a little molybdenum. The residue in the 
platinum crucible is weighed; evaporated with 5 drops of 1 : 3 
sulphuric acid and 15 c.c. of HF to dryness. Ignited at the 
lowest red heat; weighed again. The loss of weight is the silica, 
which is calculated to silicon by the factor 0.4693. 

The silica-free weight equals the main WO 3 plus a little 
M 0 O 3 and Fe 203 . The silica-free residue is fused with 20 grams 
of sodium carbonate at a bright red until the fusion is clear and 
there are no more bubbles arising in the melt. This melt is 
dissolved out in platinum and any iron oxide is filtered out; 
washed free of sodium salts; ignited in the same crucible in which 
the fusion was made and weighed again. This residue should 
not melt down, but remain as small brown fiake. The weight 
is deducted from the silica-free weight last obtained. This 
leaves the weight of the WO 3 plus MoOs. This small amount 
of M 0 O 3 is corrected for as follows; The filtrate from the iron 
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oxide is tieated with 4 grams of tartaric acid to hold back the 
tungsten; then made just pink with HCI, using methyl orange as 
an indicator. The small amount of M0O3 present is then 
precipitated out with H2S, adding a flw c.c. more of HCI if 
necessary to break up the red solution of molybdenum 
sulphide. The molybdenum sulphide is filtered out; washed 
thoroughly with H2S water; ignited at a lowest red heat; 
weighed and deducted from the weight of W0O3 plus a little 
M0O3. The remainder is the pure W0O3, which is multiplied 
by the factor 79.31 and divided by the weight of sample taken 
to get the percentage of W in the sample. 


Rapid Method for Steels Not Containing Tungsten. 

Gravimetric by Weighing as M0O3 

Weigh three grams into a 250 c.c. dish, dissolve in 60 c.c. 
H2SO4 (1 : 3) on stove; add 15 c.c. HNOa (1.20 sp. gr.) cautiously. 
Remove and rinse off the lid. Evaporate to fumes. Cover, 
add 15 c.c. HCI (1 : 1) and 100 c.c. distilled water. Heat until 
all sulphate is dissolved. 

Transfer the contents of dish to 600 c.c. I)eaker. If con- 
siderable silica is seen floating around in test, filter it out and 
wash it fifteen times with dilute HCI. Add aimnonia (1:3) 
until faint cloud of precipitate of iron hydroxide persists; then 
clear with a few drops HCI; then add an excess of 5 c.c. 1 ; 1 
HCI. Volume 300 c.c. at this stage. 

Pass a rapid stream of H2S through solution until precipitate 
settles out well in bottom of beaker. Filter on double 11 cm. 
papers and wash fifty times with H2S wash containing a few 
drops of HCI. Burn off in a 40 c.c. porcelain crucible at 600® 
to 550® C. Cool; weigh. 

Extract in usual manner with filtered ammonia (1 : 1); filter 
through 11 cm. paper (using pulp); and wash fifteen times with 
ammonia wash (50 c.c. ammonia (1:1) diluted to 300 c.c. with 
water). Bum off in original crucible; cool; weigh. 


Loss in wt.X2Xl00 


per cent Mo in sample. 


3X3 
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Time required to complete determination, one hour forty* 
five minutes to two hours. 


3 grams 

23.6290 

23.5910 


.0380 


.038 X2X100 
3X3 


.844 per cent Mo. 


Weigh 500 mg. into a No. 5 porcelain dish. Dissolve in 50 
o.c. HCl (1 : 1); add small additions of KCIO3 crystals until 
solution and residue, if any, are fully oxidized. The solution 
should become very much darker in color and the tungsten 
residue in high-speed steel should now be canary yellow. 

Boil until the solution smells no longer of chlorine fumes; 
filter off and discard any residue present. With the solution 
in the original dish, add KOH solution, while stirring until blue 
to litmus, then a few c.o. in excess. Bring to a boil; filter 
through double 12.5 cm. papers into a clean 10X1 inch test 
tube. Discard the precipitate. (KOH— ♦solution in water, one 
part KOH to one part water.) 

Using a similar test tube, divide this filtrate into two equal 
portions, so as to have a duplicate handy in case of mishap later. 
To the solution in one of the tubes, add cone. HCl, in small 
quantities, shaking to mix after each addition until the test 
is distinctly acid. If salts deposit in bottom of tube, add a 
few c.o. of water and shake to redissolve. Add a few particles 
of c.p. granulated tin, place over a flame and bring just to a 
boil. Do not continue to boil, as by so doing the delicacy of the 
test is greatly impaired and at times destroyed entirely. Cool 
to room temperature; then add 5 0 . 0 . KCNS solution (5 grama 
KCNS dissolved in 120 c.o. water). 


Water-white solution no trace of molybdenum 

Yellowish tinge. . '. 0.1 per cent or lees 

Slight to good orange up to 0.5 per cent 

Deep oran^ to red 0.5 per cent to 1 per cent 

Very dark red over I per cent. 



VOLUMETRIC AND LEAD MOLYBDATE METHODS IW 

Volumetric Determination of Molybdenum in Steel 

After weighing the molybdenum as oxide, the results so 
obtained can be checked as follows: Fus%the oxide with 5 gnaoB 
of carbonate of soda. Dissolve the melt in about 50 o.o. of 
water in* a dish. Filter the solution on a 7 cm. filter. Wash 
the latter thoroughly with sodium carbonate water. Evaporate 
the filtrate and washings to 50 c.c. Acidulate with 1 : 3 sul* 
phuric acid, adding an excess of 100 c.o. Next add 1 o.o. of 
1 : 1 hydrochloric acid after acidulation with sulphuric acid. 

Place in the beaker a square inch of 1.7 mm. inch thick) 
aluminum foil with its corners bent at right angles. Heat the 
solution so as to maintain rapid action between the foil and the 
acid. In a half hour the reduction is usually complete. 

Titrate with potassium pennanganate standard until three 
drops of the latter render the solution a distinct pink, in the cold, 
for one minute. Remove the foil before beginning the titration, 
rinsing it with cold water. Heat a similar piece of foil for a 
half hour in a solution containing 5 grams of sodium carbonate 
acidulated with 120 c.c. 1:3 sulphuric acid. Add also 1 o.o. 
of 1 : 1 hydrochloric acid after acidulating with sulphurio aoid. 
Titrate the blank exactly as given for the test. Deduot the 
c.c. of permanganate used by the blank from the amount re- 
quired to oxidize the test, and multiply the remainder by 
0.001925 to obtain the weight of molybdenum present in the 
sample. The permanganate standard is prepared by dissolving 
1.86 grams of the salt in water and diluting the solution to 1 liter. 
Its value in metallic iron multiplied by 0.88163 equals its value 
in M 0 O 3 . This method possesses no advantage over the ignition 
of the sulphide to oxide and weighing as such. 

Weiqhinq of the Molybdenum as Lead Molybdate 

After weighing as oxide, fuse the latter with 5 grams of sodium 
carbonate. Dissolve the melt in water. Filter it, washing 
thoroughly with sodium carbonate water. To the filtrate and 
washings add two or three drops of methyl orange. Now titrate 
the solution until it turns pink with 1 : 1 HCl. Add 1 c.c. in 
excess. Heat the solution to almost boiling. Add 30 c.c. of a 
filtered saturated solution of lead acetate in this manner: First 
add 20 c.o. and permit the precipitate to settle somewhat; then 
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pour in ike remaining 10 o.c., noting if there seems to be a further 
formation of the white precipitate. If more forms, add an addi- 
tional 10 O.C., or 40 o.c. in all. Now add 60 o.c. of a solution 
of ammonium acetate.* Stir the mixture thoroughly and allow 
the lead molybdate to settle for two hours. It is filtered, washed 
with hot water, and ignited at a low red heat until white. It is 
weighed and the weight multiplied by 0.2614 to reduce the 
weight to metallic molybdenum. Test the filtrate and washings 
with 10 c.c. of the lead acetate solution, and note if a further 
precipitation occurs in the course of an hour or two. This is a 
satisfactory method, as a check. The ammonium acetate 
solution is prepared by dissolving 500 grams of the crystals in 
1000 c.c. of water. 

Determination of Molybdenum in Molybdenite Orbs 
By Direct Solution in Acids 

Weigh 0.2 or 0.3 gram finely ground sample (200 mesh) that 
has been dried for one hour at lOfi** C. into 250 c.c. beakers. 
Add 10 c.c. HNO3 cone, plus 10 c.c. H2SO4 cone, and he.it on 
stove until heavy fumes of sulphuric acid are given off. Ckx>l; 
add 150 O.C. water; heat to get all the residue in solution as far 
as possible; make just ammoniacal and then add 10 c.c. excess. 
Filter; wash with 1 : 20 ammonia; wash forty times and bum 
off at lowest reddieat so as not to volatilize any molybdic acid. 

Filtrate ahd washings from this first silicious and ferric 
hydroxide precipitate are made slightly acid with H2SO4 (1:3), and 
then slightly ammoniacal, using methyl orange as an indicator. 
Pass H 2 S through the solution for one-half hour on graphite bath 
at low heat; this gives a red solution of molybdenum sulphide; 
then add 15 c.c. H2SO4 (1 : 3) slowly so as not to cause contents 
of beaker to effervesce over the top and continue to pass gas for 
one-half hour more. This will completely precipitate all molyb- 
denum sulphide; and the supernatant liquid, after precipitate 
has settled, should be colorless. 

The Separation of Bismuth.— The making of the ammonia 
precipitation given in the first paragraph is very important as 

* Breailey sod Ibbotaon suggested the use of ammonium acetate at this 

stage. 
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it prevents the interference of bismuth which is scrnintiimis 
present to the extent of several per cent. If it is not r^ooioved 
at this stage it will be precipitated with the molybdenum and 
counted as such at the end of the dhalysis. This ammonia 
precipitate will contain all of the silica, bismuth, iron, sine, 
alumina’, and also all of the arsenic, if there be*enough iron present 
to carry out the arsenic. Also all of the phosphorus. 

This bismuth, iron, silica, etc., precipitate is burned ol! at 
the lowest possible red heat in a platinum crucible and then 
fused with 10 grams of sodium carbonate at a bright red heat 
until the fusion is quiet. The melt is dissolved out in water 
and filtered; the water-insoluble is washed thoroughly with water 
containing 5 grams of soda ash to 500 c.c. of water, giving it 
sixty washings. The residue on the filter will contain all of the 
bismuth, zinc, etc., and the filtrate and washings will contain 
the small portion of the Mo that may have been contained in 
the ammonia precipitate of Bi, etc. Acidulate this filtrate with 
an excess of sulphuric acid, or about 40 c.c. of 1 : 1 of the acid. 
Heat to boil off the CX) 2 . Make slightly ammoniacal. Add 5 c.c. 
excess ammonia; filter; wash with ammonia wash thirty times 
and saturate with H 2 S as before in a slightly ammoniacal solution 
for one-half hour longer with H 2 S, giving a red coloration. Then 
add 16 c.c. H2SO4 (1:3) and continue to saturate for one-half 
hour longer with H 2 S when Mo will precipitate. 

Filter this last precipitate through a 15 cm. filter paper, 
using no pulp, and wash forty times with wash containing 
three drops HCl. Then filter the main precipitate of molyb- 
denum sulphide through the same paper and wash sixty times 
with H 2 S wash. The filtering of the small molybdenum pre- 
cipitate first, washing the filter thoroughly, and then following 
up with main molybdenum sulphide, eliminates the chance of 
error due to any sodium salts being retained in the paper or 
precipitate. 

Burn off combined sulphides in platinum crucible at the 
lowest red heat and weigh. Extract with ammonia (20 o.e. 
1 : *1) at low heat on graphite bath for one hour. Filter; waidi 
sixty times with NH 4 bH wash (1 : 1); bum off and weigh. 
The difference in first and second weights being the molyb^ 
add content plus any copper present. 

Hie presence of copper will be indicated by a blue color itt 
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the aniijy)iua filtrate. Any copper thus noted will be titrated 
with solution, calculated to oxide, and deducted from the 
molybdio acid content. The remainder should be the weight 
of the pure molybdio ficid content of the ore and can be cal- 
culated to M 0 S 2 by dividing by 0.0. 

The Determination of Molybdenum in Molybdenite Orb 
AND Molybdenum Oxide by Fusion 

Fuse 0.500 gram of the finely ground ore in a mixture of 
10 grams of sodium carbonate and 0.100 gram of potassium 
nitrate in a platinum crucible. Dissolve the fusion in distilled 
water. Filter out any insoluble matter; wash the water-insoluble 
substance with sodium carbonate water (5 grams dissolved in 
500 c.c. of water) about thirty times. 

Bum off the insoluble in the platinum crucible at the lowest 
red heat and fuse it again as before, using one-half as much of 
the fusion mixture. Dissolve out the fusion; filter; wash as 
before; combine the two filtrates and washings, or if the volumes 
of the latter are large treat them as follows, separately: Add 
2 grams of tartaric acid to the filtrates and washings and stir 
until the crystals are dissolved. Then make slightly acid with 
dilute H2SO4; and heat for one-half hour to drive off most of 
the CO2. Make slightly ammoniacal and add a few drops of 
m^hyl orange; add dilute sulphuric acid, a few drops at a time, 
until a pink colo/' appears. Now pass H 2 S through the faintly 
acid solution for a half hour. The solution will now be a deep 
blood red and not much molybdenum sulphide will be pre- 
cipitated. To precipitate the molybdenum now add 5 o.c. of 
1 : 3 H2SO4 and pass H2S for another half hour. This should 
completely precipitate the molybdenum as sulphide, unless the 
supernatant is still red, in that case add 1 or 2 c.c. more acid 
and again pass H 2 S. 

Filter off the molybdenum sulphide and wash it fifty times 
with H 2 S water. Ignite it at the lowest red heat after first 
smoking off the more volatile part of thQ filter paper. Continue 
the heating until the residue is white. Weigh it, and extract 
it with 1 : 1 ammonia until all but some flocculent matW is 
dissolved. Filter out the insoluble matter; wash it with ammonia 
wash; bum it off in the same porcelain crucible in the same 
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as the main molybdenum; weigh it; and deduct its weight horn 
the firet weight of the molybdenum trioxide. Calculate the loss 
of weight to M 0 S 2 by the factor 1.1111 or to metal by use of 
the factor 0 . 6666 . If the residue insolubA in ammonia is more 
than a milligram or two, transfer it to a platinum crucible and 
fuse it with twenty times its weight of sodium carbonate and 
put it through all of the foregoing method to recover any molyb- 
denum that may still be retained in this residue. That is, filter 
out the water-insoluble from this fusion; wash it with sodium 
carbonate wash; add a gram of citric acid to hold back the 
tungsten if any be present; make the filtrate and washings just 
pink with acid, using methyl orange to give the pink reaction; 
pass H 2 S to saturation; filter out any molybdenum sulphide; 
wash it; ignit-e it; weigh it; extract it with ammonia to guard 
against bismuth; call the loss of weight M 0 O 3 and add it to the 
first main loss of weight getting the total M 0 O 3 . Correct this 
total for CuO as already mentioned in the method by direct solu- 
tion in acids. (See page 164.) 

Manganese by Fusion in Ferro-molybdenum and 
Molybdenum Powder 

In case the metal, ferro or ore does not dissolve readily in 
the mixed acids, 0.5 gram of the finely powdered sample is 
oxidized at a low heat in a platinum crucible with continued 
stirring and then fused with 10 grams of sodium carbonate. 
Dissolve the melt in water in a casserole; remove the crucible 
and acidulate the leached fusion with 50 c.o. of 1 : 1 HCl; clean 
the crucible with some of the acid and add the cleanings to the 
main solution. Add also 20 c.c. of cone. H 2 SO 4 and evaporate 
to heavy fumes; cool; add 50 c.c. of water and 50 c.c. of 1.20 
nitric acid; boil five minutes; filter into a 250 c.c. volumetric flask; 
wash thirty times writh water and dilute the filtrate and washings 
to the 250 c.c. mark; mix well; pipette off 50 c.c. into a 10-inch 
test tube and finish the manganese as in steel by boiling with 
specially prepared lead peroxide. (See page 338.) 

^JBSE^IG m Febbo-molybdenum and Molybdenum Powdzb 

Wei^ 5 grams of the finely ground ore or metal into a 300 0 . 0 . 
ImkHst. Digest <m graphite bath with a mixture of 15 g.c. cone. 
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HNO3 10 c.c. of cono. H2SO4 until all action is over; remove 
the cover from the beaker and evaporate to heavy fum^; repeat 
this acid treatment until all sulphide or metal is dissolved or 
oxidized completely. ^ 

Cool; add 60 c.c. water; heat for one hour and filter; wash 
the filter about thirty times with water; make the filtrate and 
washings ammoniacal to precipitate the iron, Al, and As (at least 
twenty times as much iron as arsenic must be present, or a weighed 
amount of iron to that extent should be added). Filter after 
heating awhile. The filtrate and washings from the iron and 
arsenic will contain the bulk of the copper and Mo. Dissolve 
the iron off the filter with cold 1 : 1 HCl; wash the filter well 
with water; reprecipitate the Fe, As, etc., again as before with 
ammonia; filter and wash the filter. Repeat these operations 
at least four times to insure the complete removal of the Mo 
and Cu from the iron, arsenic and aluminium. Again, redissolve 
the iron and arsenic as before; wash the filter thoroughly. Evapo- 
rate the filtrate and washings containing the iron and arsenic 
to 100 C.C.; cool; add 200 c.c. of cone. HCl and precipitate 
the arsenic by passing H2S through this strongly acid solution 
for three hours in the cold to insure the arsenic precipitating as 
arsenic pentasulphide. Let the saturated solution settle over- 
night as small amounts of arsenic separate very slowly from 
strongly acid solutions. Filter the arsenic pentasulphide 
mixed with more or less free sulphur, on paper filter; wash 
thoroughly free ^’rom iron with H2S water containing a few 
drops of HCl. Purify the pentasulphide from the free sulphur 
as given in the determination of arsenic in tungsten ores. See 
page 111. Then weigh as AS2S5 as described. 

Copper. — The three or four ammoniacal filtrates from the 
arsenic, iron, aluminum precipitations are made acid with some 
cone, nitric acid and the copper is precipitated therefrom by 
potassium ferricyanide as in steel and let stand overnight to 
permit a thorough separation of the copper ferricyanide. The 
copper precipitate is then filtered off; washed with ferricyanide 
wash; the paper is burned off in a porcelain crucible; the ash 
is dissolved with 10 c.c. 1 : 1 HCl; fiitered; washed with water; 
the filtrate and washings are precipitated with H3S for an hour. 
Finish for copper as in steel by KCN titration. 
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DETERMINATION OF MOLYBDENUM IN THE PRESENCE OP 
ARSENIC 

No. 1, 30 mg. Fe; 10 mg. AsiOa; 19^ mg. MoOi added. 
Recovered .2000 gram MoOi. 

, No. 2, 30 mg. Fe; 20 mg. AsiOt; 1994 mg. MoOi added. 
Recovered . 1990 gram MoO|. 

No. 3, 30 mg. Fe; 30 mg. AsiOs; 1994 mg. MoOt added. 
Recovered . 2000 gram MoOi. 

No. 4, 30 mg. Fe; 40 mg. AssOa; 1994 mg. MoOi added. 
Recovered .2000 gram MoOi. 

No. 5, 30 mg. Fe; 50 mg. AsiOs; 1994 mg. MoOi added. 
Recovered . 1992 gram MoOi. 

No. 6, 30 mg. Fe; No arsenic,' 1994 mg. MoOa added. 
Recovered . 2006 gram MoOi. 


DETERMINATION OF MOLYBDENUM IN THE PRESENCE OP 
VANADIUM 

No. 1 contained 200 mg. MoOi, 30 mg. Fe, 50 mg. ViOi 

No. 2 contained 200 mg. MoOa, 30 mg. Fe, 150 mg. VsOi 

No. 3 contaiiieS 200 mg. MoOs, 30 rag. Fe, 100 mg. V|Oi 

No. 4 contained 200 mg. MoOi, 30 mg. Fe, no ViO* 

MoO] Recoveries 

No. 1, .2000 gram recovered .1995 gram added 
No. 2, . 1990 gram recovered . 1995 gram added 
No. 3, . 1995 gram recovered . 1995 gram added 
No. 4, . 1995 gram recovered . 1995 gram added 

The V2O5 range ran from an amount equal to 5 per cent up 
to 15 per cent on a gram sample and on the 15 per cent V2O5 
the recovery was as good. as on the sample containing no per- 
centage of V2O6. Some of the V2O5 was found in the filtrate 
when the molybdenum sulphide was filtered off and part of it 
was found in the residue from the ammonia extraction of the 
MoOs. 'Used 5 grams of tartaric acid in each precipitation of 
the sulphide and made the precipitation in an ammoniacal tolu- 
tion; completed the precipitation of the sulphide with addition 
of 20 o.c. 1 : 3 H2SO4. 

The carbon and manganese can be determined as in tungsten 
powder. 



168 MOLYBDENUM IN HIGH-SPEED STEELS, ETC. 


ANALYSIS FOUND 



Par Cent. 


Per Cent. 


( 1.84 

0.32 

0.086 

1.85 

Tungsten 

10.02 
42.66 
> 42.12 
0.14 

Manganese 

Phosphorus 

Molybdenum 

Iron 

Silicon 

Sulphur 




Analysis of Wulfenite Ore 

Weigh 1.0 to 1.5 grams of finely ground sample (200 mesh) 
that has been dried for one hour at 105° C. into porcelain casseroles 
(250 O.C. capacity). Add 50 c.c. HNOa (cone.) plus 50 c.c. HCl 
(cone.); heat for four hours at low heat; then remove covers 
and take to dryness. 

Lead. — Take up with 50 c.c. HCl (cone.), digesting with chlo- 
rate of sodium four hours, adding one-half gram chlorate ev^ry 
half hour. Remove from heat just after last addition of chlorate 
and filter hot solution through 11 cm. papers. Wash sixty times 
with HCl wash (1 : 20). If the solution is perfect the residue 
left on the paper will be silicic acid. The solution must not be 
too dilute and should contain active chlorine from the last 
chlorating and much free HCl to keep the lead from precipitating 
ais chloride. Burn the filter paper in a platinum crucible at the 
lowest possible hsat until white. Weigh. Evaporate with HF 
and a few drops of H 2 SO 4 to remove silica; ignite the dry residue 
to the lowest red heat and weigh again. The loss of weight is 
calculated to percentage of silica. 

Note if this residue is pure white. If it is yellow, tungsten 
may be present. Fuse residue with sodium carbonate (10 grams) 
and dissolve with HCl (1:1). Add this solution to first filtrate 
plus 20 c.c. H 2 SO 4 (cone.) and evaporate to fumes. Cool; add 
50 c.c. alcohol plus 150 c.c. water; stir and let settle overnight 
to precipitate lead sulphate. Filter same; wash sixty times 
with sulphuric acid wash (1 : 40) and evaporate filtrate to fumes 
again to obtain any lead still in solution. Filter out this remain- 
ing lead sulphate; wash as before. 

Combine both papers containing lead sulphate'; bum at low 
heat in weighed porcelain crucible; add three drops HNOg 
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(cone.) to oxidize any lead that has been reduced and ignite at 
low heat to drive off all excess nitric acid. Add three drops 
H2SO4 (cone.); ignite again at low heat to drive off all excess 
sulphuric acid and weigh; the final weight of the PbS04 multi- 
plied by factor 0.736 equals lead oxide content of ore. 

The filtrate from second lead precipitate is made slightly 
ammoniacal to precipitate all iron and aluminum present. Filter; 
wash forty times with NH4OH wash (1 : 10) and bum off paper 
in platinum crucible. Precipitate the main molybdenum in the 
filtrate from the iron and aluminum as in molybdenite ore. 
Fuse oxide of iron and aluminum in platinum crucible with 10 
grams sodium carbonate. Dissolve fusion in 160 c.c. water plus 
20 c.c. H2SO4 and boil off CO2. Make ammoniacal; filter off 
iron and aluminum and precipitate the remaining molybdenum 
that may have been carried out with the iron, etc., as in 
molybdenite ore. 

Molybdenum. — Combine the two molybdenum sulphide pre- 
cipitates obtained as described in the foregoing and finish for 
M0O3 as in molybdenite ore analysis. 

Carbon Dioxide. — Some wulfenites contain considerable lead 
carbonate. To determine the CO2, the powdered substance is 
placF4 in a carbon combustion furnace and ignited at a red 
heat for thirty minutes in a stream of oxygen, getting the CO2 
as in steel. (See analysis found in a sample of wulfenite No. 1, 
given below.) 

Sulphur can be gotten by the hot tube method (see page 122 ). 

Copper will be found with the M0O3 and gotten as a cor- 
rection as in molybdenite analysis. 



Wulfenite No. t. 

Wulfenite No. 2. 

Wulfenite No. 3. 

PbO 

Per Cent. 

70.27 

5.06 

Per Cent. 

69.26 

Per Cent. 
61.20 

3.12 

4.00 

1.05 

4.24 

18.81 

1.00 

0.68 

0.137 

SiO,. 

FeiOi 


AltOa . . ' 

4.66 

12.20 

7.82 

6.04 

OOi 

MoOi 

22.62 

VjOi 

CuO 



P, 
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RESULTS obtained BY THE METHOD ON KNOWN MIXTURES 


MoOi Added. 

MoOi Found. 

Lead Added. 

I.ead Found. 

Per Cent. 

0.0546 

0.1092 

0.2980 

Per dint. 

0.557 

0.108 

0.2966 

Per Cent. 

0.1009 

0.198 

0.299 

0.398 

Per Cent. 
0.102 

0.196 

0.300 



0.397 


Tungsten. In the foregoing scheme any tungsten present 
would be found with the lead sulphate. 



CHAPTER V 
Part IV 

DETERMINATION OP TIN, BISMUTH AND ARSENIC IN PLAIN 
AND ALLOY STEELS 

Dissolve 2 grams of drillings by heating them in a No. 5 
porcelain dish on the water bath. After action with HCl is 
over begin to further attack the steel, if it contains large quan- 
tities of chromium and tungsten, by additions of potassium 
chlorate, 0.500 gram at a time at intervals of thirty minutes 
until the insoluble residue is bright yellow if tungsten be present. 
Heat until all smell of chlorine is gone. The sample is usually 
well decomposed when the amount of chlorate added equals 
about 2 grams. Now add 50 c.c. of water; heat for a half 
hour; filter out the insoluble residue and wash the same free 
of iron test with dilute HCl. 

The filtrate and washings are made nearly neutral with 
ammonia and 20 c.c. of cinchonine solution ar^added, if the steel 
contains tungsten, to remove the last traces of the latter. The 
solution is allowed to stand overnight to make sure that all 
traces of tungsten are separated. The tungsten is then filtered 
out, and the filter is washed with cinchonine water as in the 
determination of tungsten. Any traces of tungsten remaining 
behind are very likely to contaminate the tin sulphide, obtained 
later. * (This cinchonine solution is made by dissolving 50 grams 
of the. latter alkaloid in 200 c.c. cone. HCl and 800 c.c. qf 
water.) ’ 

The filtrate and washings from the cinchonine precipitation 
are diluted to 400 c.c. and hydrogen sulphide is passed imtil the 
mixture of sulphur and sulphides settle well in the hot solution. ^ 
The sulphides are filtered off and washed with hydrogen sul* 
phide water until free of feiTous iron test to ferricyanide of 
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potassium, piis requires fifty washings. Two drops of 1:1 
HCl are put in 600 o.c. of this wash. 

Burn off the mixture of sulphides at a very low red heat in 
a weighed porcelain crucible. The residue in the crucible may 
contain small amounts of oxides of copper, molybdenum, bis- 
muth, iron and silicon besides the oxides of tin. The ojddes are 
heated at a red heat for a half hour after the paper is all burned 
away. The total weight of the oxides is obtained and then the 
oxides are extracted with 20 c.c. of cone, ammonia to remove 
the molybdenum. The residue insoluble in ammonia is filtered 
off; washed with ammonia water; burned off as before; and is 
then heated with 1 : 1 HCl to remove the small amount of iron, 
copper and bismuth that may be present. Again the residue 
insoluble in the HCl is filtered off; washed; and weighed. This 
weight represents the tin oxide together with a little silica. To 
remove the silica the residue, after being weighed free of the 
iron, bismuth and copper, is transferred to a platinum crucible, 
moistened with 5 drops of the cone. H 2 SO 4 and evaporated tO' 
dryness with 6 c.c.- of HFl to remove the silica. The crucible is 
then heated to redness again, cooled and weighed. The weight 
so obtained is calculated to metallic tin by multiplying by the 
factor 0,7876. A first-class steel will not show by this method 
much over 0.050 per cent Sn. The author has repeatedly had 
the method tested by adding known amounts of tin to alloy 
steels; and has recovered the amounts added within a fraction 
of a ralligram. Ik must be remembered, in this connection, that 
chloride of tin is volatile; for this reason the author never heats 
the samples much above the water bath temperature during the 
decomposition with hydrochloric acid and chlorate. 

In case it is desired to determine both tin and bismuth, it is 
better to separate these two elements, as given under the deter- 
mination of Bi and Sn in tungsten powder, when much tin and 
bismuth are present, page 95, by the use of yellow ammonium 
sulphide and fiowers of sulphur. 

Arsenic in Steel 

Dissolve the steel, 5 grams, exactly as for tungsten in high- 
speed steel (see page 171), using a mixture of. equal parts of 
cone. HNOj and HCl. Continue to attack the steel in this way 
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until the tungsten, if any be present, is a clear bright yellow. 
Evaporate to moist dryness, only, with additions of HCl until all 
of the cone, nitric acid has been removed. Finish the arsenio 
in the HCl solution as given in tungsten ores. Weigh the arsenio 
as AS2S5. 



::hapter vi' 

Part I 

ANALYSIS OF FERRO-CHROME, CHROME ORE AND 
CARBONLESS CHROME ^ 

Ferro-chrome and carbonless chrome usually dissolve 
completely in 1 : 3 sulphuric acid. The ferro should be ground 
as fine as possible. Carbonless chrome dissolves readily with- 
out grinding to any especial degree. 

When a residue of a gritty or metallic nature remains after 
digestion with the dilute acid, it is filtered out, washed twenty 
times with 1 : 10 sulphuric acid, roasted, fused with twenty 
times its weight of sodium carbonate plus a fifth of its weight of 
potassium nitrate. The fusion is dissolved in water in a platinum 
dish, or porcelain one, and then poured into the main solution. 

* Dissolve from 0.3 to 0,4 gram of sample in 30 c.c. 1 : 3 sul- 
phuric acid as described, fusing the residue if there be any. Add 
60 c.c. 1.20 nitric acid, and treat exactly as stated for determina- 
tion of vanadium in ferro-vanadium until the filtering through 
asbestos or a porous crucible to remove the excess of manganese 
oxide has been accomplished. To the cold filtrate add from 1 
to 2 c.c. of the ferricyanide indicator. Add also 50 c.c. of 1 : 3 
sulphuric acid. Titrate at once with a standard solution of ferrous 
ammonium sulphate of double the strength of that used for 
vanadium work. When 3 drops of this standard produce a 
darkening of the green to a blue, after the entire disappewance 
of all red or yellow tints, the end-point is reached. 

Standardization and Calculationa . — Dissolve 39.163 grams of 
ferrous ammonium sulphate in water; add 50 e.c. of 1 : 3 sul-^ 
phurio acid; and dilute .to 1 liter for standard. To standardize 
the ferrous ammonium sulphate weigh into a 5 ounce beaker 
0.500 gram of recrystallized c.p. potassium dichromate. Dis- 

* Uae from 0.2 to 0.25 gram if Cr in the ferro is over 50 per cent Or. 
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solve these crystals in a small Quantity of water. Add to the 
water solution sulphurous acid until the chromate is entirely 
reduced to a dark green and smells distinctly of SO 2 . Then 
transfer this green solution to a 600 c.c.* beaker containing about 
as much steel, free from chromium, as there is supposed to be 
iron in the ferro-chromium. For example, if the ferro is sup* 
posed to contain 60 oer cent chromium, use 0.160 gram of steel. 
The steel is dissolved in 30 o.c. 1 : 3 sulphuric acid before the 
reduced chromium solution is added to it. Put this standardizing 
mixture through all*of the analytical operations given for the actual 
analysis of the ferro-chromium, including the addition of the nitric 
acid. 


Calculations 

The ferrous ammonium sulphate used by the 0.500 gram K 2 Cri 07 is, for 
example, 102.6 c.c. The percentage of chromium in the dichromate is 35.35. 
Therefore 0.500 X35.354-102.6 0.001724, or 1 c.c. of the ferrous ammonium 
sulphate solution equals 0.001724 gram of chromium. 

A check standardization using 0.600 gram of KtCriOr gave 1 c.c. equals 
0.001713. The average value is 0.001718. Suppose 0.300 gram of a ferro- 
chromium required 99.9 c.c. of the sulphate standard: 99.9 X0.001718 +0,3- 
0.5721,' or 67.21 per cent chromium. 


Carbon 

The total carbon can be obtained quickly by the means of some 
oxidizing flux in a stream of oxygen. Direct combustions with 
oxygen alone are very incomplete, at least with temperatures 
of 950° C. and under. Decarbonize 1 gram of 60-mesh sample, 
or finer, with 4 grams of red lead, either in the gas or electrically 
heated furnaces. 


Sulphur and Silicon 

Fuse 1 gram of the finely powdered alloy in an iron crucible 
with a 4nixture of 10 grams of Na202 and 5 grams of NazCOg for 
two or three minutes in the manner described under ferro-titanhim. 
(Sea page 57.) Hold the crucible in tbe flame with a pair of toi^ 
giving it a moderate rotary motion during the three minutes of 
quiet fusion. 

When the melt is cold, place the crucible on its side in . a 
porcelain dish or casserole. Cover it with water; warm it as 
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little ae possible to prevent attacking the glaze of the dish. 
When the solution is complete, remove the crucible, rinse off its 
sides into the dish, and rpb off and wash into the dish any oxides 
adhering to its inner wa^. 

Add an ekcess of HCl; evaporate dry; take up in water 
and HCl, heating until all but the silica is in solution; cool; 
filter out the silica, mixing in some ashless filter pulp |)o aid 
filtering and washing; wash free of iron test; smoke off the 
filter from the silica in a platinmn crucible and then raise the 
heat gradually and finally blast to a constant weight. Call this 
(A). Evaporate the filtrate and washings from the main silica 
again to dryness to get out the last traces of silica; take up with 
water and HCl as before; filter out the small amount of silica; 
wash it free of iron test with 1 : 40 HCl; and bum it to an ash 
in the same crucible with (A). The total ash in (A) will now ’ 
contain the total silica. Ignite it to a constant weight ; evaporate 
it to fumes with 15 c.c. of HF and 3 c.c. of 1 ; 3 H2SO4. Raise j 
the heat gradually to a dull red; cool; do not blast; cool and 
weigh. The loss of weight of (A) multiplied by 49.63 and 
divided by the weight taken will give the total per cent of silicon 
in the sample. Deduct the blank before making the calculation. 
Also if the silicon is high, being several per cents, it should be 
again evaporated. This time with 7 c.c. of HF and 20 drops 
of 1 : 3 H2SO4; ignite to a dull red and weigh again to make 
sure all of the silic^^ has been driven off. The residue from this 
second evaporation is fused with twenty times its weight of 
Na 2 C 03 mixed with the equal of its weight of niter. Heat 
slowly to a bright red and keep at this heat for twenty minutes. 
Dissolve the fusion out in water in a platinum or porcelain dish. 
Add 1 : 1 HCl to dissolve the fusion if a porcelain dish is used, 
as the hot alkaline solution will attack the glaze of the dish. 
Cl^n the crucible with a little acid; add these cleanings to the 
solution of the fusion; add an excess of HCl; heat until all is in 
solution; and add the entire fusion to main filtrate and washings 
fipm the second evaporation made to get out the last traces of' 
silicon. This total solution will now contain all of the Cr, Mn^ 
S, Al, P, Cu, Ni and V and can be analyzed for these elements 
by nearly the same methods as given for ferro-titanium by fusion. 
However, it is better to get the phosphorus and sulphur only 
from this solution, 
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Sttlphur and Phosphorus 

Add a slight excess of ammonia to^the solution last men- 
tioned; heat; filter out hydroxides of iron, etc., using two 
funnels and 15 cm. filter papers as the precipitate will be of large 
bulk. Wash with water; acidulate the filtrate and washings 
with HCl; add 10 c.c. excess of 1 : 1 HCl; volume at this stage 
should be not much over 400 c.c. Too much free HCl prevents 
the complete precipitation of BaS 04 ; on the other hand if the 
solution is too nearly neutral the BaS 04 forms in a state of 
extremely fine division, settles very poorly, and has a decided 
tendency to run through the filter paper. 

Now add. to the hot solution 50 c.c. of a saturated solution 
of BaS04 diluted with 100* c.c. of water; stir thoroughly and let 
settle overnight. Finish the sulphur as in steel by the gravi- 
metric method. The hydroxides of iron, chromium, etc., on the 
two filter papers contain all of the phosphorus. Dissolve them 
off the filter papers as far as possible with hot 1 : 1 HCl; Wash 
the papers thoroughly with water. Burn them to an ash; fuse 
the ash with twenty times its weight of Na 2 C 08 mixed with opce 
its weight of KNO3. Dissolve out the melt in HCl and add it 
to the main solution of the hydroxides. Then evaporate the 
latter to 15 c.c.; add 75 c.c. of cone. HNO3; heat with the cover 
on until all action is over; evaporate to 15 c.c. again; repeat the 
evaporation with cone, nitric, using 50 c.c. ♦ 

Wash the nitric solution of the hydroxides into a 126 0 . 0 . 
beaker and evaporate to 26 c.c. Add 20 c.c. of cone, nitric acid; 
heat to boiling; remove from the fire and add, at once, 50 c.o. 
of the faintly ammoniacal solution of ammonium molybdate. 
Stir rapidly for two or three minutes; filter off the phospho- 
molybdate as soon as it has settled. Finish as for phosphorus 
as in steel. 

Chromium 

Instead of running all of the nitric acid solution of the iron 
and chromium for phosphorus, it can be divided into two equal 
parts. One part can be finished for phosphorus and the other half 
can be diluted to 300 c.c., boiled with KMn 04 and finished by 
titrPtion with; ferrous ammonium sulphate ^ already described 
for chromium. 
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The schenae described on pages 47-48 for the analysis of ferro- 
titanium calls for the transfer' of the solution containing the 
total Or, Mn, S, Al, P, Cu, Ni, etc., to a liter flask; dilute to 
the mark; mix well; Repeatedly inverting the stoppered flask. 
^ to 100 c.c. of this solution are measured off into evaporating 
dishes. 


Manganese 

To this 50 and 100 c.c. are then added 10 c.c. of 1 : 1 HCl and 
then a slight excess of a thick cream of zinc oxide and water 
to remove the chromium. Chromium interferes seriously with 
the determination of manganese by lead peroxide method. Filter 
off the precipitate, consisting of hydroxides of iron and chromium; 
wash them thoroughly with water.* Add to the filtrate and 
washings about 15 c.c. of 1 : 3 H 2 SO 4 and evaporate to thick 
fumes to remove the HCl. 

Add 10 c.c. of water and heat until all sulphate is dissolved; 
transfer the solution to a 10 X 1 inch test tube; add 10 c.c. of cone. 
HNO3 and finish by boiling with brown lead peroxide; titrate 
for manganese as in steel with standard sodium arsenite solution. 
If the manganese is higher than 2 per cent, the sulphate solution 
should be finished with a larger amount of nitric acid; boiled 
with more brown lead; and titrated with ferrous ammonium 
sulphate as described on page 345 for per cents up to 16 per 
cent Mn. ' 


Iron, Aluminum and Manganese bt Solution in HF and 
H2SO4 

Dissolve 1 gram of the finely powdered alloy in the same way 
as described for ferro-titanium, in a covered platinum dish in 
10 c.c. of HF; warm in a good draught; remove from the heat; 
add a few drops of cone, nitric acid; when action is over, continue 
to add the HNOs until a total of 5 c.c. has been used; remove 
the lid; wash the under side of the cover into the dish; add 
10 c.c. of cone. H 2 SO 4 ; evaporate to slightest fumes only (difference 
from titanium procedure). If a solution containing chromium 
is evaporated to thick fumes of SOs, the chromium becomes vety 
insoluble. 
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The sulphate of iron (chromium, Al, Mn, etc.) is again gotten 
into solution by heating it with water and H2SO4. It is again 
evaporated to slight fumes to insure the complete removal of 
the chlorides. The sulphates are again dissolved by heating with 
water; the whole is transferred to a liter flask; and diluted 
to the niark; mixed well by repeatedly inverting the flask. The 
500 o.c. portion taken for the Al, Fe is evaporated to 300 c.q# 
and peroxidized in a beaker by adding Na 202 until slight alka- 
linity is obtained to litmus paper; 5 grams excess peroxide and 
5 grams of Na 2 C 03 are added and the whole is brought to a boil 
for a few seconds only. The volume at this stage should be about 
600 c.G. The iron hydroxide, which still may contain con- 
siderable Cr and Al, is Altered off and washed with carbonate 
water (5 grams dissolved in 500 c.c. of water). The yellow 
filtrate and washings will contain most of the Al and Cr. The 
iron hydroxide is dissolved off the filter with hot 1 : 1 HCl. 
The filter paper is washed thoroughly with 1 : 40 HCl until free 
of iron test. The filter paper is saved. 

The filtrate and bashings are again peroxidized as before; 
the iron hydroxide filtered off and washed. If the filtrate and 
washings are still yellow, the iron hydroxide must be again dis- 
solved off as before, the filter washed free of iron and saved. 
The filtrate must be again peroxidized and so on until an alkaline 
filtrate and washings are obtained free of yellow and on neu- 
tralizing to turmeric paper gives only a slight cloud of Al hydroxide 
or none at all. Where much Cr or Al or both, are present this 
may require at least three peroxidations. 

The filter papers from which the iron hydroxide is dissolved 
off prior to each peroxidation, are saved, as stated, and burned 
to an ash at a low heat; weighed. The ash (which may be 
partly fused already from the small amount of carbonate remain- 
ing in it from the washing), is fused with twenty times its weight 
of Na 2 C 03 and twice its weight of niter for fifteen minutes at a 
bright red heat; the melt is dissolved out with water; filtered; 
washed with carbonate water; the filtrate and washings are 
added to the yellow filtrates from the peroxidations of the iron. 
However, if this filtrate and washings from the fusion of the ash 
shows green tints, it contains sodium manganate which must 
,be removed by heating in the filtrate and washings, a few drops 
of alcohol. The Mn will settle out as a brown precipitate 
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which is filtered out and washed with carbonate water. This 
operation should be done before the solution of the fused ash 
is filtered in the first place. 

The residue on the (filter from the solution of the fused ash 
is added to the main iron hydroxide which is left on the filter 
after the last peroxidation to remove the last traces of the A1 
and Cr. This iron hydroxide (which is now free of A1 and Cr), 
together with the small residue obtained from the fusion of the 
several filter paper ashes after the warming of the water solution 
of the fusion with alcohol, will contain the total iron and 
manganese in the one-half gram portion of the alloy. 

Iron and Manganese. — The last-mentioned chromium-free 
iron and the small residue of iron and manganese on the filter 
from jbhe water and alcohol solution of the fused filter ash can 
now be dissolved off the respective filters with hot 1 : 1 HCl 
as far as possible. To make sure of dissolving all of the manga- 
nese treat the filter paj)ers further with some sulphurous acid 
water which is most effective in dissolving manganese. Then wash 
thoroughly with 1 : 40 HCl and dilute sulphurous acid water. 
The filtrate and washings are then evaporated to thick fumes 
with 40 c.c. of 1 : 3 H2SO4. Cool; heat with water and 10 c.o. 
more of H2SO4 until all sulphates are dissolved; cool; transfer 
to a 600 c.c. volumetric flask; dilute to the mark; mix well; 
take one-half and put through the reductor for iron, as in iron 
ore, and finish the other part in 50 and 100 c.c. portions for 
manganese as in' steel, proceeding according to whether the 
1l| manganese is over or under 2 per cent Mn. 

Aluminum. — As just described, the 500 c.c. of the iron- 
chromium aluminum solution are peroxidized until a filtrate 
and washings are obtained that are free from yellow tint and 
do not give even a slight cloudiness when made just neutral to 
turmeric paper and still slightly acid to litmus paper. 

The several alkaline filtrates and washings together with the 
Mnall filtrate from the water solution of the sodium carbonate 
fusion of the filter ashes (the water solution in which the few 
drops of alcohol were heated to precipitate any manganate) 
will contain all of the Cr and A1 and V (if any b present) in 
one^half gram of the alloy. ^ 

These filtrates and the small alcoholic filtrate are each in 
turn neutralized to turmeric with tiCi as fast aa they are obtained 
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to note the amount of A1 being separated at each peroxidation. 
In this way one can tell whether it is necessary to make another 
peroxidation or not. 

The precipitates of Al hydroxide Obtained from the neu- 
tralization of these filtrates and washings are combined on one 
15 cm. filter, after mixing in with them some ashless filter paper 
pulp to aid the filtration and washing. Filter on a double filt8f 
paper. Wash with ammonium nitrate water (5 grams of the 
salt dissolved in 500 c.c. of water). The washed Al will contain 
too much occluded salts for ignition and weighing, therefore it 
is dissolved off the filter with hot 1 : 1 HCl, pouring the latter 
back and forth over the paper and pulp several times, stirring 
up and upsetting the latter to make sure that the acid gets to 
all parts of it. The paper and pulp is then washed with 1 : 40 
HCl and then with water, stirring and upsetting the pulp fre- 
quently and permitting each washing to drain off thoroughly 
before another one is applied. 

This filter paper and pulp is saved to bum with the repre- 
cipitated Al. The Al can now be precipitated from the hot 
filtrate and washings free of occluded salts with slight excess of 
ammonia. It is boiled two or three minutes, filtered off and 
washed as before. It is smoked off in a platinum crucible in 
which the previous filter paper and pulp (from the crude Al 
solution) has been burned. The carbon-free ash is blasted to a 
constant weight and weighed as AI2O3 plus a little Cr203 plus 
a little Si02 plus a little P2O6 if any of tfie latter be in th^ 
reagents. ^ 

The AI2O3, etc., after blasting and weighing, is evAporated 
with 7 c.c. of HF and 4 c.c. of 1 : 3 H2SO4; ignited and weighed 
again as AI2O3 plus a little Cr203 plus what little P2O6 is gathered 
from the reagents. To correct for the two latter impurities fuse 
the ^1203, etc., with twenty times its weight of Na203 plus the 
equal of its weight of niter at a bright red heat for thirty minutes. 
Dissolve the fusion out in water. Transfer it to a porcelain 
dish; acidulate it with HCl; heat with the cover on until most 
of the CO2 is gone and all is in clear solution; cool; transfer to a 
500 c.c. volumetric flask; dilute to the mark; mix well; tidse 

c.c. and evaporate it twice to slight fumes with 1 : 3 H2SO4; 
cool it; add water; heat until all is dissolved and finish for Or 
as jn steel;> calculate the Cr so found to Cr203 by use of the factor 
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1.4615. Deduct the milligrams of Cr 208 so found from the 
AI2O3, etc. The remaining 250 c.c. are converted to nitrates 
by evaporating twice to 10 to 15 c.c. with 75 c.c. of cone, nitric 
acid; transfer to a 150 c.c. beaker. Finish for phosphorus as in 
steel; multiply the milligrams so found to P 2 O 5 by u^e of the 
factor 2.2886. Deduct the P 2 O 6 obtained from the AI 2 O 3 , etc., 
Remaining after Cr 203 was deducted. The AI 2 O 3 having been 
freed of Si 02 by the HF and corrected for Cr 203 and P 2 OS, the 
remainder of weight is now calculated to A1 by use of the factor 
0.53033. This product multiplied by 100 and divided by 0.500 
will give the percentage of A1 in the alloy. 

Iron and Chromium (Second) 

Iron. — The other 500 c.c. portion of the original liter solution 
of the 1 gram of the alloy by HF and H2SO4 and HNO3 can be 
divided into two parts— 250 c.c. (equal to 0.250 gram of the 
sample), and put through the reductor and titrated for iron, as 
Cr does not interfere with this titration with standard KMn 04 
except the color effect it may have on the pink end-point.. 

Chromium. — 200 c.c. of the liter solution (equal to 0.200 gram 
of the sample) can be boiled with an excess of KMn 04 ; filtered; 
and the filtrate finished for Cr by titration with standard ferrous 
ammonium sulphate, back titrating to a slight pink with standard 
KMn 04 as described on page 17. Or by use of potassium 
ferricyanide as an internal indicator it can be titrated to a blue 
end-point with standard ferrous ammonium sulphate, alone, 
for Cr.' 

The total Cr can also be obtained by combining all of the yellow 
filtrates from the A1 hydroxides precipitated by neutralizing the 
alkaline filtrates obtained when the A1 is separated from the 
iron, etc., by peroxidation. Add to the Cr so found the small 
amount found in the final AI2O3. 

Method for Soluble Ferro-chromium and Metallic Chro- 
mium. — Low silicon ferro-chromium and metallic chromium are 
of this type. The method answers well for Fe, Mn, Cr, Al, 
Ni, Cu and Si, but not for P or As. 

Method . — Dissolve 1 gram of the finely powdered alloy as 
far as possible in 40 c.c. of 1 : 3 sulphuric acid. Evaporate to 
slight fumes of SO3. Kedissolve in water and a little mpre 



Ou AND Ni IN 




H 2 SO 4 , heating until all sulphate of iron is in solution; filter 
out the silica; wash it with 1 : 40 H 2 SO 4 ; then with water; 
evaporate the filtrate and washings again to slight fumes, only. 
If taken to heavy fumes, the anhydrous* chromium sulphate 
formed is very insoluble. Take up again as before, filtering out 
the silica that may not have been separated by the first evap- 
oration. Wash free of iron as in the first evaporation. Burn 
the silicious residues from the two evaporations together; ignite 
and weigh; evaporate with 15 c.c. of HF plus 10 drops of H 2 SO 4 ; 
ignite again as before. The loss of weight equals the Si02, 
which, multiplied by 46.96, gives the Si. 

The residue in the crucible after the HF evaporation and 
weighing is fused with twenty times its weight of Na 2 C 03 and 
the equal of its weight of niter; the melt is dissolved out in 
water; the crucible is cleaned by wanning in it a little 1 : 1 
H2SO4; the water solution is acidulated with H2SO4; heated 
until all is dissolved and added together with the cleanings of 
the crucible to the main filtrate from the last evaporation to 
remove the last of the silica. 

The filtrate and washings now contain all of the Cr, Mn, 
Fe, Al, Cu, Ni, and V in the alloy, and these elements are deter- 
mined exactly in the same manner as described when the alloy 
is dissolved in HF plus HNO3 plus H2SO4. 

Copper and Nickel 

Get 1 to 5 grams of the sample into solution by the HF — 
HNO3 — H2SO4 method or by the method for soluble ferro- 
chrome; saturate the sulphate solution with H 2 S; filter out the 
copper sulphide; wash it with slightly acidulated H 2 S water; 
finish the copper as in steel. The filtrate and washings from 
the copper are evaporated to slight fumes, adding a few crystals 
of KClOa before the evaporation becomes too concentrated. 
(Chlorate explodes if heated with concentrated sulphuric acid.) 
The oxidized sulphate solution can then be finished by precip- 
itating the nickel out with dimethyl, keeping the Cr and Fe from 
precipitating by use of citric acid. See method for steel. When 
the sample is gotten into solution by the method for soluble 
ferro-chrome and metallic chrome, the H 2 S sliould not be passed 
until the residue from the HF evaporation is fused, dissolved, 
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and put baek into the main filtrate from the silica as this residue 
may contain an appreciable amount of the copper. 

Blanks and Chech Mixtures , — ^The operator should without 
fail run blanks when making any of the determinations described 
under the Analysis of Ferro-Chromium^ The iron can be added 
in the form of a steel of a known iron content or a standard 
iron ore. The chromium can be added as recrystallized potas- 
sium diohromate; the copper as metallic copper; the nickel as 
the double sulphate of nickel and anmonium; and the A1 as 
metallic Al. As the latter is very slightly soluble in H2SO4, it 
can be first dissolved in HCl; converted to sulphate by fuming 
it with H2SO4 and then added to the solution of the mixture 
before evaporating it to dryness to get the silicon blank. 

Sulphur bt Evolution in a Stream of Hydrogen Saturated 
WITH HCl; AT A Temperature op about 950° C. 

Place 0.500 gram of the finely powdered sample in a tapered 
clay combustion tube; fill the cold tube with the H; turn on 
the electric current; raise the heat gradually to 950° C.; con- 
tinue to pass the acid hydrogen, catching the H 2 S formed in a 
10X1 inch test tube filled three-fourths full of ammoniacal 
cadmium chloride solution. Change absorbing solution every 
forty-five minutes until a tube is obtained that shows no cadmium 
sulphide. Finish by titrating with iodine standard as in steel. 

Chromium in Chrome Orb 

Fuse 0.6 gram with 8 grams of sodium peroxide in a 45 c.c. 
porcelain crucible. Keep the fusion molten for five minutes. 
Three or four melts can be made of chrome ore in a porcelain 
crucible before the peroxide cuts through. 

Place the crucible in a 375 o.c. casserole. Cover with a watch 
glass. Stand the crucible in the bottom of the casserole. Allow 
water to flow slowly down the under side of the watch glass and 
drop into the open crucible. The melt promptly boils up and 
dissolves in a few moments. Remove the crucible. Boil the 
water solution, without filtering, for one-half hour to remove 
all hydrogen peroxide. The excess of peroxide would reduce 
some of the chromic acid, if allowed to remain, just as soon as 



FUSION OF CHROME ORE AND FERRO-CHROME ^85 

the fusion is acidulated with the sulphuric acid. Add 50 o.o. 
excess of 1 : 3 sulphuric acid. 

Add 3 c.c. of the ferricyanide indicator to the cold sulphuric 
acid solution and titrate it as in ferro-Jhrome, using the same 
standard. Standardize by fusing 0.340 gram of potassium 
dichromate in 8 grams of peroxide in a porcelain crucible, and 
complete the operation as in actual analysis. Multiply the number 
of milligrams of metallic chromium found by 152 and divide 
by 104 to obtain the milligrams of chromium oxide in the ore, or 

CrX^=Cr203. 

As the samples of ferro-chromium and chrome ore are likely 
to vary somewhat, especially in the case of ferro-chromium, 
several determinations should be made of the same sample and 
the results averaged. 

Porcelain crucibles are not suitable for fusion of metals with 
sodium peroxide, as great heat is generated, causing the crucible 
to crack. This is nof the case in chrome ore. 

Insoluble Ferro-chromium 

Ferro-chrome that is not attacked by acids can be conven- 
iently assayed for chromium as given for chrome ore, but as 
the porcelain crucible usually cracks during the cooling a new 
crucible is needed for each fusion.* 

Weigh 0.500 f gram of the finely ground ferro and fuse it 
with 8 grams of sodium peroxide. 

The Determination of Chromium in Ferro-chromium 
BY Fusion in an Iron Crucible 

Fuse 0.200 gram of the ferro if the chromium is about 65 to 
70 per cent in chromium content, or a proportionately larger 
weight if the chromium content is lower, in a 70 c.c. iron crucible 

*Iron erucibles are preferable for this work. Use a 65 e.o. crucible. 
Keeping die lid on, graqi the body of the crucible with the forcepe; hold it m 
the of a Bunsen burner until molten. Then give the cpicible a slight 
rotary motion for a period of three or four minutes, or until the entire mass 
is in a state of homogeneous fusion. 

\ Vtom 0.2 to 0.25 gram if Cr in the ferro exceeds 50 per cent Cr. 
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with 8 grams of sodium peroxide. In making the fusion the 
crucible is held in a pair of tongs and given a moderate swirling 
motion in the flame of an ordinary Bunsen blast burner. In 
two minutes the melt should be liquid and after two more minutes 
the fusion should be perfect. During the fusing it is wise to 
place the burner in an enameled ware pan as, in case the flux 
cuts through the crucible, the drops of the red-hot flux will be 
caught in the pan, instead of being spread far and wide. After 
cooling the crucible is placed in a 600 c.c. casserole; a lid is 
placed on the latter and the fusion is dissolved in 150 c.c. of 
water, which is allowed to flow very slowly down under the 
watch glass into the open crucible. The water solution of the 
fusion is boiled for a half hour to remove all hydrogen peroxide; 
the crucible is removed from the casserole; 160 c.c. of 1 : 3 sul- 
phuric acid are added; and the solution is heated for ten minut^. 
The iron scales are filtered out on an asbestos plug (see page 208) 
and the plug is washed with water thoroughly; the filtrate and 
washings are diluted to 400 c.c. with distilled water; 3 c.c. of 
indicator are added (6 grams of potassium ferricyanide dis- 
solved in 120 c.c. of water) and the solution is titrated to the 
first distinct blue with the same standard as given on page 174. 

Chrome Ore.— Chrome can also be analyzed as above for 
chromium, taking 0.500 gram for the analysis; but for the most 
accurate work the author prefers the method given on page 184, 
as the fusion in porcelain dissolves in the sulphuric in the most 
satisfying way, bemg as clear as a filtered solution except for a 
few scattering pure white flakes of floating silicic acid. The 
fusion in porcelain is also desirable for iron determination as 
the sulphuric acid solution can be reduced at once without sepa- 
rating the chromium and titrated for iron with the standard 
permanganate solution (see page 443). 

Standardization.— For either of the above methods fuse 
0.400 or 0.450 gram of recrystallized potassium dichroifiate in 
8 grams of the sodium peroxide and put the same through all 
of the above operations and titrate the resulting solutions with 
the permanganate solution to be standardized, calculating the 
chromium value of the standard in the same manner as given 
on page 174. 



CHAPTER VI 


Part II 

THE ANALYSIS OF CHROME CEMENT 

Ignition Loss, — Heat 1 gram of sample for a half hour in a 
weighed platinum crucible at a bright heat and weigh the cru- 
cible and its contents again and note the loss of weight. Return 
the crucible to the flame and heat at ten-minute intervals until 
the loss for ten minutes heating no longer exceeds 0.0002 gram. 
The total loss of weight is calculated to percentage as the ignition 
loss. 

Silicay Iron and Aluminum Oxides. — Fuse 0.5 gram of sample 
with^l 5 grams of potassium acid sulphate (KHSO4) in large 
platinum crucible, in the manner described on page 56 , until a 
clear solution is obtained. Cool; dissolve in water and hydro- 
chloric acid. Boil; filter oil the silica; wash it; finish it as 
usual getting the loss of weight with HF and a few drops of 
cone. H2S04* The residue remaining in the^ crucible after this 
evaporation and ignition is fused with 4 grams of KHSO4. 
Dissolve it as in the main fusion, adding the solution to the 
main filtrate from the silica. This filtrate contains all of the 
iron and aluminum. The aluminum is separated from the iron 
by peroxidation with sodium peroxide until a filtrate is obtained 
that does not show any more precipitate with the HCl than a 
blank determination. (See page 178 .) The iron on the filter 
from the last filtration together with any that may be adhering 
to the' walls of the peroxidation flask is dissolved in HCl and 
finished by reduction with stannous chloride as in iron <ne. 
The iron found is calculated to FeO. The aluminum is purified 
from oeduded salts by redissolving it in HCl and reprecipitat^ 
it with a dight excess of ammonia. Before filtering off the 
aluminum it should be boiled for some minutes. It is washed 
wi^ ammonium nitrate wash, ignited, blasted, cooled and 
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weighed as Al^g plus a little silica which is removed by evap- 
oration with some HF plus 10 drops of cone. H2SO4. Deduct 
blanks. 

Chromic Oxide , — Fuse 0.3 or 0.4 gram of the sample in 8 
grams of sodium peroxide in an iron crucible and finish as in 
chrome ore. (See page 184.) 


RESULTS 



Per Cent. 


Per Cent. 

Ignition loss 

2.34 

Silica 

3.21 

40.80 

Iron monoxide (FeO) . . . 
Alumina 

30.00 

23.20 

Chromic oxide (CrjOi). . 


Note.-— Sodium carbonate fuaions are not successful as a method of 
decomposing the above cement. 


CHAPTER VII 


Part I 

THE DETBRMmATION OF LARGE AND SMALL PER CENTS OF 
ALUMINUM AND ZIRCONIUM BY FIRST REMOVINO THE 
BULK OF THE IRON WITH AMMONIA 

Aluminum in Plain Steel 

Dissolve on a low flame 5 or 10 grams of steel in 50 c.o. 1 : 3 
H 2 SO 4 diluted with 50 c.c. of water. After action is over filter 
off the insoluble residue which is mainly carbon and carbides, 
wash it twenty-five times with dilute H 2 SO 4 wash. Call this 
filtrate and washings (A). The insoluble residue may contain 
Al, so it must be ashed in a platinum crucible at a low heat; 
cooled; 6 c.c. of HF plus 6 c.c. of 1 : 3 sulphuric acid added; 
evaporated to thick fumes of SO 3 ; cooled; a little water added; 
heated to dissolve the sulphates and the clear solution is added 
to (A). Then dilute (A) to 250 c.c. volume with water and add 
slowly 1 : 1 ammonia with constant stirring until the reddish 
precipitate changes to a blackish color. AU the aluminum is pre^ 
dpitated with hut 3 or 4 per cent of the iron* Filter aluminum 
plus a little iron off at once; redissolve it in 50 c.c. hot 1 : 1 
HCl, pouring the acid back and forth until all the iron and alu- 
minum are in solution. Wash the filter paper about forty times 
with dilute HCl water. Peroxidize the filtrate with sodium 
peroxide until the solution changes red litmus paper to a blue. 
Add about 5 grams of sodium carbonate; bring it to a boil and 
filter «off the iron. Wash the precipitate about thirty times 
with water. 

If the pulp mixed with the precipitate is washed thoroughly 
no m<H:e aluminum will be left with the iron, otherwise it is neces- 
sary to redissolve the iron in hot 1 : 1 HCl and make another 
peroxidation. To the filtrates add 1 : 1 HCl with constant 
stirring until turmeric paper does not change even to faintest 
brown when dij^ied into the solution, but red litmus paper turns 

189 



190 


DETEHMIKATION OF Ai AKD 2r tVt 9TEEL 


slightly blue when dipped into it. Aluminum is precipitated, at 
this stage. After a few hours, especially when al uminu m per 
cent is low, filter ofif the precipitate and wash it about forty 
times widi ammonimn ^litrate, to remove the salts as far as 
possible. To free the aluminum from all sodium salts the alu- 
minum is redissolved in 50 c.c. hot 1 : 1 HCl. Wash filter forty 
times with dilute HCl wash. (Wash the filter paper free of 
chloride with water and save it to bum with the main final pre- 
cipitate, as aluminum is liable to remain in the filter.) 

Precipitate the aluminum by adding 1 : 1 ammonia to the 
filtrate until faintly ammoniacal. Bring it to a boil and filter 
off the aluminum hydroxide. Wash it free of chloride with 
ammonium nitrate. Bum off in a weighed platinum crucible 
and blast it to a constant weight. Weigh it as AI 2 O 3 plus Si02. 
Remove the silica by evaporation with a few drops of 1 : 1 H 2 SO 4 
and 10 c.c. of HF. The remainder is AI 2 O 3 . Multiply by 
53.033 to calculate to percentage of aluminum. 


ALUMINUM RECOVERIES FROM STEEL 


Weifht of 
Stoel Taken. 

Aluminum 

Added. 

Aluminum 

Found. 

Weight of 
Steel Taken. 

Aluminum 

Added. 

Aluminum 

Found. 

15 grams 
10 

5 

.010 gram 
.020 
.0.50 

.0102 gram 

.0199 

.0508 

5 grams 

5 

.030 gram 
.100 

!030 gram 
.1005 


Same weights of steel without any aluminum added were put 
through all of the foregoing operations and the blanks found 
were deducted from the above five samples. All filter papers 
from which any precipitates are dissolved off with acid must 
be washed free of iron and ashed. The ash is always liable 
to contain some Al. . This ash is fused with twenty times its 
weight of sodium carbonate at a bright red heat; the melt is 
dissolved out in 1 : 1 HCl; a peroxidation is made of it in a 
small volume and any aluminum it contains is gotten exactly as 
in the foregoing, and burned off with the main aluminum b^ore 
it is evaporated with HF and a little H 2 SO 4 to remove the silica. 

By the method as given extremely small amounts of Al can 
be dented and determined with great accuracy. 

Te^ Mixiure.’^l>mo\ve a known amount of metallic alu- 
minum in 1 : 1 HCl, fume it with 1 : 3 H2SO41 dissolve in watm*^ 
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Idi 

and 1 : 3 H 2 SO 4 ; and add this A1 sulphate to the sulphuric acid 
solution of a plain carbon steel before it is filtered free of the 
free carbon and carbide residue. Tljpn put this through all 
the operations. Any of A1 recovery in* excess of the amount 
added, equals the blank to be deducted. Use same weight of 
plain carbon steel as is used for the A1 steel. 

Note.— All U, V, Cr, Zr, and Ti present come down with the slummuni, 
and are filtered off with the A1 away from the bulk of the iron when the 
first ammonia precipitation is made. The above method for A1 removes 
everything away from the AI except small contaminations of Cr and V, if 
these two elements be present in large quantities. To correct for traces of 
Cr and V, the Al]Ot plus a little Cr and V oxides can be fused with sodium 
carbonate and a little niter in a platinum crucible; the fusion dissolved out 
in water; made acid with HCl and heated until in clear solution in a casserole; 
converted to sulphates; boiled with a slight excess of KMnOi; filtered 
through a porDUs filtering crucible; titrated for V and Cr in the usual way 
with KMnO^ standard and ferrous-ammonium iron sulphate standard, with 
ferricyanide as an internal indicator. The V and Cr so found are calculated 
to VtOi and CriOt and deducted. All this is rarely necessary, but should be 
done if the AliOt is noMairly white or looks grayish from CrtOt or golden 
yellow from VsOi. 

Aluminum and Zirconium 

Dissolve 4 grams of sample in 50 c.c. of 1 : 3 H 2 SO 4 diluted 
with 50 c.c. of water. After action is over, filter off the insoluble 
residue which is mainly carbides. Wash the carbides twenty- 
five times with dilute H 2 SO 4 wash. Call thjg filtrate and wash- 
ings (A). The insoluble carbides will contain some Al and Zr. 
Ash these in a platinum crucible at a low red heat. Cool; add 
6 C.C. HFplus 6 C.C. of 1 : 3 H 2 SO 4 ; evaporate to thick fumes; 
cool; add a little water, heat until all sulphates are in solution 
and add latter to (A), Dilute (A) to about 250 c.c. volume with 
water and add 1 : 1 ammonia with constant stirring until the first 
appearance of a black precipitate forms. Add a few drops in 
excess. At this stage all the zirconium and aluminum have bean 
precipitated with a very enuiU percerUage of the iron. Filter off at 
once and redissolve precipitate in 50 c.c. of hot 1 ; 1 HCl. Wash 
the paper with dilute HCl wash till it looks perfectly white. Con- 
centrate the filtrate and washings to about 50 c.c. volume ^ 
peroxidize with sodium peroxide till the solution is alkaline. 

peroxidation is carried out in the following manner; acU 
ficoiQ a small* porcdain spoon about 1 gram at a time NasOt* 
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Rinse off spoon into beaker with each additihn of the peroxide and 
stir the solution each time and so on until the solution is alkaline. 
By this process the vol\]me reaches about 300 c.c. by the time it 
is alkaline. Then add 5 grams of Na 2 C 03 ; bring it just to a boil 
and filter off the iron and zirconium. Wash precipitate with 
water about twenty-five times. The filtrate contains the alu- 
minum. .Redissolve the iron and zirconium in 50 c.c. of hot 
1 : 1 HCl and peroxidize again as before to remove the last 
traces of aluminum. 

Add to the filtrate 1 : 1 HCl ni^ith constant stirring until 
turmeric paper does not change even to a faint brown when 
dipped in the solution, but red litmus paper gives a slight alkaline 
reaction. Keep cover on while adding the acid. Leave alu- 
minum settle for a few hours and after filtering it off, wash it 
about forty times with ammonium nitrate wash. Redissolve 
the aluminum with hot 1:1 HCl; wash it with dilute HCl 
water (wash the papers also with water and bum off with the 
main precipitate as some aluminum is liable to remain in the 
papers). 

To the filtrate and washings add 1 : 1 ammonia till slightly 
ammoniacal. Aluminum is precipitated. Now bring it to a 
bbil, filter it off and wash it free of chloride. Burn it off in a 
weighed platinum crucible to a constant weight. Remove the 
silicon by evaporation with HF acid and a few drops of 1 : 3 
H 2 SO 4 ; again we^h as AbOs. Multiply by 53.033 to calculate 
to percentage of aluminum. 

Iron and Zirconium 

The iron and zirconium on the filter are dissolved in 30 c.c. 
of hot 1 : 3 H 2 SO 4 diluted with 50 c.c. of water. Wash the 
paper about forty times with dilute sulphuric wash. Add to 
the filtrate 20 c.c. of a saturated solution of Na 2 HP 04 (di^sodium 
phosphate); stir well. Add 1 : 1 ammonia slowly till a pre- 
cipitate just starts to form. Zirconium phosphate cornea down 
at this stage with very little iron as the solution is still acid and 
most of the iron is in solution. The more zirconium with the 
sample the less ammonia it is necessary to add before a pre- 
cipitate starts to form. After a few hours, preferably ovemi^t, 
filter off the zirconium phosphate plus some iron phoe^lmte, 
plus some silicon. Wash the phosphate with water forty times. 
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Bum it off in a weighed platinum crucible. Add about 10 drops 
of coac. sulphuric acid and 10 c.c. HFl. Evaporate just to SOs 
fumes. Transfer the insoluble residue into a beaker. The iron 
phosphate will be in solution as iron sulphate while the zirconium 
phosphate is insoluble. Warm the solution for a while to redissolve 
the iron ’Sulphate that may be separated out. Filter off the insoluble 
residue; wash it about fifty times with water and burn it off 
in the same platinum crucible. (Some of the zirconium may 
stick to the crucible and cannot be transferred to the filter.) 
Burn it to a constant weight and weigh as zirconium phosphate, 
using the original weight of the crucible gotten just before the 
zirconium phosphate plus a little iron phosphate was burned in 
it. Multiply by 0.3836 to calculate to zirconium. 

Standards were prepared by adding a known weight of metallic 
test aluminum and Zr02 (Zirconium Alba) to a plain steel; 
treated the same way as the samples. The recoveries are accu- 
rate. See table below. 

Test Mixtures of Fe, Al, and Zr.— (1) Fuse Zr02 with potas- 
sium bisulphate, dissolve the melt in dilute sulphuric acid to get 
it in solution. 

(2) Dissolve metallic aluminum in 1 : 1 HCl; fume it with 
sulphuric acid. Dissolve in water to get it in solution. 

(3) Pour (1) and (2) into the sulphuric acid solution of the 
drillings of the plain steel. 


RECOVERIES 


Added. 

e — 

Found. 

.016 gram aluminum 

.0164 gram aluminum 

.030 gram aluminum 

.031 gram aluminum 

.060 gram aluminum 

.0495 gram aluminum 

.025 gram aluminum 

.0266 gram aluminum 

.011 gram zirconium 

.0108 gram zirconium 

' .022 gram zirconium 

.0214 gram zirconium 

.0368 gram zirconium 

.0365 gram zirconium 

.0184 gram zirconium 

.0185 gram zirconium 


SAMPLE SOOALLED “ZIRCONIUM STEEL” SUBMITTED 
FOR ANALYSIS 


A Al, .41 per cent; Zr, . 13 per cent; Si, .77 per oeni 

B Al, .66 per cent; Zr, . 17 per cent; Si, .76 per oeni 


CHAPTER VII 
Part II 

THB COMPLETE ANALYSIS OF ZIRCONIUM-NICKEL-ALUMINUM- 

IRON ALLOY. FBRRO-ZIRCONIUM. AND ZIRCONIUM STEEL 

This alloy was offered as ^^Zirconium-Nickel,” but the analysis 
showed it to be more of a nickel-aluminum combination. 

Method, — 0.5 gram of the alloy is dissolved in 90 o.c. of 1 : 1 
HCl over a low flame. It is a decided advantage to get rid of 
the bulk of the nickel by an ammonia separation; the Al, Ti, 
Fe, and Zr are precipitated with 1 : 1 ammonia, adding the 
reagent until it is in excess and then an excess of 15 c.o. The 
volume at this point is about 200 c.c. 

Dissolve the precipitate off the filter with hot 1:1 HCl; 
wash the filter thoroughly with HCl water about sixty times; 
then about ten times with water. Burn off this paper in a 
platinum crucible and evaporate the ash with HFl and a few 
drops of H 2 SO 4 to remove the silica. Hold this residue to add 
to the main precipitate. The above HCl solution of the Al, 
Zr, Fe, Ti is again precipitated with an excess of ammonia to 
remove the rest of the nickeL This precipitate is burned off 
in the same platinum crucible as the first ash. 

Fuse the total ash with 15 grams of KHSO4, cautiously, 
very gradually raising the heat to low red and until all is dissolved 
to a clear melt. Dissolve this fusion out 'in 200 c.c. of H2O 
iflus 20 c.c. H2SO4 cone. Add 30 c.c. of ammonia cone.; stir 
well; add 1 or more 0 . 0 . of hydrogen peroxide solution to bring 
out the fvXL brown dolor of titanium if any be present; and then 
15 c.o. of a saturated solution of Na 2 HP 04 . Let the precipitated 
phosphate of zirconium stand overnight in this acid solution; filter 
out the phosphate; wash the same with water thirty times; bum 
off , the precipitate in a platinum crucible and fuse it again as b^oip 
yfiih 15 grams of the KHSO4 ; dissolve the fusion as b^ore a 
l9i / 
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mixture of 10 o.c. of cono. H2SO4 and 200 c.c. ofwater and add 1 
0 . 0 . or more of H2O2 to note if any titanium still remained with the 
precipitate before it was fused the second time with KHSO 4 . 
Add 15 c.c. of cone, ammonia and 15 c.c. df a saturated NaaHP 04 
solution j let stand overnight again; wash with water sixty tiiwiMi. 
Bum off the precipitate and weigh the zirconium phosphatOi 
which contains 38.36 per cent of metallic zirconium. 

If a large amount of iron be present, this zirconium will 
contain some phosphate of iron which must be determined by 
fusing the phosphate of Zr again as before with KHSO4, dis- 
solving it in 15 c.c. of cone. H2SO4; and 200 c.c. of water. This 
solution is put through the Jones reductor and the iron titrated 
with standard permanganate. The iron so found is calculated 
to ferric ph(^phate and deducted from ithe total phosphates ^ nd 
the remainder is calculated to zirconium by use of the factor 
0.3836. 


The Silicon 

The silicon is fouild by dissolving 0.5 gram of the alloy in 
90 o.c. of 1 : 1 HCl and 60 c.c. of cone. H 2 SO 4 in a poro^ain 
dish; '‘evaporate to heavy fumes; cool and dissolve in 60 c.c. 
of HCl cone.; filter, wash first with dilute HCl and then with 
water; ignite in a platinum crucible; weigh; evaporate with 
HF and a few drops of H 2 SO 4 ; ignite and weigh again; the 
last weight deducted from the first weight giving the silicon by 
difference. 


The Ibon, Aluminum and Titanium 

The combined ^trates and washings from the two phosphate 
precipitations are precipitated with a slight excess of ammonia; 
boiled a few minutes aiid the combined precipitates are washed 
with water; burned off in a platinum crucible at the lowest red 
heat. *The igniting of this precipitate at a high red heat renderU 
the aluipinum less soluble in the subsequent fusion with sodium 
carbonate. This ash is then fused with 15 grams of NasCOs 
at a bright red heat. The fusion Is dissolved out with water in 
a i^tinum dish; filtered; the filter is washed with water. The 
irto and titanium will be on the filter and the most of the alu^ 
rtiihum will be in the filtrate and washings. To extract the 
temidndar of the A1 from the Ti and Fe the filter is ashed at A 
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low heat again^ fused; leached out; filtered; washed as 
before with water. This filtrate and washings should contain 
the remainder of the aluminum. If considerable A1 is contained 
in this last filtrate and washings from the Ti and Fe, then the 
latter should be ashed at a low heat and again fused, etc. 

The three sets of filtrates and washings from the sodium 
carbonate fusions are then titrated with 1 : 1 HCl until they are 
just neutral to turmeric paper to precipitate the Al. Each one 
can be titrated separately to note the amount of Al in each. 
If No. 2 shows very little Al and No. 3 none or only a trace, 
then the operator can be certain that all of the Al has been 
separated from the Ti and Fe. 

The Al precipitates are redissolved ojBf the filters with hot 
1 : 1 mCl; the filters thoroughly washed with water and the 
solution and washings are reprecipitated again with the smallest 
possible excess of ammonia. The reprecipitations should now be 
free of soda salts and can be filtered, washed with ammonium 
nitrate wash until free of chlorine test; the reprecipitated alu- 
minum is then washed; ignited; and weighed as AI 2 O 8 plus some 
];^OBphoric acid. After the precipitate has been blasted to a 
constant weight it should be fused with Na 2 C 08 , at a bright red 
heat; the fusion is then dissolved in HCl evaporated low; con- 
verted to nitrates by two evaporations with 60 c.c. portions of 
cone. HN08, each time to 10 c.c. or as low as possible, avoiding 
the crystallizing of sodium salts. This solution is then boiled 
with a permaneflt excess of permanganate; cleared with iron 
salt and finished for phosphorus as in steel. 

Calculate the phosphorus so found to P 2 O 6 and deduct the 
amount from the AI2O3 plus P2O6 to obtain the AI 2 O 8 , which 
calculate to metal by use of the factor 0.53033. It is also advis- 
able in close work to evaporate the AI2O3, P 2 O 6 with a little 
HF and 4 or 5 drops of cone. H2SO4 and weigh again before, 
determining the P 2 OS, as a little silica is almost sure to be gathered 
up from the reagents and glassware in the course of the analysis. 
It should be alwa 3 rs borne in mind that any filter papers from which 
aluminum hydroxide has been dissolved should, after thorough 
washing with nitrate wash (5 grams of ammonium nitrate in 500 c.c. 
of distilled water), be ashed and saved as part of the aluminum, 
aa aluminum hydroxide is difficult to dissolye and entirely wash 
0ut of a filter paper* 
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Titanium and Ibon 

The residue on the filter from the «eoond or third fusion 
with sodium carbonate to remove the aluminum from the irdh, 
titanium; aluminum ash, will contain all of the iron and titanium 
now free of Al. Dissolve this residue off the filter with 30 c.c. 
of cone. HCl diluted with 30 c.c. of water. Pour this acid back 
and forth, hot, over the filter until all the residue is completely 
dissolved. Wash the filter thoroughly with dilute acid wash and 
then with water. Dilute the filtrate and washings to 200 c.c. 
Divide into two portions, taking one portion for the iron and 
the other for titanium. 

To each portion add 30 c.c. of cone. H 2 SO 4 and evaporate 
them to thi6k fumes. Add 150 c.c. of water to the iron portion 
and boil until all salts of iron are in solution. With volume still 
at 150 c.c., pass the solution through the zinc rediictor slowly 
and titrate it with standard KMn04 for iron in the usual way. 

The titanium halfds made almost ammoniacal and 10 grams 
of hyposulphite of sodium are added and heated; the titanium 
is precipitated; it is filtered off; washed fifty times with sul- 
phurous acid water (6 c.c. of cone. H 2 SO 3 in 500 c.c. of water). 
The titanium precipitate is burned off, and if it is not white it 
is fused with 10 grams of KHSO 4 . The melt is dissolved out 
with 30 c.c. of cone. H 2 SO 4 diluted with 150 c.c. of water; made 
neutral with ammonia and again precipitated w before by boiling 
with 10 grams of **hypo.” This precipitate is washed; ignited 
and weighed as Ti03, which is calculated to Ti by use of the 
factor 0.60049. 

RESULTS OF ANALYSIS OF SO-CALLED “NICKEL-ZIRCONIUM” 
ALLOY 


Carbon 9.06 

Manganese 9.06 

Nickel 70.30 

Zirconium 7.86 

Aluminum 12.98 

Iron 8-97 

Silicon 4.87 


All will be seen by the above analysis that the true properties 
0! sirooniuca are far from being demonstrated by such 
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a conglomeration of high and low melting-point elements. It is 
100 per cent more off a nickel-aluminum-silicon alloy than it is a 
nickel-zirconium one » 

Test Method, Formulas and Calculations , — The following is a 
convenient mixture to test one’s skill in carrying out. the fore- 
going method : 3 grams of nickel ammonium sulphate, 150 grams 
of zirconia “ alba,” which is sold as 99.5 per cent Zr 02 , and 0.045 
gram of aluminum wire assumed to be 99.5 per cent pure. This 
mixture should contain 0.110 gram of Zr, as Zr 02 contains 73.89 
per cent Zr. From such a mixture 0. 1 10 gram of Zr was recovered ; 
and when 0.0995 Zr 02 were added 0.0984 gram of Zr 03 was 
found. In the latter case the zirconium was precipitated from 
a volume of 300 c.c. in the presence of 7 c.c. of free cone. H2SO4 
with 15 c.c. of a saturated solution of sodium-hydrogen phosphate. 
The zirconium, when precipitated in the presence of considerable 
iron, will carry out considerable iron as phosphate, even after 
reprecipitation. After the final weighing as phosphate the iron 
is determined and deducted as already described. Assuming 
that the iron is present as phosphate, FeP 04 , which contains 
37.00 per cent of metallic iron, then the iron found by passing 
the dissolved zirconium phosphate through the reductor is divided 
by 0.37 and the amount of phosphate of iron so found is deducted 
from the weight of the impure zirconium phosphate giving the 
weight of the iron-free phosphate of zirconium. 

The nietaphofiphate of zirconium so obtained is given as 
5 Zr 02 , 4 P 20 ft, when ignited; and unignited is given as including 
8 H 2 O. The ignited salt would therefore contain 51.88 per cent 
Zr 02 or 38.36 per cent Zr. Dr. W. F. Hillibrand gives as refer- 
ence, Gmelin-Krauts Handbuch d. anorganischen Chemie, II, 
1, p. 703. 


The Analysis op Ferro-Zirconium and Zirconium Steel* 
FOR Zirconium 

The following method is given so w to apply even when much 
chromium and tungsten are present: 

Digest 1 gram of steel or 0.5 gram of ferro-zirconium with 
50 c.c. of 1 : 3 sulphuric acid until action ceases; add 50 c.c. 
of 1.20 HNO3 and take to fumes of SO3; cool; add 60 o.c. of 
1.20 nitric acid and take to fumes again; cool; add 100 c.c. 
* See also page 191 . 
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of 1 : 1 HCl and boil for ten minutes; add a paper pulp and 
filter into a 600 c.c. beaker. Wash well with 1:30 HCl until 
the washings give no iron test; then wash twenty times with 
water. Hold the filtrate and wash the tbngsten residue on the 
filter paper with ammonia water. During this washing with 
ammonia* water, stir up the pulp on the filter well, turning the 
same completely over. After the yellow color is all gone from 
the filter, it should be washed many times more to insure the 
perfect removal of the tungsten salt. This will require at least 
sixty washings with frequent turning over of the pulp moss on the 
filter. As the washed filter and pulp may contain some of the 
Zr, it is burned with the main Zr phosphate precipitate 
obtained from the main iron and chromium filtrate from the 
tungstic acid in the following manner; 

This filtrate and washings containing the main Fe, Zr, and 
Cr are taken to fumes after adding 50 c.c. of 1 : 3 H2SO4. The 
residue in the dish is dissolved in 100 c.c. of water with heat 
and then made faintly but distinctly ammoniacal; add exactly 
4 c.c. of cone. H2SO4; stir until all of the precipitate obtained 
with ammonia is dissolved, then add 15 c.c. of a saturated solution 
of Na 2 HP 04 and then 300 c.c. of water and let stand overnight. 

The precipitate of zirconium phosphate so obtained should 
be washed well with water; burned off with the filter and pulp 
remaining after the removal of the tungstic acid with ammonia 
wash. The ash should contain the total zirconium together with 
a little chromium; ash from paper; and some iton that is always 
retained as phosphate. Weigh the total ash after blasting five 
or six minutes. Add to this weighed ash 3 drops of 1 : 3 H2SO4 
for steel (in case of a ferro-zirconium, add enough sulphuric acid 
to thoroughly moisten the ash) and 15 c.c. of HFl. Heat and 
evaporate to dryness; ignite and weigh. The weight at this 
point equals Zr and a little Fe. Then fuse the weighed Zr plus 
Fe residue with 15 grams KHSO4; dissolve in 200 c.c. of water 
and 20 c.c. cone. H2SO4; take to fumes of SO3; cool; add 100 c.c. 
of water; boil; and cool again. Run the solution slowly through 
the zinc reductor which will reduce the iron but not the zir- 
conium. Titrate the iron with standard permanganate; calcu- 
late the metallic iron so found to ferric phosphate by dividing its 
weight by the factor 0.37; deduct the amount of ferric phosphate 
so found from the total weights of the phosphates of Fe and Zr. 



200 ANALYSIS OF ZIROONlUM-NlClOSIrALUMINUM-IRON AJUOY 


Calculate the' remainder to Zr by multiplying by the factor 
0.3836 ( 5 Zr 02 , 4 Pa 05 ). 

Teat Mixturea.— To test one’s manipulations, 0;020 gram of 
ZrOa can be fused with^5 grams of KHSO 4 ; dissolved as already 
described and the solution is added to the H 2 SO 4 solution of 
the steel or if a ferro-zirconium is being analyzed a correspondingly 
laiger amount of the zirconia alba can be used and added 
to the sulphuric solution of a plain steel. When larger amounts 
of zirconium, iron, and chromium are to be separated, con- 
siderable free acid is necessary to keep back the iron and 
chromium. For example, it was necessary in one case to. add 
as much as 15 c.c. of free cone. H 2 SO 4 in a 600 c.c. volume 
to hold back a big precipitate of iron from coming down with the 
zirconium. Even with this large amount of free acid some iron 
phosphate was found with the zirconium phosphate. 4 

By the above method the following recoveries were made 
from a high tungsten-chromium steel: 


Amount of Fused ZrOt 
Added. 

Amount of ZrOt 
Found. 

0.0149 gram 
0.0143 gram 
0.0144 gram 
0.0297 gram 

0.0135 gram 
0.0143 gram 
0.0142 gram 
0.0290 gram 


RECOVERliS FROM PLAIN STEEL-NO Cr PpSENT 


Amount of Fused ZrOt 
Added. 

Amount of ZrOi 
Found. 

0.0199 gram 
0.00186 gram 

0.0190 gram 
0.00190 gram 


(See Rapid Method Using Ammonia. Page 191) 


Silicon 

Fuse at a low heat 0.6 gram with mixture of 3 gr^ms of sodium 
carbonate and 6 grams peroxide in an iron crucible. Heat until 
all is melted;, about five or six minutes is enough. Longer 
hAtt-ting only causes the iron crucible to be hc^yily cut. Du^lve 
fusion ont in, water; clean -the cnicible with a Httle acid, acidulate 
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water solution of fusion with excess HCl and heat until all iron 
is in solution. Add 45 c.c. of cone. H 2 SO 4 and evaporate it to 
heavy fumes of SO 3 . Cool, and then add some water and heat 
it again till all iron is dissolved; add a*little sulphuric acid if 
necessary. . 

Filter off silicon; wash it free of iron with a sulphuric wash; 
smoke off the paper and heat until residue is white. Weigh, 
then evaporate the ash with HF and sulphuric acid to fumes; 
heat to redness and weigh again. Loss of weight less blank from 
reagents equals the silicon. 


Zirconium 

Warm in the platinum crucible in which the silicon was evap- 
orated a few drops of 1 : 1 HCl to dissolve any trace of iron 
left therein and add this solution to silicon filtrate. Concentrate 
the latter to remove excess of free acid; peroxidize with sodium 
peroxide and finish as for zirconium in plain steel. 

Wh^n zirconium only is asked for weigh 0.5 gram of sample 
in a platinum dish; add slowly 15 c.c. of HF; warm it for a 
while; then add cone. HNO 3 a few drops at a time till action' 
ceases. Add 10 c.c. cone. H2S04 and take it to heavy fumes of 
SOs. Cool it, add water, and heat it again till iron is dissolved. 
Transfer to a 600 c.c. beaker and finish as in plain zirconium 
steel. 



CHAPTER VII 
Part III 

THB QUANTITATIVB SEPARATION OF ZIRCONIA FROM IRON, 

thanium, aluminum, and silica and the analysis 

OF CRUDE ZmCONU ( ZQtKITE) 

Weigh 0.3 or 0.4 gram of the finely ground mineral; and fuse 
it with 15 grams Na 2 C 03 in which has been thoroughly mixed 
0.6 gram of KNO 3 . Keep the mass in a molten condition for 
twenty minutes; cool; dissolve out the melt in water; transfer 
from the platinum dish to porcelain; add 50 c.c. of cone. HCl, 
or enough to make the solution acid; boil off the CO 2 with the 
vessel covered; add 60 o.c. of 1 : 3 H 2 SO 4 ; evaporate to thick 
fdmes of SO 3 . Cool; add 100 c.c. of water; heat until all salts 
are in solution; filter and wash with 1 : 40 H 2 SO 4 about fifty 
times. 

Place the residue on the filter in a platinum crucible; smoke 
off the paper and%eat until all of the ^ter is gone; weigh; add 
15 c.c. HF and 10 drops of cone. H2SO4 to remove the sUica 
by evaporating. Remove the excess of the HF and H2SO4; 
heat to redness; cool and weigh; calculate the loss of weight as 
usual to silica. The residue should be again treated with some 
hydrofluoric and sulphuric acids; evaporated; ^nited and 
weighed to insure the complete removal of all of the silica. 

The residue left in the crucible after the complete romoval 
of the silica is fused with 3 or 4 grams of KHSO4; dissolved 
out in water and the solution is combined with the main filtrate 
from the crude silica. Add a slight excess of ammonia and then 
add 10 c.c. 1 : 3 H3SO4. Precipitate from this acid solution, 
which ^ould have a volume at this point of 500 o.c. the siroonia 
aa phosphate, using 20 c.c. of a saturated solution of di-so<Ui|m 
phoi^ate, and 20 drops of H3O2. Let stand overnight; wgsh 
202 
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about iwenty times with water. The filtrate should contain 
most of the iron, aluminum, titanium, and manganese. T 9 
insure a complete separation of the zirconium, the zirconium 
phosphate, after ignition in a platinunf crucible, is fused with 
10 grams of KHSO 4 until a clear melt is obtained. The melt is 
dissolved out in water. The solution is made slightly ammoniacal; 
and then 10 c.c. of 1 : 3 sulphuric acid are added. The zir- 
conium is then reprecipitated as phosphate as before; filtered; 
and washed thoroughly. It is now free of iron, titanium, etc. 
It is burned off and weighed as pure phosphate of zirconium 
which weight is calculated to Zr 02 by use of the factor 0.619. 
The phosphate precipitation is made in a volume of 600 c.c. 
The zirconium phosphate should be washed at least sixty times 
with water to insure the removal of the excess of the precipitant. 
All of the Fe, Ti, Al, Mn are contained in the two sets of filtrates 
and washings from the two precipitations of the zirconium phos- 
phate. To these filtrates add a slight excess of ammonia which 
will precipitate the iron, aluminum, and titanium. Heat to boil- 
ing for five minutes^ filter wash thoroughly with water; bum 
off in a platinum cmcible at a low red heat. Do not ignite, as 
it will render the aluminum more difficult to fuse. Fuse the resi- 
due in the crucible with twenty times its weight of sodium car- 
bonate. Dissolve the melt in water; filter out the water-insoluble 
residue; wash it with water containing 5 grams of sodium carbo- 
nate per 600 c.c. Roast out the paper from this residue; fuse 
it; dissolve it out in water as before; filter ii^ wash; and render 
the two sets of filtrates neutral to turmeric paper as described 
on page 196. The aluminum is then finished as described on 
page 196. Bum off the iron and titanium residue remaining after 
the removal of the aluminum by two fusions with sodium car- 
bonate and the leaching out with water. Fuse the ash with 
sodium carbonate; dissolve out in water; acidulate with HCl; 
heat Until all CO 2 is gone; transfer, the clear solution to a 260 c.c. 
volun^etric flask; dilute to the mark; evaporate one portion 
(126 c.c.) to thick fumes with 20 c.c. of 1 : 3 H 2 SO 4 ; add 100 c.c. 
of water and heat until all but floating matter, if any, is dis- 
Bcdved; dilute to 400 c.c.; add a slight excess of ammonia; then 
add 2 or 3 c.c. of 1 : 3 H 2 SO 4 (slight excess). Then add 10 grams 
of NsBsQs; boil thirty minutes and finish for titanium as de- 
soribed on page 61 for titanium. Multiply the weight HOa 
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SO obtained by two to obtain the amount of it present in the 
original weight of sample taken for the anal 3 rsis. 

The other 126 c.c. of the solution of iron and titanium is 
reduced by stannous chloride as described on page 443 for Iron. 

RESULTS OBTAINED ON KNOWN MIXTURES ’ 

Added. Qrame of ZrOt. Found Orama of ZrO*. 

Added gram of 0.297 ZrO, Found gram of 0.294 ZrOi 

Added gram of 0 . 014 Fe*Oi Found gram of 0 . 0128 FeiOi 

Added gram of 0.0186 AljOi Found gram of 0.0183 AUOi 

Added gram of 0 . 0099 TiO, Found gram of 0 . 0094 TiO* 

RESULTS OBTAINED FROM A SAMPLE OF CRUDE ZIRCONIA 

72.26 ZrOi; 4.40 FesO,; 2.36AljOi; 2.05 TiO,; 

16.00 SiOa; 0.64 MnOt; 1.73 ignition; 0.87 CO|. 



CHAPTER VIII 


Part I 

COPPER IN STEEL AND PIG IRON 

Dissolve 15 grams of drillings in 300 c.c. of 1.20 nitric acid 
in an 800 c.c. beaker. Heat until all action ceases. Add an 
excess of KMn 04 solution of the same strength as used for phos- 
phorus in steels. Boil gently for thirty minutes. If the KMn04 
disappears during the boiling, add more of it. Steels require 
from 4 to 8 c.c. and pig iron from 25 to 30 c.c. of the permanga- 
nate solution. 

In pig iron add^ ^ c.c. of hydrofluoric acid before boiling with 
permanganate of potash. Heat ten minutes. Then boU with 
the HMn 04 solution. 

After boiling the pig iron or steel with permanganate solution, 
add enough wet pulp to nearly fill a 50 c.c. graduated cylinder. 
Fflter through double 12 cm. filters into an 800 c.c. beaker. Wash 
the pulp, etc,, partly free from iron with a dilute nitric acid wash 
consisting of 5 c.c. of 1.20 nitric acid diluted with 200 c.c. of 
water. This takes about forty washings.* 

To pig iron or steel containing from 0.010 to 0.030 per cent of 
copper, add at this stage 20 c.c. of a solution of potassium ferii- 
cyanide, made by dissolving 5 grams of the crystals in 120 c.c. 
of distiUed water. Stir thoroughly and permit the solutions to 
stand. 

If the copper content is unusually high, add 2 c.c. of the 
ferricyanide solution for every milligram of copper supposed to 
be pi^nt in the steel. If nickel is present, it is precipitated 
with the copper, but forms more slowly. 

As there is a tendency to form blue cyanide of iron the filtra- 
tions should be proceeded with in about a half hour. Add as 

* Read near the top of page 208 concerning the addition of ammoniS to 
prevent excessive formation of iron cyanide. 

206 
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much paper pulp as in the first filtrations, filter and wash five 
or ten times with water containing 5 c.c. of ferricyanide solution 
per 100 c.c. of distilled water. Use a 15 cm. filter. 

Roast off the pulp it\ a porcelain crucible. Dissolve the iron, 
nickel and copper oxides with 5 c.c. of cone, hydrochloric acid. 
Rinse the solution into a 200 c.c. beaker. Dilute to *150 c.c. 
with water and pass H 2 S for a half hour at a rapid rate. This 
removes the copper from nickel and any iron that may have been 
precipitated as cyanide. 

Filter on a small filter; wash twenty times with H 2 S water. 
Burn the paper in a 45 c.c. porcelain crucible. Dissolve the 
oxide in 20 c.c. 1.20 nitric acid, warming until all black residue 
is dissolved except perhaps an occasional flake of carbon from 
the filter paper. Rinse the solution into a 5 ounce beaker, 
keeping the volume as low as possible for copper of 0.020 per 
cent and under, in order that the blue color with ammonia may 
be distinct. Copper as low as 0.015 per cent gives a distinct 
blue if properly manipulated. Now add a saturated solution of 
sodium carbonate, a little at a time, until a precipitate forms. 
Then add 0.6 c.c. of cone, ammonia. Titration follows with a 
standard solution of potassium cyanide, made by dissolving 
2.244 grams of potassium cyanide and 5 grams of stick potas- 
sium hydroxide in water and diluting to 1000 c.c. One c.c. of this 
standard should equal about 0.00064 to 0.00069 gram of metallic 
copper. Standardize the solution by adding 10 and 15 mgs. of 
metallic copper of 29.8 per cent Cu to 15 grams of any steel or 
pig iron. Weigh out also two 15 gram portions of this same 
steel or iron, but add no copper to them. Put all four weights 
though the entire operation, titrating each one to the disappear- 
ance of the blue as given under ^‘Titration.” 

TitraUm . — Place a 5 ounce beaker containing distilled water 
beside the one containing the copper to be tested. Add the 
cyanide standard to the test until it is as free from even a slight 
blue tint as the beaker of distilled water. 

This method has been tested with known amounts of copper 
added to steels, and with steels standardized by the old standard 
methods. It is much more rapid, and results check very satis- 
factorily. Filtrations might be hastened by using pulp filters on 
porcelain plates and applying slight suction. 
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CALCULATIONS 

Pig Iron Sample. 

(1) 16.0 second reading of burette. 

7 . 9 first reading of burette. 

*8 . 1 equals c.c. of standard used. 

No copper added. 

(2) 48.0 

15 mgs. copper added 16.2 

31.8 equals c.c. of standard used 

(3) 10 mgs. copper added 23 . 6 

0.0 

23 . 6 equals c.e. of standard used. 

(4) 31.8—8.1 equals c.c. of standard used by 15 mgs. Cu. 

(5) 23.6—8.1 equals c.c. of standard used by 10 mgs. Cu. 

(6) From (4) we have 15-1-23.7 =0.632, or 1 c.c. of cyanide equals 
0.000632 gram Cu. (0.098X15-J-23.7.) 

(7) From (5) we have 10 + 15.5=0.643, or 1 c.c. of cyanide equals 
0.000643 grams Cu. (0.998X10 + 15.5.) 

(8) From (1) we have 8.1X0.00064 + 15X100 = 0.0345, or 0.0345 per 
cent copper in the sampl^of pig iron, 15 grams having been taken for analysis. 

Qualitative Value . — With 2 grams of sample as little as 0.1 
per cent of copper gives a very noticeable yellowish cloud when 
the potassium ferricyanide is added to a solution of steel treated 
as described. Hence the method affords a rapid qualitative test 
for the presence of copper in sufficient quantity to be injurious 
(0.06 per cent and over) for most purposes •for which fine tool 
steel is used. The operator can easily decide whether the pre- 
cipitate is copper or nickel. If it is copper, the precipitation b 
almost instantaneous. If it is nickel, the reaction is noticeably 
slower and the precipitate is of a brown color, closely resembling 
that of iron hydroxide. A yellowish cloud, forming, at once, 
on the addition of the first c.c. of the precipitant, is characteristic 
of copper. If this be followed by a more slowly forming brown 
precipitate,* then both elements are present. Many makers of 
tool steel insist that the copper content of best tool steel be 
under 0.02 per cent. Several steels doing fine work, however, 
have been analyzed by the author and found to contain copper 
greatly in excess of this limit. It is largely a question of what 
sort of a tool is to be made from the steel. 

* Add at least 20 o,c, of the ferricyanide when testing for nickel. 
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The tendency to form blue ferricyanides of iron on adding 
potassium ferricyanide to ferric solutions, the author has found 
can be eliminated sufficiently to prevent serious clogging of filters, 
by keeping the iron solution somewhat neutral, after first boiling 
it with an excess of permanganate solution and filtering* out the 
excess of manganese oxide. After removing the latter by filtra-- 
tion, add 1 : 1 ammonia until the hydroxide of iron dissolves 
rather slowly.* Then add the ferricyanide and proceed as 
already described. Keep the solution still quite acid. 

As the copper ferricyanide precipitates almost instantly, form- 
ing a very considerable cloud of yellowish precipitate even with 
0.03 per cent copper, it is very finely divided, and has a tendency 
to run through the filter. The first portion that is filtered should 
be poured back on the paper until it runs through clear. Then 
proceed with the filtration. Stand the main filtrate aside when 
washing begins, and, should the latter be cloudy, filter with a 
little pulp on a small filter and add it to the main precipitate, f 

When precipitating a large quantity t of copper by this 
method — for example, 60 or 100 milligrams — the somewhat acid 
solution should be largely diluted, making the volume from 
about 800 c.c. before adding the precipitant. (See Separation 
of Copper and Nickel from Vanadium by Ferricyanide of Potas- 

* Do not carry the neutralization too far as in nearly neutral solutions the 
nickel and copper precipitate very slowly with the ferricyanide. 

t Pay no attention^ any clouding of the filtrate that may occur after the 
latter has stood for some time. 

X The foregoing method is especially useful for very small per cents of Cu 
and Ni. i.e., 0.100 down to 0.006 per cent, as from 16 to 20 grams of sample 
can be taken. For higher per cents it is easier to weigh out from 1 to 3 grams 
of plain carbon steel; dissolve in 1 : 1 HCl and pass H|S at once. Then finish 
as in the ferricyanide method from the point where H 2 S was passed through 
the solution of the copper and iron oxides. Examine all insoluble residues 
for Cu. 

The ferricyanide method is the best for high-speed steels. See page 212, 
the bottom paragraph. 

For accurate work all insoluble residue from steel dissolved in sulphuric 
or hydrochloric acids should be examined for copper by filtering the same 
out; washing it; igniting it; fusing with twenty times its weight of sodium 
oartenate and twice its weight of niter in a platinum crucible. The fusion 
is dissolved out in water; transferred to a beaker acidulated with an excess 
of HCl; evaporated low and added to the main solution of the sample before 
saturating it with H»S. The insoluble residues are almost certain to contain 
part of the copper. 
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sium.) It is better to precipitate such large amounts of copper 
with H 2 S. 

Small Amounts of Copper and Nickel in Steel and Iron. — 
When analyzing steel, iron, etc., for copper, do not carry the 
neutralization, given on page 208, too far, as in nearly neutral 
solutions, small amounts of nickel ferricyanido precipitate very 
slowly, and the precipitation of the copper ferricyanide is also 
delayed. 

The method described for copper on pages 200 to 207 is designed 
for small amoimts of copper, that is, for percentages ranging 
from 0.100 to 0.001 and for equally low per cents of nickel. If 
nickel in such small per cents is asked for, get the ferricyanide 
precipitates of the nickel and copper together in the same way as 
directed on pages 200 to 207 using 15 grams of sample and the 
same method of solution as given for copper in steel, separat- 
ing the nickel from the copper and determining it as given on 
pages 210 to 212. 

Large Amounts of Copper in Plain and Alloy Steels. — If the 
percentage of copper exceeds 0.100 per cent, then dissolve but 
1 or 2 grams of the sample, and proceed as described. If the 
sample is an alloy steel, then it is necessary to decompose the 
same in the manner given for chromium tungsten steel on pages 
6 to 7, whether the amount of copper be large or small. If the 
amount is small then 16 grams should be taken for the analysis 
and. a proportionate amount of sulphuric acid followed by an 
equal amount of the 1.20 nitric acid, thateis, 200 c.c. of the 
1 : 3 sulphuric acid; and after the action of this acid is over, 
aided by heating for a half hour, then 200 c.c. of the 1.20 nitric 
acid are added and the analysis is finished as for copper in plain 
carbon steel. 
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Part II 

SBPARATIOK OF NICKEL AND COPPER FROM IRON AND 
VANADIUM BY POTASSIUM FBRRICYANIDE 

Proceed as outlined for copper in steel, except smaller weights 
of sample are usually required. 

For nickel and copper in ferro*-vanadium dissolve 1 or 2 
grams of sample, using 30 c.c. of 1.20 nitric acid for each gram. 
If the ferro is high in silicon, carbon and aluminum, and for this 
reason only partly soluble in nitric acid, add a few c.c. of hydro- 
fluoric acid to the solution after action with nitric acid is over. 
Heat until all metallic or gritty particles are in solution. Or 
the insoluble part can be broken up by a sodium carbonate and 
niter fusion; dissolved in hydrochloric acid; the latter removed 
by evaporation to fumes with sulphuric acid; the sulphate dis- 
Bolved in water and returned to the main solution. Then boil 
the latter with an excess of permanganate solution; filter out 
the manganese oxide as described under Copper in Steel. To the 
filtrate and washings 1:1 ammonia is added until a slight pre- 
cipitate of hydroxide is obtained that dissolves slowly. The 
copper and nickel are precipitated with potassium ferricyanide 
as in Copper in Steel. Large amounts of nickel — i.e., from 
0.025 to 0.060 gram — precipitate quickly, but smaller quantities 
should be permitted to settle for one hour before filtering. It 
is best to let all nickel tests stand at least one hour. Add as 
much paper pulp from ashless filters as will nearly fill a 15 cm. 
filter. The precipitate and pulp are filtered out; washed a few 
times; dried; ignited in a large porcelain crucible; the ash 
transferred to a 6 ounce beaker; dissolved in 30 c.c. oi aqua 
regia. Clean the crucibles with 10 c.c. of the latter ||id add 
the cleanings to the main part. (Nickel oxide dissolvm with 
some difficulty, requiring considerable beating.) 60 o.e. 1 : 3 
210 
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Bulphurio acid are added to the solution; evaporated to 12 o.c.; 
diluted to 300 c.c.; the copper is precipitated with H 2 S; filtered 
out and washed thoroughly with H 2 S water and finished as in 
steels. The filtrates and washings front the H 2 S precipitation 
will contain all of the nickel and a little iron. Evaporate thit' 
filtrate and washings to 50 c.c., and add 30 c.c. of cono. nitric 
acid to oxidize the iron and destroy any renmant of the H 2 S. 
Heat with a cover on the. dish until all action is over. Then 
remove the cover, cool, add 30 c.c. 1 : 3 sulphuric acid and evap- 
orate until slight fumes of sulphuric anhydride are obtained. 
Cool; add 50 c.c. of water; and filter into a 600 o.c. beaker. Add 
10 grams of citric acid; make faintly ammoniaoal; cool and 
titrate the nickel with potassium cyanide. (See the author’s 
modified cyanide method for Nickel in Steel, page 220.) 

If it is desired to determine a very small quantity of nickel 
ifi’ steel, about 0.3 per cent and under, weigh 10 or 15 grams of 
sample and proceed as outlined, getting the nickel and the copper 
from the one analysis. If the nickel content is likely to be under 
0.1 per cent, it is c<^venient to use 10 grams of sample. If it 
is in excess of 0.2 per cent, it is best to use 5 grams. The pre* 
cipitate requires that considerable paper pulp be mixed with it 
to secure rapid filtrations. Wash the pulp, etc., five times with 
water containing a drop of sulphuric acid and 5 c.c. of the ferri- 
cyanide solution per 100 c.c. of water. As the precipitate has a 
tendency, at times, to run through the filter when first poured 
on it, this first portion of the filtrate is refiltefed until it is clear. 
When filtering large precipitates, such as would be obtained 
from 50 mgs. of nickel, it is expedient to use two funnels to 
hasten matters. Nickel up to 50 mgs. from a 5 gram weight of 
sample, or 10 mgs. of nickel from 10 grams of sample, can be 
conveniently precipitated from a volume of . 500 c.c. For large 
amounts of nickel in steel, — i.e., 0.50 per cent and over, — the 
foregoing method is not nearly so rapid as the one described on 
pages 220 to 234, but for minute quantities, or where it is neces- 
sary to remove the bulk of the iron or the vanadium (much 
vanadium in solution gives ammoniacal citrates of an almost 
gr^nish black color,* greatly interfering in the method just 
referriil to), it is a useful preliminary to the cyanide titration. 
There would seem to be no reason why the ferricyanide could 
* Read page 32. 
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not be applied) with suitable modifications, to the determination 
of copper and nickel in ferro-manganese, chrome and other ferros 
and metals that are not precipitated by this useful reagent 
(notably aluminum) ia acid solution. Manganese is precipitated 
by the ferricyanide in neutral or slightly ammoniacal solution as 
quickly as are copper, nickel, and zinc in slightly acid solution. 
(See the author’s method for all percentages of manganese, 
page 69.) 

By the above process the copper and nickel can be determined, 
quantitatively, in the same analysis with the chromium and the 
vanadium when the copper does not greatly exceed 0.25 per cent: 
Two grams are taken for the analysis. The nickel and copper 
ferricyanides are filtered out after the regular titrations have 
been made for V and Cr. Of course no time must be lost in 
making the vanadium part of the titration, as copper soon clouds 
the solution after the addition of the ferricyanide. The author 
uses this scheme to get Cr, V, Ni and Cu from the one analysis. 
In such cases the titrated solution is allowed to stand a half 
hour before filtering. If . brown nickel ferricyanide begins to 
appear, 40 or more c.c. of potassium ferricyanide are added and 
filtration is delayed for an hour. 
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Part III 

COPPER IN METALLIC COPPER— VOLUMETRIC 

The author regards the following cyanide titration as a simple 
and rapid method for the assay of metallic copper. Scarcely 
any element interferes that cannot be removed by precipitation 
with H2S in hydrochloric acid solution. If carried out with 
proper attention to details, there is no more accurate volumetric 
method in commercial use. It is essential that the potassium 
cyanide be standardized with metallic copper of known copper 
content, or by some recrystallized c.p. salt of copper. The 
metal is preferable, and is put through every analytical detail 
that is applied to the analysis of the test. 

Operate w'ith 0.5 gram of the test and of the standard copper 
drillings, running both standardizations and tests parallel with 
each other. Use copper of 99.8 per cent purity for standard- 
izing, The drillings are dissolved in 10 c.c. 1.20 nitric acid, 
evaporated to 5 c.c., filtered from any tin, etc. ; Hhe filter washed 
with water containing a little nitric acid. The filtrate and 
washings are evaporated to fumes with 20 c.c. 1 : 3 sulphuric 
acid. The copper sulphate is dissolved in water. Any lead is 
removed by filtration and washed with water containing a little 
sulphuric acid. Hydrogen sulphide is then passed through the 
filtrate, in a volume of 400 c.c., with 5 c.c. excess of 1 ; 1 hydro- 
chloric acid for every 100 c.c. of water, until the copper has 
complet^y separated in hot solution. Filter. Wash with H3S 
water. Return filter and all to the beaker. Add 50 c.c. of 1.20 
nitric acid. Give standardizations and test the same excess of 
acid. Warm with a cover on until copper sulphide is dissolved. 
Filter out pulp. Wash thoroughly with water containing a 
little 1.20 nitric acid. Ignite the pulp; dissolve the residue in 
1.20 nitric acid; add the solution to the filtrate and washings; 
evaporate to 20 c.c. ^ Add 1.5 grams of citric acid and a slight 
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6X0688 of 8odj^ Carbonate. U8e a saturated, filtered solution 
of the carbonate and add it until effervescence ceases entirely. 
Titrate the clear blup solution with a standard of potassium 
cyanide made by dissolving 22.434 grams of the best cyanide 
together with 5 grams of potassium hydroxide in distilled water 
and diluting to 1 liter. One c.o. of this standard usually equals 
about 0.00635 gram of copper; but this value should always 
be fixed by the operator himself, in the manner just outlined. 
The following modification removes uncertainty as to the end- 
point when titrating large amounts of copper. Add the potas- 
sium cyanide as usual until the blue color is almost gone. Follow 
with additions of a cyanide standard of one-fifth strength until 
all blue tint has disappeared.* Then add 2 c.c. of a 20 per cent 
solution of potassium iodide in water; then silver nitrate standard 
until a slight cloud of silver iodide is formed as in Nickel in 
Steel. (Chapter IX.) Now add about 10 c.c. excess of this 
dilute cyanide standard. Again add the silver nitrate standard 
until a slight milkiness is produced in the solution; 2.925 grams 
of silver nitrate are dissolved in water and diluted to 500 c.c. 
for this work. 

Standardization , — Suppose 0.500 gram of copper drillings of 
99.8 per cent purity were taken, and that after putting this 
metal through all of the foregoing analytical operations the 
following data were obtained: 

First, the co|;icentrated. cyanide standard required to nearly 
discharge the blue color equals 76.9 c.c. 

Second, the one-fifth cyanide standard required to entirely 
discharge the blue equals 26.8. 

Third, the silver nitrate solution needed to produce a slight 
milkiness in the solution, after the blue color was entirely gone, 
equals 13.6 c.c. 

Fourth, 8.3 c.c. of silver nitrate were used to produce a cloud- 
iness, again, after the addition of 11.3 c.c. of the one-fifth cyanide 
standard in excess, or 1 c.c. of AgN03 = 11.3 -£-8.3, or 1.36 c.c. 
of the one-fifth cyanide standard. 

* Now wait for thirty minutes to one hour to give the KCN and the copper 
thne to oompletely react together before adding the KI and silver nitrate to 
get the excess of KCN. This should be done because the blue color of the 
' oopper disappears long before the copper and the KCN have entir^ ceased to 
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Fifth, therefore 26.8— (13.6 XL36)» 8.3, or the amount of 
one-fifth cyanide used in reaction with the copper, or 1.66 o.o. 
of cone, cyanide to be added to 76.9, or a total of 78.56 c.o* of 
cone. KCN required to combine with the ^.500 gram of 99.8 per 
cent pure copper. Hence 1 c.c. of the concentrated cyanide 
standard ‘equals 0.499 78.66 = 0.00635, or 1 c.c. =0.00635 gram 
of copper.* 

Mr. R. M. Clarke of this laboratory suggested that it might 
be an advantage to use silver nitrate to obtain a more exact 
end-point instead of relying on the disappearance of the blue. 
The analytical details are the author’s. 

Further Details. — (a) Stir the copper sulphide into small 
particles before heating.it with the 1.20 nitric acid, or an insoluble 
black lump may form. Then heat very gently at first. Keep 
the temperature considerably below 100® C. at all times to pre- 
vent occlusion of some of the copper sulphide by the liberated 
sulphur, and the formation of a black insoluble residue. Pay no 
attention to any milkiness that may appear when the nitric acid 
solution of the pulp ash is added to the nitric solution of the 
main sulphide. 

(6) The titration can be accurately accomplished, omitting 
the one-fifth cyanide standard: Add the concentrated standard 
until the blue is entirely gone.f Then add the KI indicator 
and follow with the silver nitrate until a very slight permanent 
cloudiness occurs. Next drop into the beaker an excess of 5 o.o. 
of the cone, cyanide. Again add the silver riltrate until a very 
faint milkiness is once more apparent that does not disappear 
after 15 seconds stirring. 

(c) Further, it is quite important to add the cyanide, while 
discharging the blue color, very slowly when the latter begins to 
fade: Add the standard 3 drops at a time; then stir vigorously 
for twenty seconds. If the blue is not all gone, add 3 drops 
more and stir again for a period of twenty seconds. By pro- 
ceeding in this way and making the titrations in small volumes 
— beginning with a volume of not over 100 c.c. — the di^pear- 
anoe of the blue affords an accurate end-point but more expe- 

* The author uses one-half this strength, or 1 c.c. equals 0.008176 gram 
of copper. A 100 o.c. burette, graduated to ^ c.c., is Uie best adapted to 
this method. 

t Then pause for at least thirty minutes before adding the KI. 
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rience and judgment is required than when using the cyanide 
and ^^silver'" scheme. After thus carefully removing the blue 
tint proceed to determine the actual cyanide used by means pf 
titration (6). < 

Calculations, — (1) 0.600 gram of copper required 84.2 c.c. of 
the concentrated cyanide to just discharge the blue. 

(2) 24.8 c.c. of the AgNOa standard were required to produce 
the first faint cloudiness. 

(3) 21.9 c.c. of AgNOa were needed to produce the second 
faint cloud after the addition of 5 c.c. excess of the cone. KCN. 
Therefore 21. 9 5 =4.38, or 1 c.c. of the cyanide equals 4.38 c.c. 
of the silver nitrate standard. 

(4) From (2) and (3) we have 24.8^4.38 = 5.66, or the excess 
of the cyanide standard in the solution. From (1) 84.2 — 5.66 = 
78.54, or the number of c.c. of the cyanide required to combine 
with the 0.500 gram of copper. There is always an excess of 
the cyanide when the blue color is gone, but the reaction between 
the copper and the KCN is not usually completed for at least 
thirty minutes after the disappearance of the blue. 

Titration op Copper in the Presence of Other 
Metals 

If the solution contains 3 grams of citric acid and a moderate 
excess of the sodium carbonate, 0.600 gram of copper can be 
accurately titrated in the presence of 0.100 gram of zinc, or iron, 
or 0.050 gram of lead: The citric acid is added to the nitric 
solution of the metals; .then the carbonate until effervescence 
ceases, and 5 c.c. in excess. The volume before titration should 
be about 100 c.c. When much iron is present the alkaline solu- 
tion is a dark green. The cyanide standard is added until the 
green is gone and the clear amber color of the citrate of iron 
appears. Then determine the excess of the cyanide as usual. 

As much as 0.100 grams of arsenic can be present without 
having the slightest effect. 

The author made entirely successful titrations of 0.600 gram 
of copper dissolving with it 0.200 gram of antimony; also in 
the presence of 0.100 gram of cadmium. This end-point given 
by the disappearance of bluish tints from the white antimony 
oxides and cadmium carbonate was noted. The end-point was 
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obtained as in (c). The precipitates were then removed by 
filtration through double filters, and the excess of cyanide was 
determined in the filtrate and washings in the usual way with 
silver nitrate. The precipitates had to Ibe poured through the 
filters several times to secure clear filtrates. The precipitates 
were washed ten times with dilute sodium carbonate water. 

When titrating copper in the presence of 0.200 gram of bis- 
muth the disappearance of the blue was taken as the end-point, 
as the basic bismuth clouded the solution. With but 0.100 gram 
of bismuth in solution the entire titration, as outlined in (6), 
was successfully carried through before the solution was per- 
ceptibly clouded. 

Large quantities of manganese interfere with the titration of 
copper only in so far as dark-colored solutions are formed when 
the cyanide is added, thereby obscuring somewhat the end-point 
between the cyanide and the “silver nitrate.” More citric acid 
is required. Add to the standardization about as much man- 
ganese as there is likely to be in the copper that is to be assayed. 
Use at least 6 grams Sf citric acid per 0.200 gram of Mn. 

Precipitation by Aluminum 

When using this well-known method one can proceed as at 
first described until the filtrate and washings from the lead sul- 
phate are obtained. Evaporate the former to 20 c.c.; add 
10 c.c. 1 : 3 sulphuric acid and a piece of aluminum IJ inches 
square by ^ inch thick. Heat nearly to boiling for thirty minutes, 
or until the solution is colorless. Remove the aluminum and 
decant the solution through a 9 cm. filter; wash the filter fifteen 
times with water cont^ihg a few drops of 1 : 3 H2SO4. Return 
the filter to the 150 c.c. beaker in which the precipitation was 
made. 

The filtrate and washings from the metallic copper should be 
tested, with H2S and, if a brown coloration is obtained, continue 
to pass the gas until the small precipitate of copper collects. 
Filter it out; wash it with H 2 S water containing a drop or two 
of 1 : 3 H2SO4. Put this filter in the same beaker with the 
metal; add 20 c.c. 1.20 nitric acid; heat below boiling until the 
copper is dissolved; filter off the pulp; wash it forty times mth 
water containing a little 1.20 nitric acid; evaporate the filtrate 
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and washings 20 c.c. in a 600 c.c. beaker and titrate the ooppOT 
with cyanide and ‘^silver nitrate/' Hold the copper edtUion about 
one hour after discharging the blue with cyanide and before titrating 
with Ike cyanide and sifver nitrate. 

The author found that owing to the slowness of the reaction 
between the KCN standard and the copper anunonium com- 
pound that the above precaution of holding the solution for an 
hour after discharging the blue of the copper, and then, after 
the said interval, determining the excess of cyanide in the man- 
ner given on page 215, (&) and (c), is an essential one. It gives 
such satisfactory results that he prefers this volumetric method 
for the determination of copper. As the chemist usually has 
several titrations of copper to make, at the same time, no delay 
of any consequence results, as a number of tests can be given 
the first part of the titration for the discharge of the blue color, 
and, by the time the blue has been discharged from the last 
test, the first one has been standing the required time. It can 
then be at once finished with the cyanide and silver nitrate. 
The author now uses and recommends one-half the strength of 
cyanide standard given on page 214, that is, 1. c.c. equals 0.003175 
gram of copper. 

The Determination op Oxygen in Copper 

Gravimetric. — Burn off any grease adhering to the plate or 
bar, at a black heat. Pickle off any scale or film of oxide by 
dipping the sample in 1.20 nitric acid. Wash the sample after 
pickling, thoroughly, in distilled water. Dry the plate or bar 
at 100® C. 

When drilling or mUling the sample, use only bright new drills 
or milling cutters. Keep the drillings or millings in a desiccator 
filled with fresh anhydrous calcium chloride. To get a blank, 
run through the same apparatus as used for oxygen . in steel, 
copper of known oxygen content, or else put through the appa- 
ratus copper that has been already freed from oxygen by putting 
it through the entire furnace reduction as given for steel in 
oxygen determination. See pages 81-87. When tlie blank from 
such oxygen freed copper is constant, then the apparatua is 
ready for the analysis of the sample to be tested. 
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The Determination op Arsenic in Copper 

Dissolve 15 to 20 grams of the drillings in 1.20 nitric acid, 
adding the acid a little at a time until the copper is all dissolved. 
Measure all of the acids used, for blanks must be run as all acids 
are liable to contain far more arsenic than is in the copper itself. 

Add to the solution of the copper 1 gram of steel that heu^ 
been dissolved in HCl and evaporated twice to a low volume 
with 20 c.c. of 1 : 1 HCl. This evaporation will remove any 
arsenic that may be in the steel. To remove the HCl, evap- 
orate the solution of the steel to a few c.c. with 20 c.c. of cone. 
HNO 3 . Perform this evaporation twice. 

(Also run blanks on all reagents, adding 1 gram of the 
same steel dissolved in the same way. Take the blanks through 
all oi)erations. Also run through 0.025 and 0.050 gram of c.p. 
arsenious acid or the same amount of standardized mispickel 
(see page 110). Put these known amounts and blanks through 
all operations, usings exactly the same amounts of all reagents 
as used on the sample.) 

When all copper is in solution and the iron has been added, 
evaporate the solution low, dilute it with water, and add an 
excess of ammonia. The precipitated iron hydroxide will carry 
out with it all of the arsenic and antimony. This iron hydroxide 
is redissolved in hot 1 : 1 HCl and again precipitated with ammonia 
to remove any copper carried out with thetiron hydroxide and 
redissolved as before. It is not necessary to remove absolutely 
all of the copper at this stage, as the subsequent precipitation 
of the arsenic in strongly acid HCl solution will prevent traces 
of copper from precipitating as sulphide. 

This solution of the iron hydroxide and iron arsenate in HCl 
is made strongly acid with cone. HCl and the arsenic is 
precipitated as given for arsenic in tungsten ore as described on 
pages 108-110, and weighed as arsenic pentasulphide. 
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Part I 

«THE RAPID DETERMINATION OF NICKEL IN THE PRESENCE 
OF CHROMIUM, IRON AND MANGANESE 

In applying the method of T. Moore f to the determination 
of nickel in steel, the directions given on page 183, Analysis of 
Steel Works Materials by Brearley and Ibbotson, were followed: 
One gram of steel was dissolved in a 150 c.c. beaker with 10 c.c. 
of concentrated hydrochloric acid diluted with an equal volume 
of water. 

When action ceased 10 c.c. of nitric acid (1.20) were added, 
and the contents of the beaker were boiled to about one-half. 
16 c.c. of dilute sulphuric acid were poured into the solution 
and also 3 grams of powdered citric acid. The solution was 
itirred until the citric acid was dissolved, transferred to a 600 c.c. 
beaker, and rendered faintly but distinctly ammoniacal. 

NoTB.—For Bnmck’s Dimethylglyoxime Method for Nickel and the 
author’s modification of this separation, see page 231. 

The nickel was titrated with a standard solution of potassium 
cyanide, using a measured amount of standard silver nitrate 
and 2 c.c. of a 20 per cent solution of potassium iodide as an 
indicator. The deep red color of the citrate of iron greatly 
obscures the end-point. The authors complain of this color and 
recommend the use of a condensing lens to cast a beam of light 
through the darkness. In the presence of chromium the writer 
found that a still more somber gloom settled down over the close 
of the reaction. The authors mentioned also state that this 
element retards the union of the cyanide and the nickel, causing 
the recurrence of the cloud of silver iodide. 

* Reprinted from the Journal of the American Chemical Society (with 
additions), Vol. XXIX, No. 8, August, 1007. 

t Chemical News, 72, 02. 
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After struggling with the process for some time and alwagni 
carefully separating the chromium, and with it the iron» in 
chrome steels, an attempt was made to dispel the darkness and 
also to avoid these tedious separations: Less citric acid per 
gram of steel was taken, and the dark red shaded to blackness. 

Naturally, the amount of citric acid per gram of steel waf then 
increased, that is, 6 grams of citric acid per gram of steel were 
used, and a marked improvement was noted. Still more citric 
acid caused a complete lifting of the shadows. 

The following modified procedure was finally adopted for 
nickel steels after having been thoroughly tested with plain 
carbon steels to which known amounts of nickel had been added: 
Dissolve 1 gram of steel drillings in a 150 c.c. beaker with 20 c.c. 
of hydrochloric acid (111). When action ceases add 10 o.o. of 
nitric acid (1.20). 

Reduce the volume of the solution to about 15 c.c., keeping 
the beaker covered during the boiling. Remove the beaker from 
the fire and pour into it 8 c.c. of cone, sulphuric acid diluted 
with 24 c.c. of w%ter. The presence of the sulphuric acid is 
essential to a sharp end reaction between the cyanide standard 
and the silver iodide in the subsequent titration. 

Transfer the contents of the beaker to one of 600 c.c. capacity 
containing twelve grams of powdered citric acid. Stir until the 
citric acid is dissolved. Render this solution faintly but dw- 
tinctly alkaline with ammonia, using one part of concentrated 
ammonia diluted with one part of waters A large excess of 
ammonia causes low results. Stand the beaker in running 
water until it is cold. The volume of the solution should now 
be about 300 c.c. Much larger volumes than 300 c.c. should be 
avoided, as great dilution retards the end-point, causing the 
cloud of silver iodide to disappear and then to reappear again 
in a few minutes. 

The faintly ammoniacal condition * can be easily controlled 
by adding the ammonia rather slowly and noting the changes of 
color that ensue: The first change is to amber, then to yellowish 

*One can, also, use litmus paper; add ammonia, drop by drop, until 
1 drop of 1 : 1 ammonia just turns the red litmus blue, then add 10 drops 
of the ammonia and no more, A person with the average sense of 
tnAii ^ti add ammonia until a slight sweet smell is obtained and then the 
10 dKg» of excess with better success than with the use of litmus. 
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green, then to^distinct green, then to a light shade of green, 
then to a yellow almost matching the yellow color of the acid 
solution.^ The reappearance of the yeUow tint indicates that 
alkalinity is neady attained. 

A little more ammonia now causes a brownish shade, which 
is 'evidence that the ammonia is in slight excess. The moder- 
ately allmline citrate of iron obtained in the proportion of 1 gram 
of iron to 12 grams of the citric acid yields a bright greenish 
yellow solution in plain nickel steels instead of being of a dense 
d|irk red shade. 

I To the cold solution 2 c.c. of a 20 per cent solution of potas- 
sium iodide are added. From a 50 c.c. burette a standard 
solution of silver nitrate is dropped into the same beaker, pro- 
ducing with the iodide a white turbidity. The standard potas- 
sium cyanide is added with constant stirring until the cloud of 
silver iodide just disappears, which it does on being converted 
into silver cyanide. Nickel cyanide is first formed, and then 
the silver cyanide is produced: 

(1) Ni(N03)2+4KCN = Ni(CN)2 • 2KCN+2KN08. 

(2) AgN03+2KCN = AgCN.KCN+KN03. 

If the directions are followed as given, the titration can be 
accomplished at almost the full speed of the burette. If the 
titrated solutions permitted to remain in the open beakers 
for a time, a film usually appears on the surface of the liquid. 
No account is taken of it, its presence is most likely due to a 
superficial loss of ammonia. The reactions are always found to 
be completed when the body of the solution is freed of the iodide 
precipitate. 

Standards , — From the equations as given, 5.85 grams of silver 
nitrate are equivalent to 4.4868 grams of potassimn cyanide. 
This weight of cyanide dissolved in 1 liter of water gives a value 
of 1 O.C. equals about 0.001014 gram of nickel. 

As comparatively little silver nitrate is needed with each 
analysis, it is not advisable to prepare more than a half liter 
of the water solution of this salt, using 2.925 grams per 600 c.c. 
of distilled water. 

The potassium cyanide standard should contain about 5 
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grams of potassium hydroxide to the liter which renders it quite 
permanent. The solutions are readily standardized by applykg 
them to a plain steel to which a kno\ni amount of nickel has 
been added. The chemically pure double sulphate of nickel 
and anunonium is a convenient standardizing medium. For 
example, 0.2 gram and 0.25 gram of the double sulphate inm ISh 
weighed into 150 c.c. beakers together with 1 granf^^of plain 
carbon steel drillings. 

This mixture is then put through all of the foregoing manipu- 
lations and titrated with the cyanide solution that is to be stand- 
ardized. The number of c.c. of the silver nitrate and of th# 
p>otassium cyanide solution used in this titration are noted* 
An excess of 10 c.c. of the cyanide is now added and in turn 
titrated with the silver nitrate solution until a distinct cloud of 
silver iodide is produced. This second titration gives the relation 
between the silver solution and the cyanide. 

An actual case will illustrate the calculations: In sample 
No. 3477, 1.7 c.c. of standard silver nitrate solution were required 
io produce a distinct turbidity and also to combine with any 
exc^ of potassium cyanide standard. In all, 35 c.c. of the 
cyanide were consumed in tjic titration. When the cloud of 
silver iodide had just been dispelled, an excess of 9.8 c.c* of 
cyanide was allowed to flow into the clear solution. Just 10.1 c.c. 
of silver nitrate standard were needed to produce a reappearance 
of the cloudiness. Therefore 9.8-^ 10.1 =0^7, or 0.97 c.c. of 
cyanide standard solution equals 1 c.c. of silver nitrate. Henco 
instead of deducting 1.7 c.c. from 35 c.c., 1.7X0.97 or 1.66 c.c. 
were deducted, leaving 33.35 c.c. of cyanide combined with the 
nickel in this steel. 

To a plain carbon^teel 0.200 gram of double sulphate of nickel 
and ammonium were added put through all of the steps of a. 
regular analysis. This mixture required 28.75 c.c. of cyanide. 
The nickel salt contains 14.86 per cent of nickel, or 0.200X 
0.1486 - 0.02972 gram of nickel were present. Hence 0.02W2 
- 1 - 28 . 75 = 0.00103, or 1 c.c. of standard cyanide solution is equiv- 
alent to 0.00103 gram of nickel. No. 3477, as has been stated, 
required 33.35 c.c. of the cyanide standard, and therefore con- 
tains 0.00103 X33.36 - 0.03435, or 0.03436 gram of nickbl, or 
3.435 per cent. 
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When chromium is present proceed exactly as in plain nickel 
steels except that 24 grains of citric acid per gram of steel are 
used. This proportion of citric acid is adequate to render the 
end-point quite as easy to see as in ordinary nickel steels: The 
action is prompt and free from recurrence of turbidity. Of 
course, cloudiness through the entire solution will occur, as the 
ammonia is dissipated from it, after it has stood for some time 
in an open beaker. 

The tabulation (1) that follows furnishes satisfactory proof 
that chromium does not interfere with the successful technical 
estimation of nickel in its. presence: 


TABLE I 


Sample. 

No Chromium Added. 
Nickel Found, 

Per Cent. 

Per Cent of Chro- 
mium Added to a 
Portion of the 
Same Steels. 

Nickel Found after the 
Addition of Varying 
Amounts of Chromium. 

Number. 

525 

5.09 

4 

6.10 

2991 

4.44 

2 

4.46 

7239 

3.24 

1 

3.28 

3017 

4.96 

1 

5.03 

612 

3.47 

0.6 I 

3.47 

7273 

3.29 

1 

3.31 

622 

3.56 

0.6 

3.66 

7288 

3.32 

2 

3.41 

7289 

^3.11 

2 

3.16 

663 

3.57 

6 

3.59 

2991 

4.44 

3 

4.47 


The chromium was introduced in the form of recrystallized 
chemically pure potassium dichromate. The dichromate crystals 
were mixed with a weighed amount of nickel steel drillings l^fore 
the addition of the 20 c.c. of hydrochloric acid. The combined 
action of the nascent hydrogen from the steel, the excess of 
boiling hydrochloric acid and the ferrous chloride reduced the 
chromate to chromic chloride, thus duplicating the conditions 
found when a chromium-nickel is similarly treated. 

Determination by this modification of the cyanide method 
can be finished in from forty-five to fifty minutes, either in the 
presence or absence of any per cent of chromium likely to be 
met with in steels or alloys soluble in the acids given. In this 
laboratory dupluxute determinations in nickel or nickel'Hshromium 
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steels are made in the time just specified. By the process one 
can decide in a few minutes whether or not nickel is present in a 
given steel and just how much. Tungsten, if present, does not 
interfere, appreciably, as has been notcftl by the authors men- 
tioned in this article. The writer had two different amoimts of 
nickel added to a steel containing* several per cent of chromium 
and from 16 to 17 per cent of tungsten. This steel was then 
carried through exactly as though no tungsten or chromiun) 
were present, using the method as given for chromium-nickel 
steels. 


Nickel Added, 
Ciram. 

Nickel Found. 
Gram. 

0.0297 

0.0299 

0.03715 

0.0372 

None 

0.0006 


Table II demonstrates that neither vanadium, tungsten, chro- 
mium, nor molybdenum, when present, in the amounts given, 
interfere appreciably in technical analysis. These amounts 
represent extreme cases, especially for the vanadium, it being 
equivalent in one instance to 3.6 per cent V when 1 gram of steel 
is taken. 

Tests were then made in the same manner in the presence of 
molybdenum and vanadium as follows: 


TABLE II 


Name. 

Kind of Steel or Mixture. 

Nickel 

Added, 

Gram. 

Nickel 

Found, 

Orem. 


r!nntji.iiifl 10%-4-Mo 

0.0297 




0.0222 




None 


Bxx-173 steel 

Contains 4% Mo and 4% Cr — 

0.0223 

0.0222 

^xx--173 steel 

Contains Mo and 4% Cr — 

0.0297 


fe3&-173 steel. .. . 

Contains 4% Mo and 4% Cr — 

None 

0.0004 

miirt.lirA 

0 920 gram of steel 

0.0297 

0.0298 


0 . 030 gram of nickel 




0.018 gram of vanadium 



A tni'rlaim 

0 840 gram of steel 

0.0223 

0.02^ 


0 . 022 gram of nickel 




0.036 gram of vanadium 



A hlftnk 

1 . 000 gram of steel 

None 

0.0006 


0.035 gram of vanadium 




• 









iMi < mhm^ H KA-noinif ,■ 

Ab eopp^tJht^ f()l9i,cyani4^;4t^|ime||^ 
to be too high, but copper is avoided in good steel inak«8^ili||| 
presence is unlikely in greater amounts than 0.06 pen 
although the writer, dn one occasion, found as much as 0.25 
cent in a low carbon steel, not a crucible steel, however. 
Crucible steel rarely contains over 0.04 per cent copper. The 
choice brands are under 0.03 per cent in copper. 

Wishing to test the extent to which nickel could be titrated 
in the presence of large percentages of chromium, iron bepng 
also present, the mixtures as given in Table III were titrated 
potassium cyanide. The various salts were weighed into 150 ^.4)^ 
beakers, together with the proper amounts of steel drillings. 
The same proportions of hydrochloric, nitric, citric and sul- 
phuric acids were employed as are herein given for nickel-chro- 
mium-steels, and were applied in the same manner. 

A sufficient quantity of the salts of chromium and nickel, and 
of the steel drillings, were taken to give a total of one-half gram 
of metals in the mixture. 

Double sulphate of nickel and ammonium ((NH4)2S04*NiS04* 
6H2O), potassium dichromate and steel drillings free from nickel 
were used as sources of nickel, chromium and iron, respectively. 

To obtain the nickel value of the cyanide standard under con- 
ditions similar to those existing in the mixtures tested, stand- 
ardizing mixtures of these salts were prepared varying from the 
mixtures tested as much as 1 per cent to 20 per cent in the different 
constituents. 


. TABLE III 


Per Cent of Metals. 

Qrau or Nickel. 

Nl. 

Cr. 

Fe. 



Added. 

Found. 

30 

40 

30 

. 0.1499 


60 

20 

20 


20 

40 

40 



5 

90 

6 

0.0250 


4 

92 

4 


0.0199 

1.6 

95 

3.6 



0.6 

99 

0.6 


■n 

0 

98.9 

1.0 

None 

None 






mixtitf9B ^imedS^ 10 per oen^Of aAlM a standard 
lyMldCl# solution with a nickel value of 1 o.c.«OjK)31 gram of 
adidcel was used. The standardizing mixtures were dissolved 
and treated exactly as the mixtures tes^. The same method 
of standardization was observed in the work recorded in Table 
Table III demonstrates that nickel may be estimated by thb 
foregoing modified cyanide process, using the proportions of 
citric acid as given, with sufficient accuracy for works analysis, 
indeed for most practical purposes, even when the peroent- 
of chromium is as much as 99 per cent, and the nickel content 
H but one-half of 1 per cent. 

* The titration of the mixtures given in Table III, and con- 
taining the larger amounts of chromium, requires considerable 
practice on the part of the operator. The work should always 
be carried out in duplicate. The disappearance of the cloudi- 
ness in the presence of 0.100 to 0.450 gram of chromium in a 
volume of 350 to 400 c.c. is much more exactly observed when 
the mixture containing the iodide cloud is compared, from time 
to time, with a simittir mbcture which is perfectly free of this 
milky turbidity. The dilution of the deep purple, or wine color, 
of thi§8e ammoniacal mixtures of citrates to more than 300 to 
400 c.c. renders the end-point but slightly more distinct, and has 
the great objection of retarding the reaction between the cyanide 
and the nickel. The increase above 24 grams of citric acid, in 
the solution, even to the extent of adding 60 grams of citrie 
acid, did not relieve the density of color Ho any perceptible 
extent. 

When titrating with a standard, 1 c.c. of cyanide ">0.0031 
gram of nickel (three times the strength used for steels), do not 
also increase the stren^h of the silver standard to equal it, but 
still retain the silver nitrate standard as given for steels. A 
silver nitrate solution sufficiently concentrated to be equivalent, 

f p^e for volume, to the cyanide standard (1 c.c. *0.0031 gram 
nickel) on being dropped into the solution containu^ the 
potiuBsiuni iodide, does not produce the usual opalescence, alone, 
but forms curds of iodide that do not readily combine with the 
standard. The end-point is reached and the main body 
of the solution is free of cloud while curds of silver iodide s^ 

' V* the detenninatkm of nickel in the presence of much chromiuin, 
pi^229. 
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lie on the iottom of the beaker. The weaker silver nitrate 
standard, or 5.85 grams of silver nitrate to the liter, produces 
with the potassium iodide a finely divided cloud of precipitate 
that combines promj)tIy with the strong cyanide standard, 
giving a sharp end-point. Weigh, therefore, 2.925 grams of 
silver nitrate, diluting to 5t)0 c.c., and 13.4604 grams of the 
best grade of potassium cyanide, diluting to 1000 c.c., for titra- 
tions of solutions containing from 0.100 to 0.300 gram of nickel; 
1 c.c. of this silver nitrate solution should be equivalent to | c.c. 
of the concentrated cyanide standard (1 c.c. cyanide -0.0031 
ztgrams of nickel). 

The titration of nickel by potassium cyanide in mixtures 
containing large percentages of manganese with varying amounts 
of chromium and iron was also tried. 

As in the experiments outlined in Table III, mixtures were 
prepared to contain one-half gram of metallic substances. The 
sffine nickel and chromium salts were employed. Potassium 
permanganate crystals supplied the manganese. 

The crystals of double sulphate of nickel and ammonium, 
potassium dichromate and potassium permanganate were weighed 
into a 150 c.c. beaker with the steel drillings. To this were 
added 20 c.c. of dilute hydrochloric acid. The contents of the 
beaker were then boiled, after the first action was completed, 
until the chromate and permanganate were reduced. An addi- 
tion of 10 c.c. of nitric acid (1.20) followed, and the analysis 
was carried out exactly as given for chromium-nickel steels, 
using 24 grams of citric acid. The results obtained are given in 
Table IV. Sulphuric acid was added as in the process for steels. 

Table IV gives evidence of the fact that nickel can be accu- 
rately determined in the presence of large percentages of chromium 
and manganese, if the conditions herein given are carefully 
observed. In the hands of a practiced operator no difficulty was 
experienced in the analysis when as much as 95 per cent Of 
manganesO was in solution with but 0.25 per cent of nickel. 

Where large amounts of reduced chromium are encountered 
with nickel, the latter can be titrated to a better advantage by 
boiling the sulphuric acid solution of the sample with an excess 
of KMn 04 ; filtering out the manganese oxide and then proceed- 
ing with the addition of the citric acid, etc., (see E. D. Campbell 
and W. Arthur, J. Am. Chem. Soc., 30,. 1116-20, July, 190S). 
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TABLE IV 



PlB C«NT 

OF Mnam. 


Qbam of 

Niosil. 

NL 

Md. 

Cr. 

Fe. 

• Added. 

Found. 

41 

20 

10 

30* 

0.2059 

0 2058 

20.6 

40 

20 

20 

0.1029 

0.10228 

15 

60 

15 

10 

0.0760 

0.0762 

1.5 

95.5 

1 

2 

0.00749 

0.00762 

0.25 

94.9 

2 

2.9 

0.00124 

0.00122 


94.9 

2 

4 

None 

0.00006 


There is not the slightest need for all this extra wort for any 
amount of chromium ever found in steels, unless it is desired to 
determine this element in the same analysis with the nickel. 
In that event use 4 grams of steel and proceed as in CrV steels 
(Chjipter H) ; and, when the solution is ready for the titrations, 
divide it in two eqml portions. Finish one portion for Cr and \C 
by the method in Chapter II. Finish one-half of the other 
part for nickel, adding citric acid, etc. This procedure avoids 
the reoxidizing and refiltering resorted to by Messrs. Campbell 
and Arthur; and also any necessity of making the objectionable 
spot tests. It affords an easy way of getting Cr, V, and Ni from 
the one analysis. 

Add the citric add after neiUralizing the free acid when large 
amounts of chromium or vanadium are present with the nickel. 

By first performing the neutralization before Adding the citric 
acid, the latter is prevented from reducing the vanadium or 
chromium and, in this way, the intense dark colors are elimi* 
nated. It is still better to not only neutralize the free acid of 
the chromic acid-nickel or the vanadic acid-nickel solution, but to 
also convert the citric acid to ammonium citrate before adding 
this organic compound to the almost or entirely neutral solution 
of the nickel and chrome, or nickel and vanadium. This of 
coutse applies, only to the filtrate after boiling with permanganate 
to oxidize' the vanadium to the vanadic and the chromium to 
the chromic state. This oxidation is highly to be recommended 
when large amounts of vanadium or chromium are present. 

After adding the ammonium citrate, the usual amount of 
excess of ammonia is introduced and the citrate will gradual^ 
diss^ye the iron hydroxide after prolonged stirring. 


THE RAPID DETERMINATION OF NICKEL 


The Complete Analtbis of ** 30 per cent ** Nickel Steel 

Iron.-— Dissolve 0^3 or 0.46 gram of sample in 30 c.c. of 1.20 
nitric acid in a porcelain dish, and when the action is over, evap- 
orate the solution to drynesp; ignite the bottom of tl^e dish to a 
dull red to destroy the carbon; cool; dissolve in 20 c.c. of cone. 
HCl and finish as in iron ore by reduction with stannous chloride 
and titration with potassium dichromate standard. The nickel 
does not interfere except to turn the spot tests cloudy, but not 
so quickly but that the end-point can be seen. 0.45 gram of 
sample required 53.2 c.c. of the standard; 53.2 times 0.00565 
divided by 0.45 times 100 equals 66.7 per cent iron. 

Standardization in the Presence of Nickel . — Dissolve 0.300 
gram of the U. S. Bureau Sibley iron ore together with 1.00 gram 
of double sulphate of nickel and ammonia, as above, and put it 
through all of the operations as given. Titrate it with the regular 
(iichromate standa^ as used for iron ore (0.8 grams of recrys- 
tallized KaCrzOr dissolved in water and diluted to 2000 c.c.). 
This gives a factor of 1 c.c. equals 0.00565 gram of iron, that is, 
36.7 c.c. of the standard were used, hence 0.300 times 0.602 
divided by 36.7 equals 0.00565. 

The carbon, manganese, etc., were determined as in plain 
steels. 


RESULTS 




Per Cent. 


Per Cent. 

Carbon 


.... 0.20 

Silicon 

0.126 

Manganese 


.... 0.74 

Nickel 

32.27 

Phosphok’us 

Sulphur 


.... 0.026 

.... 0.026 

Iron 

66.76 


Bbunck’s Method for Nickel in Steel 

This method is supposed to separate nickel from iron, chro- 
mium, zinc, manganese and cobalt. The presence of a huge 
quwtity of manganese requires the preoipitati<m to be made 
from acetic solution. The procedure for sM is to dissolve from 
0.5 to 0.6 gram in 10 c.c. of 1 : 1 HCl with heat. Oxidiie with 
nitric acid; boil off the red fumes; silicon is not removed; it 
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would seem to the writer that it would be safer in some steels 
to remove the silicon by evaporation to dryness. 

Add from 2 to 3 grams of citric acid ^nd make the solution 
slightly ammoniacal to see if any precipitation occurs. If the 
solution remains clear, add HCl drop by drop until slight acidity 
is attained. Heat to near boiling; add 20 c.c. of a 1 per cent 
solution of dimethylglyoxim in alcohol. Now drop in ammonia 
to slight alkalinity. Let stand for one hour and filter hot. Wash 
with water. The red precipitate is caught on a Gooch or Munroe 
crucible and, after being thoroughly washed, is dried for forty- 
five minutes at from 110^ to 120^ C. The weight obtained is 
multiplied by 0.20326 to convert it to metallic nickel which is 
then calculated to percentage. 

The percentage of 20.326 corresponds to the formula of 
C 8 Hi 4 N 404 Ni. Prettner recommended the holding of the solu- 
tion for an hour before filtering off the scarlet precipitate. Those 
wishing to read the original descriptions of the method should 
consult Zeitschrift f^Angew. Chemie, 1907, Nr. 47, S. 1844. 
Dr. 0. Brunck. Also Chem. Ztg., 33, 1909, p. 396. 


A Modification of Brunck’s Method by Solution op the 
Red Precipitate in Nitric Acid and Titration of the 
Solution in the Usual Way with KCN and Silver 
Nitrate • 

Proceed as for nickel as in Brunck’s method, obtaining the 
red precipitate, which is washed fifteen times with 500 c.c. of 
water containing 10 c.c. of .a 2 per cent solution of the dimethyl. 
The precipitate is dissolved off the filter with 25 c.c. of 1.20 nitric 
acid, allowing the solution to run into the beaker in which the 
precipitation of the nickel was made. Wash the filter about 
thirty times with water containing 10 c.c. of 1.20 nitric acid per 
500 C.C.' of water, or until the wash water no longer gives a test 
lor nickel with the dimethyl. Add 15 c.c. of 1 : 3 sulphuric acid 
to the nitric acid solution of the red precipitate; l^il twenty 
minutes; cool; add* 5 grams of citric acid; make faintly ammo- 
aiacal; add 10 drops of 1 : 1 ammonia and finish for nickel by 
titimtion mth KCN and silver nitrate. By this method the 
U. S. nickel-chrome standard. No. 32 (1.62 per cent Ni) gave 
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1.63 per cieht nickel, and the U. S. nickel standard No. 33 (3.33 
per cent Ni) gave 3.36 per cent Ni. 

One should be a|;>le to use this method for the determination 
of small amounts of nickel by taking large weights of the sample. 
Elements like manganese, ^vanadium, and chromium, that give 
very dense dark citrates when in the “ous^' state, could be 
analyzed for small per cents of nickel in the above manner by 
separating away the bulk of these elements from the nickel. 
(See the Determination of Small Amounts of Nickel in the 
Presence of Large Amounts of Cobalt, page 382.) The idea of 
such a modification of Brunck’s method was suggested to the 
author by Mr. A. G. Greenameyer. The above details are the 
author’s. 

For the Determination of Nickel by Electrolysis, see page 386. 

The Present Routine Standard Method for Nickel 
(May, 1919) 

Nickel in Steel. — Weigh 1 gram of the sample into a clean 
400 e.c. beaker. Add 25 c.c. nitric acid (sp. gr. 1.20); put 
cover glass on beaker and place on argand stove over a low flame 
until sample is dissolved. Add 15 c.c. sulphuric acid (1 : 3) ; 
raise flame slightly and boil until all brown fumes have been driven 
off. Failure to entirely expel the brown fumes causes inaccurate 
results, Remov^e from stove; rinse cover glass and sides of 
beaker with distilled water. Allow to cool somewhat; then add 
10 grams citric acid (powdered). 

Add 50 to 60 c.c. ammonia water (1:1); stir until citric 
acid crystals are in solution; then transfer beaker to a pan of 
cold water. (Do not float the beaker, it may upset.) If the 
solution when cold still smells strongly of ammonia, add 1 : 3 
H2SO4 a few drops at a time or until the test smells only slightly 
ammoniacal. However, if when cooled, solution instead of 
being ammoniacal is neutral or faintly acid, turning blue litmus 
to a red, then add ammonia a few drops at a time until the solu- 
tion is faintly ammoniacal. 

The test is ready for titration when it has a distinct, but not 
strong smell of ammonia. At this stage, red litmus turns blue 
where it dips into the solution. If the solution is strongly ammo- 
niacal. low results are obtained. If it is too faintly ammoniacal 
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high results are gotten. The operator soon learns to judge the 
right amount of ammonia. 

To the faintly ammoniacal solution, add 2 c.c. of potassium 
iodide from a small graduate and stir. tUsing a burette con- 
taining silver nitrate solution, note the reading of the burette; 
then add • 2 c.c. of the same to the test and stir well. A pale 
yellow cloud should form throughout the solution. 

Using another burette containing dilute standard potassium 
cyanide solution, note the reading, then add just enough of this 
solution to clear up the cloud that was previously formed — thus 
finally obtaining a clear solution. Stir constantly during the. 
addition of the KCN. 

Record the final readings of both silver nitrate and potassium 
cyanide burettes. By subtraction the number of c.c. consumed, 
of each are obtained. 


Steels Containing Chromium 

Dissolve first in ‘a® mixture of 30 c.c. of H 2 SO 4 (1 i 3) and 
20 c.c. distilled water. Heat until dissolved, oxidize with 20 c.c. 
HNO 3 (1.20). Boil off all brown fumes; remove from fire; 
cool; add the citric acid and proceed as given above. 


CALCULATIONS 

Known Mixture for Standardising 

200 mg. NiAm sulphate (14.8% Ni) Place in 400 c.c. beaker and run 

1 gm. plain steel simultaneously with tests 

(Most steels contain at least 0.02% Ni and 0.026% Cu.) 

14.0 c.c . . . Final R^ing 82.3 c.o. 

12.0 c.c Start 49.6 c.c. 


2.0 O.C. total silver nitrate Total cyanide — 32.7 c.o. 

1.1 c.c. (1 c.c. silver -1.1 c.c. cyanide) Silver equivalent.. 2.2. c.o. 

242. — silver nitrate used by the Nickel equivalent. 30.5 0 . 0 . 

excess of KCN. 

14.8% Ni in Nickel Ammonium Sulphate. 

.2 gram 

30.5 )2.90OO( 0.097 or 1 c.c., -0.00097 gram Ni 
Factor 1 o.c. cyanide, 0.097 per cent Ni on 1 gram basis. 
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High Nickel Steels 

Run as directed above, but use oonc. KCN solution for titration. 1 c.o. 
AgNOi usually equals 0.226 c.c. strong KCN. 

Caution.— Be extremely careful in handling cyanides, as they are very 
poisonous. 

silver nitrate solution awjty from bright light, especially sunlight, 
which causes it to undergo decomposition. 



CHAPTER IX 
Part II 

THE ANALYSIS OF NICKEL-CHROMIUM ALLOT 

The widespread application of true nickel-chromium and 
nickel-chromium-iron alloys to resistance heating has made 
further work for the analyst. 

The author has analyzed several varieties of these mful 
alloys as follpws: 


Nickel 

Dissolve 0.5 grants of the wire in a No. 5 pcijcelain dish with a 
mixture of 20 c.c. cone. HCl and the same amount of cone. 
HNO 3 and evaporate to 15 c.c. Add 100 c.c. of cone. HNO 3 and 
evaporate to 20 c.c. Transfer the solution to a 600 c.c. beaker; 
add 40 c.c. of 1 : 3 H 2 SO 4 ; dilute to 200 c.c.; heat to boiling; 
add permanganate of potassium to the boiling solution until an 
excess of brown manganese oxide remains without perceptible 
change after a half hour of boiling; cool; Alter on an asbestos 
plug or through a porous ^crucible, making sure that none of the 
manganese oxide runs through, as the filtrate must be perfectly 
clear. Cool; add 1 : 1 ammonia until a precipitate starts to 
form; add 15 grams of citric acid made slightly alkaline to 
litmus paper by ammonia. Add ten drops more of the ammonia, 
if necessary to render the solution slightly alkaline. Titrate 
the solution with the concentrated KCN standard given on 
page 227. To standardize the cyanide under conditions similar 
to the alloy, put the following mixtures through all of the above 
operations and then titrate them with the KCN: Mixture No. 1, 
1 gram of the nickel-'ammonium sulphate, and 200 mgs. of potas- 
sium dichromate; mixture No. 2, 2 grams of nickel-ammonium 
sulphate and 200 mgs. of the dichromate. The nickel-ammo- 
nium sulphate used in this work was checked by electrolysis 
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and found to obtain 14.6 per cent nickel, hence mixture No. 1 
ccMiained 0.146X1.00 or 0.146 gram of nickel, and mixture 
No. 2 contained 0.146 X2.00 or 0.202 gram of nickel. 

t 

Chbomium 

• 

Dissolve 0.500 gram of the finely ground sample exactly as 
given for nickel and proceed with the analysis as for nickel and 
filter off the excess of manganese oxide as in the case of the nickel. 
Cool the filtrate if the titration is to be finished forthwith; omit 
the neutralization with ammonia; and titrate, after adding 
40 c.c. of 1:3 sulphuric acid and diluting further to 250 c.c. 
with water. Titrate with the same strength of sulphate and 
permanganate standards as are given on pages 12 and 13. Do 
not use any ferricyanide indicator, as the nickel would be pre- 
cipitated and hide the end-point. First add the sulphate stand- 
ard until all red tints are gone and there remains only the chrome 
green; then add an apparent excess of about 10 c.c. Next 
titrate with the equivalent permanganate standard until a faint 
permanent pink flush is visible through the green of the chro- 
mium. The amount of the sulphate used less the number of c.c. 
of the permanganate required to produce the pink end-point is 
multiplied by the value of the double sulphate in chromium 
per c.c. The result equals the number of milligrams of chro- 
mium in the 0.500 gram of sample. The standardization is 
accomplished by putting the following known mixture through 
all of the foregoing operations: 0.250 gram of plain carbon steel, 
0.100 gram of recrystallized potassium dichromate and 2 grams 
of nickel-ammonium sulphate; also the same amounts of steel 
and nickel salt with 0.200 gram of the dichromate. These mix- 
tures are titrated in the same way as described for the sample 
itself and the value of the sulphate in chromium is calculated 
in the usual way. The value of the dichromate in metallic 
chromium is taken as 35.35 per cent Cr. 

Manganese 

' Dissolve 0.300 gram of the wire in a mixture of 10 c.c. of cono. 
nitric acid and 5 c.c. of cone', hydrochloric acid. Evaporate to 
6.0 C.C.; add 50 c.c. of cone, nitric acid and evaporate to 10 c.o«; 
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add 26 c.c. more of the nitric acid and again evaporate to 
Transfer to a 10X1 inch tube and finish as in chrome steelB, 
as directed on page 32. 


Ca^on 

Twist several strands of the wire into a rope and take millings 
therefrom as described under Milling (see page 271). Then 
bum with red lead as in ferro-chromium. 

Sulphur and Silicon 

The sulphur is determined as in the gravimetric method for 
alloy steels. The silicon is obtained from the insoluble matter 
filtered out before precipitating the sulphur with barium chloride. 


Iron and Aluminum 

Dissolve 1 gr^ of millings in a mixture of 20 c.c. of cone. 
HCl and 20 c.c. of cone. HNO 3 . Heat until all action is over; 
bml down to 20 c.c.; transfer to a liter boiling fiask; dilute to 
300 c.c. and peroxidize, as described on page 35, getting filtrates 
A and B, and if B has a distinct yellow color, then a third peroxi- 
dation should be made, obtaining a third filtrate and washings 
C that are free from an appreciable yellow color, showing that 
all of the chromium has been separated hx)m the iron present. 
The aluminum is obtained from A, B and C, as in ferro-vanadium, 
that is, by adding 1 : 1 HCl slowly with constant stirring until 
turmeric paper is no longer immediately turned to even a sug- 
gestion of a brownish red color on being dipped into the solution. 
The operator can easily tell when he is approaching the end-point 
by the sudden increase of the effervescence, as the acid is added; 
ftlfln if aluminum is present to the extent of even 1 per cent the 
solution will have become cloudy and if several per cents are pres- 
ent,' the usual white, flocculent, precipitate of aluminum hydroxide 
will have formed. Continue to add the acid until the turmeric 
idiows no more immediate change of color than if it had been dipped 
into water. Of course in a minute or two the paper will t^ 
on a faint brownish red. At this stage the solution will change 
litmus paper at once to a distinct blue. A, B and C can be 
pombined in one before performing the precipitation of the 
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alu^mnum, or if the volumes are too great they can be treated 
se^mtely and the precipitates combined on the one filter. The 
alkaiihe solution is brought just to a boil, before adding the 
acid, but in no case should the strongly alkaline solution be 
heated further, as by so doing large amounts of glass are dissolved. 
The precipitate of aluminum is then washed and dissolved off 
the filter, reprecipitated with a slight excess of ammonia and 
weight as AI 3 O 3 plus a little P 2 O 5 and Si02 and finished from 
that point on as given on page 36 and on page 37. 

The Iron. — ^All of the iron will be on the filter from filtrate C, 
except a slight film which will be clinging to the walls of the boil^ 
ing ilask. The latter is cleaned by warming in the flask a little 
1 : 1 HCl and the iron on the filter is dissolved off with hot acid 
of the same kind. The iron from the flask and the filter are 
combined and titrated as in iron ore after reduction with stan- 
nous chloride. To standardize the dichromate the following 
known mixture was put through all of the foregoing operations: 
250 mgs. of standard iron ore, 0.100 gram of potassium dichro- 
mate and 2.00 grams of the nickel-ammonium sulphate. Also 
for a check, 0.260 gram of the iron ore, and the same amounts 
of the other two salts as before. The Sibley ore No. 27 of the 
U. S. Bureau of Standards is extremely useful as a known source 
of iron to add to all such standardizing mixtures. The salts of 
nickel and chromium are of course added to have the stand- 
ardizing mixtures as^near the samples as possible. 

SOME TYPES OF NICKEL-CHROMIUM AND NICKEL-CHROMIUM- 
IRON ALLOYS 



No. 1. 

No. 2. 

No. 3. 

No. 4. 

No. 5. 

Carbon 

0.12 



0.14 

0.41 

Manganese 

0.82 

2.74 


Trace 

1.96 

fiiilphiir 

0.012 




0.026 

Nkiel 

76.93 

60.35 

66.42 

83.91 

66.47 

Chromium 

16.40 


19.37 

13.97 

16.64 

Siliinon 

0.23 




1.66 

Iron 

1.81 

26.11 

10.23 

1.47 

22.68 

Aitfinimim 

2.68 




1.20 

plyiiiphnrim 





0.08 









CHAPTER IX 


Part III 

THB ANALYSIS OF NICKEL-COPPER IRON ALLOT 
(MONEL METAL) 

SreicoN AND Copper 

Dissolve 0.5 or 0.6 gram of the drillings or millings in a 
No. 5 porcelain dish with 35 c.c. of 1.20 nitric acid. In the 
same manner dissc^ye two standardizing mixtures as follows: 
(1) 0.100 gram of 99.9 per cent metallic copper and 2.00 grains 
of the double sulphate of nickel and ammonia. (2) 0.200 gram 
of the copper and 3 grams of the double sulphate. Heat until 
all action with the nitric acid has ceased; add 70 c.c. of 1 : 8 
sulphuric acid and evaporate to thick white fumes. Add 100 c.o. 
of water; heat until all is in solution except a little white insoluble 
residue of flotant silicic acid which is filtered through a double 
11 c.c. ashless filter and washed free of iron with water con- 
taining 10 per cent by volume of 1 : 3 sulphuric acid. Finish the 
washing with water; get the silicon from the residue on the filter 
as in steels, page 348, by loss of weight after evaporation with 
a few drops of cone.- sulphuric acid and 10 c.c. of hydrofluoric 
acid. Any residue of oxides remaining after this evaporation 
and ignition is dissolved out with a little cone. HCl and 
solution is added to the main filtrate from the silicon, lliis 
filtrate is diluted to 400 c.c. with water, heated nearly to boifing, 
and hydrogen sulphide is passed through it until the copper 
separates out well. Filter the sulphide of copper throu^ a 
double 12} cm. filter and wash with H 2 S water containing 5 di^ 
of 1 : 3 sulphuric acid per 500 c.c. of water, giving not less Uiaoi 
forty waidiings. Dry the filter, bum it off at a low red heat 
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in a porcelain crucible, and dissolve the copper oxide in 20 c.c. 
of 1.20 nitric acid. Transfer the solution to a 400 c.c. beaker; 
add 1.6 grams of citric acid; make neutral with a saturated 
solution of sodium carbonate and add 25 c.c. excess of the car- 
bonate. Titrate the copper by the cyanide method as described 
on pages 213 to 216. For the indicator use a 20 per cent KI 
solution (20 grams of the KI to 100 c.c. of water) ; for the cyanide 
use 4.4868 grams to the liter; and for the silver nitrate dissolve 
2.925 grams in water and dilute to 1 liter. It may be well to 
give the routine of the titrations here. Add the KCN to the 
solutions containing the various amounts of test and the known 
mixtures until all blue color is gone; then wait at least a half 
hourf before proceeding with the cyanide and silver titration. 
Unless this pause is made discordant results will be obtained, 
owing to the slowness of the complete reaction between the 
cyanide added to discharge the blue, and the copper. After 
the half to one hour interval, add 2 c.c. of the KI indicator, 
and then the silver nitrate until a slight white cloud of silver 
iodide appears that is permanent. To get the relation between 
the silver and the cyanide next add 6 c.c. of the KCN standard 
and again add the silver until the slight cloud again appears. 

Standardization and Calculations , — Mixture No. 1 required 
83.2 c.c. of the KCN to discharge the blue color, and after waiting 
for at least a half hour it required 6.5 c.c. of the AgNOs standard 
to produce a slight cloud of silver iodide in the solution; further, 
on adding an excess cf the KCN of 5 c.c. it required 4.3 c.c. of 
the AgNOa to again produce a slight permanent cloud in No. 1. 
By this last titration, therefore, 4.3 c.c. of the “silver” equal 
6.0 c.c. of the cyanide. Since 6.5 c.c. of the silver solution were 
needed to produce the first slight cloud after the thirty-minuta 
delay, then 6.5X5 divided by 4.3 or 7.6 c.c. must be deducted 
from the 83.2 c.c. required to discharge the first blue in order 
to obtain the actual amount of the KCN standard that was used 
by the copper taken. This gives 75.7 c.c. of the KCN equal 
to 0.100X99.9 of metallic copper or 0.0999 gram, or 1 c.c. of the 
KCN equals 0.00132 gram of copper. In the same way from 
mixture No. 2 it was found that 149.8 c.c. of the KCN equal 
0.1098 gram of copper, or 1 c.c. of the KCN equals 0.001333 gram 
vH copper. The average of the two standardizations was 0.00133* 
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In the same manner 0.5 and 0.6 gram of the monel gave 2|^0 
and 26.9 per cent copper. 


Nickel in Monel 

• 

The filtrates from the H 2 S precipitation of the copper are 
evaporated to fumes with 100 c.c. of 1 : 3 H 2 SO 4 ; cool; add 50 
c.c. of water; and then 10 c.c. of cone. HNO 3 ; heat to destroy 
any remaining hydrogen sulphide; filter if not clear, and titrate 
with cyanide and silver. For the cyanide standard dissolve 
44.868 grams of KCN in water and dilute to 2 liters, and¥or 
the silver nitrate and the potassium iodide use the same strenph 
as given for«the copper. In making the titration add 2 c.c. of 
the KI and then the AgNOa until a distinct white cloud of the 
silver iodide is formed; then add the KCN until the cloud just 
disappears; then add 10 c.c. excess of the KCN and just bring 
back the white cloud to get the relation between the silver 
nitrate and the KCN^ As No. 1 (see copper) contained 2 grams 
of the nickel ammonium sulphate, there were present, theo- 
retically, 0.1486 X 2.00, or 0.2972 gram of nickel. By the excess 
titration it was found that 1 c.c. of the AgNOs equals 0.21 c.c. 
of the KCN. The first cloud produced by the addition of the 
2 c.c. of KI did not disappear until 61.0 c.c. of the KCN had 
been added. In the standardization 2.4 c.c. of the AgNDs 
were actually added to produce the cloud with the KI; and by 
the titration of the 10 c.c. of excess KCN, 47.6 c.c. of the AgNOs 
were required to again reproduce the cloud; therefore, 61*0 c.c. 
less 2.4X10 divided by 47.6, or less 0.504 c.c., equal 60.5 c.c. 
which equal 0.2972 gram of nickel, or 1 c.c. of the KCN equals 
0.00491 gram of nickeli In the same way mixture No. 2 gave 
1 c.c. of the KCN standard equals 0.00493 gram of nickel. From 
the 0.5 and 0.6 gram of the monel, 68.82 and 68.63 per cent 
nickel were found. 


Ibon 

Dissolve 1 or 14 gram of sample in 25 c.c. of 1.20 0 . 0 . nitiio 
acid in an 800 c.c. beaker and dilute to 500 c.c. Precipitate the 
iron with a considerable excess of ammonia and let the solution 
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stand until ihe iron is well separated. Filter it off; wash the 
precipitate with 1 : 20 ammonia until the washings are no longer 
colored blue; then redissolve the iron with 40 c.c. of 1 : 1 HCl; 
wash the filter free oMron with 1 : 20 HCl and precipitate the 
filtrate and washings as before with an excess of ammonia; filter 
off the iron hydroxide; wash^it as above; dissolve it to before; 
dilute the filtrato and washings from this HCl solution to 300 c.c. ; 
heat to boiling; add stannous chloride until the iron is decolorized 
and 3 or 4 drops in excess; cool; add 35 c.c. of the mercuric 
chloride solution; stir and titrate at once with a dichromate of 
potassium made by dissolving 1.225 grams of this salt in water 
aiid diluting it to 1 liter. Add the dichromate standard until 
the solution being titrated no longer gives a blue spot test with 
potassium ferricyanide when two drops of it are mixed with 
the same amount of the ferricyanide indicator on the usual 
porcelain plate. To standardize the dichromate put enough of 
the iron ore furnished by the Bureau of Standards or of some 
other equally reliable iron standard through all of the foregoing 
manipulations as though Ni and Cu were present, and titrate 
with the dichromate standard. In one such analysis, enough 
iron ore standard was taken to equal 30 and 60 mgs. of metallic 
iron in solution. This gave 1 c.c. of the dichromate equals 
0.00141 gram of iron. 

The mercuric chloride solution is made by dissolving 50 grams 
of the salt in 1000 c.c. of water. 

The stannous chloride is made by dissolving 10 grams of stan- 
nous chloride or an equivalent amount of pure tin in 100 c.c. 
1 : 1 HCl. 

The ferricyanide is prepared by dissolving 0.50 gram of this 
salt in 100 c.c. of water at the time it is to be used to get the 
sharpest end-point. 

Carbon, Manganese, Sulphur and Phosphorus 

The sulphur is found by the gravimetric method as in plaip 
steels, as given on page 335, the carbon by direct combustion 
. in oxygen, the manganese by the volumetric method given on 
f page 338' and the phosphorus as given on pages 310 to 325* , 
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No. 1. 


No. 2. 


No. 8. 


CHAPTER X 
Part I 

FERRO-MANGANESB 

Gravimetric Method . — Dissolve 1 gram of sample in 50 c.c. 
of 1.20 nitric acid in a No. 4 porcelain dish. Remove the watch 
glass. Evaporate to dryness. Ignite to low red heat to destroy 
the carbon. Replace the cover. Dissolve in 40 c.c. cone, hydro- 
chloric acid. Heat until fumes of chlorine have disappeared. 
Filter into an 800 c.c. beaker. Wash the residue on the filter 
with 1 : 10 hydrochloric acid until it is free from iron test. Wash 
it further with water until it is free from chlorine test. Ignite 
the residue in a weighed crucible and finish for silicon as in steels. 
The residue remaining, after evaporation of the silicon with 
HF and a few drops of H2SO4, is ignited at a low red; then 
weighed, the loss of weight being the silica. The weighed residue 
is dissolved out with a few drops of HCl and added to the main 
filtrate from the silica as it may contain some manganese, espe- 
cially if the ferro is high in silicon. 

« Dilute the filtrate and washings to 300 c.c. Add dilute am- 
monia until one drop produces a precipitate that fails to dissolve 
with persistent stirring. Now add 1 drop, only, of 1 : 1 hydro- 
chloric acid. Also pour into the solution 1.5 c.c. of ammonium 
acetate for every 100 mgs. of metallic iron supposed to be present. 
(The ammonium acetate solution is prepared by dissolving 50 
grams of the salt in 50 c.c. of water. Add dilute ammonia to 
this solution a drop at a time until it smells very faintly of 
ammonia.* Add water until the total volume of the acetate 
solution is 100 c.c.) Heat to boiling. Boil one minute. Permit 
the precipitate to settle a few moments. Stir in some paper pulp. 


Or reacts slightly blue with red litmus paper. 
244 
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Filter hot. Wash fifteen times with hot water containing 2 c.c. 
of ammonium acetate to 100 c.c. of water. 

Redissolve the precipitate with 10 c.c. of hot 1 : 1 hydro- 
chloric acid. Wash the filter free from* iron test. Dilute the 
filtrate and washings to 200 c.c. and precipitate it again as before. 
Wash the precipitate. Combine this filtrate and washings with 
the original filtrate and washings. Evaporate all (after adding 
to the combined filtrates 5 c.c. of 1 : 1 hydrochloric acid) to 
200 c.c. Filter if necessary. Add 25 c.c. of ammonium acetate 
solution. Heat to boiling in a platinum or porcelain dish. Add 
to the boiling solution 75 c.c. of a saturated solution of micro- 
cosmic salt, stirring continuously. Add a slight excess of ammo- 
nia,* and continue to heat the precipitate and supernatant fluid 
with frequent stirring until the pink manganese phosphate 
changes from a flocculent slimy precipitate to a pink crystalline 
heavy one that settles rapidly to the bottom of the vessel. When 
cold, filter out the manganese phosphate and wash it with cold 
water until no milkiness is obtained from the washings on being 
acidulated with a dibp or two of nitric acid and tested with a 
drop of silver nitrate solution. 

Add 10 c.c. more of the precipitant to the filtrate and wash- 
ings. If a precipitate forms after several hours, collect it; wa^l 
it as in the main precipitate. Dry the two filters containing 
the phosphate. Remove the latter to a large watch glass. 
Cover it. Bum its filter in a weighed platinum cmcible at a 
low red heat until all black is gone. Now a(fd the small residue, 
if any, obtained from the filtrate and washings tested with 10 c.c. 
of the phosphate of sodium and ammonium. When this resi^pe 
has been burned white at the lowest possible heat, add the main 
phosphate precipitate and ignite it very slowly to prevent loss 
by dusting due to liberation of ammonia. Then raise the heat 
to redness until all carbon is gone. Weigh the precipitate as 
Mn 2 P 207 . Dissolve the same in 1 : 1 hydrochloric acid, and if 
the B 9 lution contains any insoluble matter such as silicic acid, 
filter it out. Wash it. Ignite and weigh it. Deduct the weight 

* Add only enough of the 1 : 1 ammonia, at first, to produce a slight 
milkiness. Stir the boiling solution until this milky precipitate becomes 
heavy and cr 3 r 8 talline. Then add the balance of the ammonia, slowly, and 
with constant stirring to the boiling solution, making sure that an excess of 
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from the weight of the Mn 2 p 207 , multiply the remainder by 
38.69 and divide by the weight taken for analysis to obtain the 
per cent of manganese. 

If the quick nickel S;est (see Chapter IX, page 228) shows that 
considerable nickel or copper is present, these elements should 
be removed by hydrogen sulphide before making the phosphate 
precipitations. This can be done as follows: Make the filtrate 
from the iron hydroxide slightly acid with acetic acid and pass 
H 2 S through it ‘Until the sulphides collect and settle out well; 
filter; wash with H 2 S water; concentrate the filtrates and wash- 
ings until crystallization begins. Dilute with enough cold water 
to dissolve the crystals; filter again; wash with water, alone, 
and then proceed with the phosphate precipitation of the filtrate 
as in the first gravimetric method. 


Phosphorus 

The precipitate of ferric acetate contains all of the phos- 
phorus. It can be dissolved off the filter and evaporated to 
moist dryness on the watfir bath. Dissolve- the residue in 50 c.c. 
of cone, nitric acid. Evaporate to about 5 c.c. Rinse into a 
# ounce beaker. Boil with permanganate and finish the phos- 
phorus as in steel. 

The phosphorus may be determined on a separate portion by 
dissolving 1 gram in nitric acid. Evaporate to dryness. Ignite 
to a dull red. Dissolve in HCl. Convert into nitrate. Filter 
and finish as in steels. 

Iron 

Proceed exactly as for manganese up to the point where the 
small amount of iron and manganese (remaining after the silica 
has been removed with HF and H 2 SO 4 ), has been ignited and 
dissolved and added to the main solution. The total main 
solution will now contain all of the Mn, Fe, Cu, P, and Ni. The 
iron can be precipitated out with ammonia and redissolved in 
1 : 1 HCl and finished for iron by reduction with stannous chloride 
and titration with a standard solution of potassium dichromate. 
Or the iron chloride solution can be taken to fumes with 30 c.c. 
of 1 : 1 H 2 SO 4 ; put through the zinc reductor, and titrated with 
standard KMnOi. See page 366 and page 443 respectively. 
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Copper and Nickel 

Copper and nickel can be determined by the ferricyanide 
method as in steel (see pages 205-208). 

Sulphur 

Sulphur is obtained as in steels by the gravimetric method. 


Ferro-Silicon, Silicon Spiegel and Metallic Silicon 

Silicon and Manganese. — ^These high silicon materials should 
be fused with sodium carbonate and potassium nitiate. Fuse * 
1 gram with 20 grams of sodium carbonate intimately mixed 
with 4 grams of finely ground potassium nitrate. Dissolve the 
melt in water in a platinum dish. Transfer the green fluid and 
residue to a large casserole. Cover with a watch glass. Add 
an excess of concentrated hydrochloric acid, keeping the vessel 
covered. Clean the crucible with a few c.c. of the same acid. 
Add the cleanings to the acidulated fusion. Heat until all 
spraying ceases. Wash off the cover, allowing the fluid to flow 
into the casserole. Evaporate to dryness on a graphite or sand 
bath. Add 10 c.c. cone, hydrochloric acid. Warm, add 100 c.c. 
of water and heat for a half hour, or until all salt is dissolved. 
Filter. Wash the silicious residue free of chForide test. Evap- 
orate filtrate and washings again to dryness. Dissolve, filter and 
wash as before. Dry the two residues obtained from the first 
and second filtrations. Roast off the paper from them at the 
lowest possible heat to prevent loss of silica. Then gradually 
raise the heat and blast the residues in a weighed platinum 
crucible until the weight of the ash is constant. Moisten the 
silica, which should be white, with a few drops of sulphuric 
acid. Fill the crucible nearly full of hydrofluoric acid. Add 
the latter cautiously, at first. Evaporate and finish for silicon 
as in steels. It is safer to evaporate a second time with hydro- 
fluoric and sulphuric acids, using about one-third as much hydro- 

* Fuse 0.6 gram in an iron crucible with a mixture of 4 grams of sodium 
peroxide and 8 grams of sodium carbonate, if silicon, only, is required. Run 
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fluoric acid aC^was used in the first evaporation, to make sure 
that all silicon has been volatilized. 

Manganese and Iron. — ^The filtrate from the second evapora- 
tion to dryness should ^ow be divided into two equal portions.* 

First Portion 

Phosphorus and Sulphur. — ^Precipitate with a slight excess 
of ammonia. Wash the precipitate with water. Dissolve it 
off the filter with hot concentrated hydrochloric acid, using a 
little sulphurous acid if necessary. Convert this solution of the 
iron into nitrate; boil with a little permanganate and finish 
for phosphorus as in steels, calculating the percentage on a half 
gram basis. 

Sulphur. — The filtrate from the ammonia precipitation is 
made slightly acid with hydrochloric acid. The sulphur is pre- 
cipitated with barium chloride and finished as in steels. Deduct 
a blank obtained on all of the fluxes and acids. If it is desired 
to use a larger amount of sample for sulphur, it can be deter- 
mined alone on a 1 gram quantity without dividing into two 
portions. 

Second Portion 

Manganese and Iron: Manganese.— This portion is evapo- 
rated to fumes with sulphuric acid. The iron is precipitated 
with ZnO and filtered out. The filtrate is finished for man- 
ganese as given for high manganese in soluble ferro-titanium of 
.^high manganese content. (Page 59.) 

The Iron. — The iron and zinc oxide residues on the filter are 
dissolved off with hot sulphuric acid and reduced with zinc and 
titrated for iron in the same manner as given for iron. (See 
page 365. See also page 443.) 

fThe Carbon. — The carbon can be obtained by combustion 
of 0.5 gram of the ferro-manganese, etc., with 4 grams of red 

* The residue in the crucible after the volatilization of the silica with HF 
is quite likely to contain a little iron and manganese. It sh6uld be dissolved 
by warming with a little 1 : 1 HCl and added to the filtrate from the second 
evaporation to dryness before the same is divided into two portions. 

t The carbon of’ ferro-silicon should be determined on a small quantity 
of the material on account of the great heat generated. Do not bum more 
than 0.600 graiA at a time. Use 4 grams of the red lead. 
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lead; or litharge is equally good as a substitute for the red 
lead. 


RESULTS OF A COMPLETE ANALYSIS O^ FERRO-MANGANESE 
“B. H. No. 1” 



Per Cent. 


Per Cent. 

Carbon 

7.15 

80.72 

0.18 

0.028 

0.45 

0.015 

0.041 

Nickel 

0.006 

0.040 

0.045 

10.78 

0.026 

99.67 

Manganese 

Phosphorus 

Sulphur 

Copper 

Titanium 

Iron 

Silicon 

Tin 

Chromium 

Vanadium 
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Part II 

RAPID VOLUMETRIC DETERMINATION OF MANGANESE IN FERRO- 
MANGANESE ORES AND HIGH MANGANESE STEELS, BEING A 
QUANTITATIVE SEPARATION FROM COPPER AND NICKEL 

Dissolve 0.500 gram sample in 50 c.c. 1 : 1 HCl, in a No. 5 
dish; heat a few minutes; then oxidize solution with 0.5 gram 
KCIO3, using heat; add 50 c.c. 1 : 3 H2SO4, and take to heavy 
fumes. Cool; redissolve in 100 c.c. water together with 10 c.c. 
1 : 3 H2SO4, heating until all salts are dissolved and only a 
floating residue of silicic acid and carbon are left. Filter (add 
a little pulp); wash with dilute sulphuric acid wash until free 
of iron test. Burn off this residue which should be pure white. 
If the residue is colored it is weighed; and evaporated with HF 
and H2SO4 acids; ignited and weighed again, getting total 
silicon in the usual way by loss of weight. 

The residue lefj in the crucible is dissolved in a little HCl, 
and fumed with a few drops of H2SO4, to remove HCl. Dissolve 
(be residue in crucible in water by heating and add the solution 
to the original first main filtrate which will now contain all of 
the manganese, copper, and nickel that are in the alloy. 

The main filtrate is made nearly neutral with ammonia. 
The ammonia is added until a faint cloud of iron hydroxide 
is obtained that will not dissolve on persistent stirring. Add 
a few drops of H2SO4, which should render the solution per- 
fectly clear. Now add 5 grams of ammonium persulphate 
((NH 4 ) 2 S 208 ); heat until a dark brown precipitate forms; 
boil fifteen minutes, and let settle for thirty minutes; pour off 
clear liquid without disturbing the main precipitate. Wash the 
precipitate out of beaker onto the filter. Then wash filter and 
precipitate with cold water twenty-five times. 

Transfer filter and all precipitate to original 500 c.c. beaker; 
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add 50 c.c. 1 : 3 H 2 SO 4 , to all tests at the same time. Then titrate 
with standard ferrous ammonium sulphate with constant stirring, 
until the manganese precipitate is dissolved and the solution is 
clear. Back titrate the excess of ferrous ammonium sulphate 
with standard KMn04 solution. JJse the standard solutions as 
given for titration of chromium and vanadium in steel, 1 c.c, 
of these solutions should equal about 0.00137 gram of metallic 
manganese. Results on high ferro-manganese should check as 
follows: 

No. 1. Ferro Mn, 0.5 gram gave 79.26 per cent Mn. 

No. 1. Ferro Mn, 0.6 gram gave 79.45 per cent Mn. 

Standardize against a ferro-manganese of known manganese 
value or against a mixture of c. p. KMn 04 and steel drillings 
put through all operations, c. p. KMn 04 can usually be taken 
as 99.5 per cent pure, i.e., 34.777 per cent MnXO.995 equals 
manganese content of KMn 04 . Check the KMn04 against 
sodium oxalate befoije using it or against c.p. oxalic acid. 

The following scheme given for oxalic acid can be used equally 
well for sodium oxalate. The latter salt keeps better than the 
oxalic acid. 

Dissolve 1 gram of the permanganate in 150 c.c. of distilled 
water, acidulated with 100 c.c. of 1 : 3 sulphuric acid. Warm 
the solution slightly^ and add to it 2.0167 grams of the oxalic 
acid, dissolved in 150 c.c. of distilled wate^ Warm the solu- 
tions a little, if necessary, until the mixture of oxalic and per- 
manganate has become colorless. Titrate the colorless solutibfl 
with a dilute permanganate standard of known oxalic value. 
The one used in the analysis of crucibles and plumbago answers 
very well. 1 c.c. of this standard equals 0.00144 gram of oxalic 
acid (see Analysis of Graphite, XVI, page 397). Suppose 25.5 
c.c. of this standard are required to render the decolorized mixture 
a slight pink that will remain permanent for thirty seconds, 
therefore 25.5 X0.00144 or 0.0367 equals the excess of oxalic acid 
in the mixture. Hence 2.0167—0.0367=1.98, or the amount of 
oxalic acid oxidized by the 1 gram of the permanganate. By the 
equation 

2 KMn 04 5H2C2O4 ~l~ 3H2SO 4 

= K2S04+2MnS04+8H40-|- IOCO 2 . 
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we have 316.3 'irams of KMnO4= 630 grams of H2C2O4+2H2O, 
or oxalic multiplied by 0.502 equals permanganate; 1.98X0.502 
= 0.99396, or the 1 gram of permanganate contains 0.9939 gram 
of 100 per cent KMnOi. The precaution must be taken to use 
sulphuric acid that does not bleach permanganate on warming a 
few drops of the dilute permanganate standard with 150 c.c. of 
the acid. 

The foregoing scheme is the author’s adaptation of G. v. 
Knorr 4 ’s persulphate method for manganese in iron, steels and 
ores. It is a quantitative separation of Ni.* 

Von Knorr 6 credits H. Marshall f with precipitating man- 
ganous sulphate solutions with K2S2O8 as Mn 02 and that H. 
Marshall in his later paper, ^^Detection and Determination of 
Quite Small Amounts of Manganese,” t finds that on warming 
manganous solution with silver nitrate that permanganic acid 
is formed; and in the same paper by heating manganous sulphate 
solutions with persulphate, under the conditions as given, that 
manganese is separated out, quantitatively. 

Von Knorr6 states that under these conditions cobalt is 
precipitated also with the manganese, and interferes, and must, 
therefore, be removed by H2S or some other method. That he 
did not succeed in getting a quantitative separation of either 
nickel, copper, or zinc, but that these three elements do not 
interfere with the quantitative determination of the manganese. 
The precipitation) of the manganese takes place as follows: 

MnS04+ (NH4)2S208-f 3 H 2 O 

' =Mn02'H20-| (NH4)2S04+2H2S04. 

*Z. angew. Chem., 14, 1149 (1901). 
t J. Chem. Soc., 1891, 69, S. 771-786. 

I Chem. News, Bd. 83, 1901, S. 76. 



CHAPTER X 


Part III 

DETERMINATION OF BORON IN IRON 

The method of Wherry * was applied to the determination 
of small percentages of boron in iron by J. M. Lindgren.f He 
states that he found the principles as set forth by Wherry to be 
entirely feasible: Lindgren proceeded in the following way: 
^‘Three grams of iron are dissolved in a round-bottom flask 
of 800 c.c. in a mixture of 10 c.c. each of 1.4 sp. gr. nitric acid 
and 1.2 sp. gr. HCl.^ When solution is complete, cool, and pre- 
cipitate the iron with dry c. p. calcium carbonate to a pasty 
mass* At this stage the volume should not be much over 30 c.c. 
Now add, all at once, twice as much more calcium carbonate and 
stir vigorously. 

^‘The pasty mass of precipitated iron, etc., is now diluted 
with about 300 c.c. of water. This water must be carbon-dioxide 
free. Attach a reflux condenser to the flaSk, start the water 
through the condenser, and then bring the contents of the flask 
to the boil and continue boiling until the CO 2 is removed. At 
least thirty minutes’ boiling is recommended as sufficient to 
remove CO 2 ." 

The next operation is to filter out the iron hydroxide. Lind- 
gren recommends that acid-washed asbestos be mixed in with 
the hydroxide of iron to aid in the filtration and washing of the 
hydroxide. Add the fiber in a wet condition, and use 50 c.c. 
of the boiling hot wet fiber. Boil the mixture of hot wet fiber 
(which is boiled a while in water before it is mixed in the iron 
precipitate) and hydroxide of iron for several minutes, illter 
by suction. Lindgren recoifimends the use of a 15 cm. diameter 

•Jour. Am. Ghem. Soc., 30, 1687 (1908). 
t Ibid., 37, 1137 (1916). 
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Blichner funnel Mid a splash trap. Wash the precipitate ten. 
times^with boiling water. 

The filtrate and washings in the dask are cooled and titrated 
with N/10 KOH (fre'b of carbonate). After a few drops 
of phenolphthalein are added, add the alkali standard until a 
pink color appears. Now add *1 gram of mannite and continue to 
add KOH until a second pink is obtained. To make sure that 
the reaction is complete, Wherry recommends to add more 
mannite. If this causes the pink color to disappear, the reaction 
is incoipplete. Then add more of the KOH standard, a few drops 
at a time until a pink color is again obtained. Again add 1 gram 
of mannite and if the pink color does not again disappear, the 
reaction is complete. 

Blanks must be run, using steel or iron free of boron, adding 
to the same known amounts of a standard solution of fused 
boric acid. 3.5 grams of the fused boric acid dissolved in 1 liter 
of water, free of CO 2 . The boric acid is fused in a platinum 
dish. Do not use porcelain. Lindgren gives the relation between 
1/10 N KOH and the boric acid solution as 8.75 c.c. KOH 
requires 8.68 c.c. of the B 2 O 3 solution. 

Lindgren states that if the precipitation of the iron with 
calcium is properly carried out, as described, no boric acid will 
remain with the iron hydroxide. He gives the following recoveries : 

Per cent boron taken. . . .0,038 0.188 0.424 0.850 

Per cent boron found. .. .0.044 0.194 0.388 0.840 

Having read Wherry’s original article on “The Deteraiination 
of Boric Acid in Insoluble Silicates,” the author believes it 
advisable to give the following points from it: If the mineral 
is fused with an alkali carbonate and extracted with water, 
boric acid will remain in the water-insoluble residue. If, on the 
other hand, the fusion is dissolved in acid, and the iron, etc., 
are precipitated with ammonium, boron will be carried out with 
the hydroxides, to which it persistently clings even after several 
reprecipitations. Hence the use of calcium carbonate to separate 
the hydroxides. 

Wherry fuses the mineral with 3 grams of sodium carbonate 
for fifteen minutes. Dissolves in 20 to 30 c.c. of dilute HCl; 
adds a few drops nitric acid to oxidize any ferrous iron; places the 
whole solution in a 250 c.c. round-bottom flask; heats nearly to 
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boiling; and adds dry precipitated calcium carbonate and con- 
nects the condenser and boils for ten minutes. He filtets out 
the precipitate; washes it with hot wat^r, keeping the volume 
below 100 c.c. He returns the filtrate and washings to the 
boiling flask; adds a pinch of c^cium carbonate; connects the 
condenser and boils again. If the precipitate has a red color, 
filter it out; wash; add 4 to 5 drops of phenol phthalein solution, 
and titrate the filtrate slowly with the alkali standard to a pink.*^ 
(Wherry uses 1/10 N NaOH) as already described, adding 1 gram 
mannite, etc., until a permanent pink is obtained. 

Boric acid should never be boiled openly, as it is very volatile 
in steam, hence the use of the condenser. For a return condenser 
a simple straight tube about 2 cm. wide by 75 cm. long is recom- 
mended platfed vertically through the stopper of the boiling flask. 

The bulk of the solution should be small for the titration, 
as the end-point is not very sharp if the liquid is too dilute. 
Finally, just before titration all free CO 2 must be removed. 
This is done by attaching the suction to the filtering flask, first 
removing the Biichifer filtering funnel. The filtering flask is 
closed with a solid stopper, and the suction again applied. This 
should produce a further boiling without any more heating and 
the free CO 2 is sucked away. All CO 2 and bicarbonates must 
have been removed or the titration will give a low value. Con- 
tinue the suction until all fine bubbles cease to form due to the 
reduced pressure. Suction must be applied cautiously or the 
hot liquid may boil over. 

To insure the complete decomposition of any calcium bicar- 
bonate, and to make certain that all sesquioxides are completely 
precipitated, the solution to which the dry calcium carbonate was 
added must be boiled for at least ten minutes. Indeed, in 
minerals containing much iron, some of the latter may still 
remain in solution. A little calcium carbonate should be added 
to the first filtrate and washings from the main iron; boil; filter; 
and wash again. 

To hasten filtration when the precipitate is large. Wherry 
used an 8 cm. BUchner funnel, covered first with a layer of 
asbestos and then by a large filter paper folded around a bottle 
of a slightly less diameter than the funnel. A single stirring with 
hot water is said to be enough. The filtrate and washings must 
be small as the end-point is not sharp in too dilute a solution. 
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After the p^longed boiling (with condenser) to decompose all 
bicarbonate and precipitate the sesquioxides, the free CO 2 is 
removed by suction. ^The mouth of the flask is plugged with a 
solid stopper and the suction is applied. Use a splash trap to 
prevent loss of fluid by sprayjng or boiling up when the pressure 
is reduced. When the temperature has fallen to about 50®, 
the suction is stopped by disconnecting the pump. 

The sodium hydroxide (or KOH) used in the titration can be 
freed of CO 2 by the method of Winkler. The carbonate is pre- 
cipitated by adding barium chloride to a measured amount of 
the NaOH. Now titrate the NaOH with a standard acid, using 
phenolphthalein as an indicator. 

In titrating the boric acid by the present method, the excess 
of calcium chloride in the solution will immediately precipitate 
all of the carbonate from the alkali standard, producing a slight 
turbidity. The first drop of alkali added to the solution con- 
taining the boric acid should produce at once a distinct pink 
which will disappear on stirring. If no pink is obtained, it shows 
that calcium bicarbonate is still present, having escaped decom- 
position, in the boiling. In this case acidify the solution; add a 
slight excess of calcium carbonate and boil again. 

The use of mannitc is much to be preferred to glycerole. 
Jones is credited with first using mannite. Mannite is said to 
give a sharper end-point and much less of it is needed. The c.c. 
of alkali used, multiplied by. 0.0035, gives directly the amount of 
boric acid (B 2 O 3 ) present. 

Wherry states that, in some cases, it is necessary to redissolve 
the iron and rcprecipitate it with the calcium carbonate to insure 
the complete separation of the boric acid from the hydroxides 
formed, performing these operations three or four times. Filter 
and wash each time and determine the boric acid in each set of 
filtrates and washings, summing all together to get the total. 
Lindgren claims this is not necessary. Most likely Wherry is 
right when large quantities of iron, aluminum, and boron are 
present. 


2B203+Na2C03 =Na2B407+C02. 



CHAPTER XI 


Part I 

THE DETERMINATION OF CARBON IN IRON AND STEEL BY 
DIRECT IGNITION WITH RED LEAD OR LITHARGE * 

The author’s experience with this method for the deter- 
mination of carbon, together with some notes, may prove of 
interest. 

The solution of steel drillings containing large percentages 
of chromium, tungsten or molybdenum in double chloride of 
copper and potassii^ causes more or less loss of carbon as hydro- 
carbon. Especially sensitive to such loss are the carbides that 
are separated by the double chloride from steels in which are 
10 or 12 per cent of molybdenum together with several per cent 
of chromium. 

These carbides may lose some of the carbon by contact with 
dilute acid, or with the oxygen of the air during washing with 
suction f or during the subsequent drying of 'the carbide at the 
temperature of boiling water. 

In the spring of 1900 the writer made an analysis for carbon 
of a steel containing 3.8 per cent of chromium, applying the 
ordinary method f of dissolving the borings in acid double 
chloride of copper and potassium, filtering on an asbestos plug, 
washing the carbide residue alternately with distilled water and 
a mixture of one part of hydrochloric acid and twenty parts 
of water. The residue was then washed with water, alone, to 
remove the acid. After drying the washed carbide in a water 
oven, it was burned with purified oxygen in a red hot porcelain 
tube containing about 13 cm, of copper oxide. The products of 

* A preliminary paper was read at the December, 1905, meeting of the 
Pittsburgh Sect'on of the American Chemical Society. 

t See pages 297 to 301. 
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the combustii^ were passed through granulated zinc of 20-mesh 
fineness, then through anhydrous calcium chloride, and then 
through phosphoric anhydride. The purified carbon dioxide was 
absorbed and weighed in potash bulbs. Duplicate analyses by 
this method failed to check. 

A series of analyses of these borings were made. The acid 
wash when used was alternated with distilled water, and the 
washing was then completed with distilled water, alone, to 
remove acid. 



Kind of Wash. 

Wnahinss, 

Number. 

Carbon Found, 
Per Cent. 

1 

20 parts HjO to 1 part HCl 

20 

1.65 

2 

100 parts HaO to 1 part HCl 

20 

1.62 

3 

100 parts HaO to 1 part HCl 

2 

1.909 

4 

100 parts HaO to 1 part HCl 

2 

1.943 


In August, 1902, the process used in the foregoing, (3) and (4), 
was applied to a steel containing 4 per cent of chromium and 
4 per cent of molybdenum with the following absence of agree- 
ment: 

First analysis gave 1.28 per cent carbon. 

Second analysis gave 1.^ per cent carbon. 

Third analysis gave 1.33 per cent carbon. 

Fourth analysis gave 1.29 per cent carbon. 

The thought occurred that perhaps the carbide obtained 
froni' molybdenum steel gives up part of its carbon as hydro- 
carbon on being brought into contact with the air during stirring. 
No heat was applied to hasten the solution at any time. A 
number of trial analyses were made in which the time of stirring 
was varied and also the acidity of the copper and potassium 
chloride solution. In the following, 2 grams of the drillings 
were dissolved in 180 c.c. of the double chloride solutions. By 
add solution is meant a solution prepared by dissolving 600 
grams of double chloride of copper and potassium in 1600 c.c. of 
distilled water acidulated with 176 c.c. of concentrated hydro- 
chloric acid. By nearly neiUral solution is meant the same as 
the acid solution except that but 25 c.c. of concentrated hydro- 
chloric acid were added to the 1500 c.c. of distilled water. 




NEUTRAL AND ACID SOLUTIONS OP CuCI,+KCl 


The neutral elution consisted of 600 grams of the double 
chloride, 1500 c.c.. of distilled water, and no acid. The results 
obtained are given in the following table 


STEEL CONTAINING 4 PER CENT MOLYBDENUM AND 4 PER 
CENT CHROMIUM 


Kind of Steels. 

Kind of Solvent. 

Time of 
Stirring, 
Minutes. 

Time in the 
Solvent with 
No Stirring, 
Hours. 

Percentage 
of Carbon 
Found. 

No. 1 8L*3el 

acid 

20 


1.53 

No. 1 steel 

“ 

20 


1.48 

No. 1 steel 


10 


1.64 

No. 1 steel 

1 i 


12 

1.40 

No. 1 steel 

“ 

.... 

24 

1.62 

No. 1 steel 

nearly neutral 

8 


1.60 

No. 1 steel . 


8 


1.55 

No. 1 steel 

acid 

3 


1.60 

No. 1 steel 

neutral 

6 

.... ! 

1.503 

No, 1 steel 

i 1 

6 

i 

1.606 

No. 2 steel 

neutral 

4 


1.670 

No. 2 steel 

“ 

6 


1.734 

No. 2 steel 

acid 

4 


1.768 

No, 2 steel 

‘ * 

4 

.... 

1.66 


A combustion of the 4 per cent chromium^ 4 per cent molyb- 
denum steel (No. 2), by the red lead process described below 
yielded 1.734 per cent carbon. 

An examination of the foregoing table shows that both in the 
No, 2 and the No. 1 steels the highest result was obtained when 
the acid solvent was used, and also the lowest results. 

Short stirring gave better agreements than the longer periods 
of stirring, but had evidently not eliminated all of the causes of 
loss. Perhaps there is loss of carbon when the carbide is being 
dried in the water oven. Further, it is practically impossible 
to regulate the suction so as to ‘expose the residues, during ivash- 
ing, to exactly the same amount of air in each anal 3 rsi 8 . 

Two grams of the No. 2 steel were stirred twenty minutes 
with 180 c.c. of the acid solution, then transferred to the asbestos 
I^ug. Air was next drawn through the residue for fifty minutes; 
the amount of carbon obtained was 1.347 per cent. Two deter- 
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minatio^s of' the same steel were made with sixty minutes’ stir- 
ring but with the least possible exposure to air by suction; 1.63 
per cent and 1.68 per cent carbon were found. In view of these 
results the practice was adopted of always keeping a layer of 
distilled water over the carbide during the washing. As soon 
as one layer, or covering of water, was drawn off, another was 
immediately supplied. 

This treatment was applied to a group of ingots containing 
11 per cent molybdenum and some chromium. The neutral 
solution gave the higher results, as shown by the following table: 


Acid Solvent. 

Per Cent Carbon. 

Neutral Carbon. 
Per Cent Carbon. 

0.52 

0.60 

0.46 

0.56 

0.53 

0.59 


The same process of short stirring and least possible exposure 
of the carbide residue to air by suction, together with the use of 
a neutral solvent, was adopted for a series of ingots containing 
12 per cent molybdenum and several per cent of chromium. 
It failed almost completely. For convenient comparison the 
results obtained in these latter experiments are shown in a column 
parallel to those (Obtained, at a later date, from the same sam- 
ples by the red lead combustion method. (Page 261.) 

One well-known laboratory obtained 0.72 per cent carbon, 
and another, equally experienced, reported 0.64 per cent carbon 
on the S. H. S. sample. 

This untrustworthiness of the double chloride process for 
separating carbon in steel of high molybdenum and chromium 
content led to a search for some method of obtaining the percent- 
age of carbon by burning the entire substance. Having about 
this time noted Brearley and Ibbotson’s statement that steel 
drillings that will pass a 20-m’esh sieve and have been mixed 
with about three times their weight of red lead can be decar- 
bonized in a red hot porcelain tube, it was decided to attack 
the molybdenum steel in this manner. The results obtained 
from the molybdenum steels are given in the table below and 
need no comment: 



RED LEAD METHOD VERSUS DOUBLE CHLORIDE 261 


Sample. 12 Per Cent M >. 

Steel Containina Cr. 

Reaulta Obtained 
by the Neutral 
Solution. Per 
Cent Ca|bon. 

a 

ReAulla obtained 
by the 

Red I.ead Proceai. 
Per Cent Carbon. 

JJo. 1 ..! 

. 1 

0.54 

0.80 



. 0.72 

0.79 

JJo. 2 

i 

0.81 

0.76 


1 

. 0.61 


1 

0.66 


So.Z 


0.49 

0.82 


1 

[ 0,61 

^0. 4 

J 

ro .54 

10.58 

0.81 


1 

‘2d trial” 

J 

ro .47 

/ 0.88 


1 

10.61 

10.86 

^0.5 


ro.6i 

ro.88 


1 

10.88 

\ 0.87 

6 

0 40 

0.73 



^ 0 . 69.88 ‘ 

3. H. S 


0.66 



1 

0 . 68.75 


No. 7 


f 0.60 

. 0.94 



10.62 

0.939 



rO.76 


No, 10 


0.75 

1.00 



. 0.62 

No. 11 


fO .72 

0.80 



10.52 


T 


The method was first applied to plain carbon steels, pig iron, 
and white iron, and was found to be perfectly accurate. 

After more than eighteen months’ daily use of the red lead 
for the determination of carbon in steel, pig iron, alloy steels, 
and ferro alloys, i. e., in 1905, the details that have been found 
useful and reliable are as follows: 

If part of the borings are coarse, the thin curly portions or 
30- to 60-mesh sievings are selected. Two grams of such drillings 
and 2 grams of the red lead are weighed into a glass-stoppered 
60 c.c. weighing bottle. The bottle is then shaken to mix the 
drillings and lead oxide. 

The steel sample submitted for analysis is drilled with a flat 
or diamond-point^ drill. This style of drill will grind many 
of the drillings to 20-me8h fineness in the case of soft or annealed 
steels. If the steel be unannealed and of a carbon content 





262 


DETERMINATION OF CARBON IN IRON 


ranging from about 0.35 per cent carbon and higher, thin curly 
drillings are obtained which decarbonize readily by reason of 
thinness. If the drillkigs do not exceed 20-mesh, as in siftings, 
4 grams of red lead will completely decarbonize 4 grams. of the 
steel. Care is taken at all times to cover bulky drillings with 
the oxide of lead, as any drillings that project above the main 
body of the charge are likely to escape oxidation. 

For soft steels and annealed steels two sieves are used. One 
has a 20-mesh gauze and the other one a 60-mesh gauze. Those 
drillings that pass the 20-mesh gauze but do not pass the 60- 
mesh sieve are used for analysis. 

This arrangement rejects the fine dust and the thick drillings. 
When very small pieces of steel are received they are drilled with 
^ inch diameter twist or straight drills. All sizes of the flat, 
or diamond point, drills are kept at hand from J inch diameter 
to i inch. Any good mill blacksmith can make the flat drills. 
By these means it is rarely, if ever, necessary to resort to the 
copper and potassium chloride separation of the carbon. In the 
laboratory of the Park Steel Co., where many combustions are 
made each day, covering a range from 0.04 to 3.5 percent carbon, 
the writer does not recall more than a single instance in a year's 
time when it was necessary to resort to the double chloride 
process. 

The mixture of lead oxide and drillings is transferred from 
the weighing bot6e to clay boats.* The size, 15X75 mm., is 
mostly used, being convenient. The boats are slipped into f 
clay tubes J of i inch inside diameter X 24 inches long. Two 
furnaces with their tubes are operated at the same time. For- 
merly, the outlet ends of these tubes were filled for a distance 
of 125 mm. with granulated copper oxide. Later the copper 
oxide was found to be unnecessary. Oxygen is used during 
the combustion. It passes through a jar containing pieces of 
caustic potash (Fig. 4). It next bubbles through a solution of 


* The author now uses the clay boats for all combustions, and clay tubes, 
t Three-quarter inch inside diameter fused silica tubes are very desirable 
for this work. The litharge fumes and spills, however, will, in time, destroy 
them. The author sometimes uses a small inner cylinder of platinum just 
large enough to hold the boat. Iron oxide will flux silica tubra. (See clay 
tubes, page 294.) 

tThc author is now using tapered clay combustion tubes, (See page 2^4.) 
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potassium hydroxide contained in a safety apparatus (Fig. 5), 
and is then dried in jars of soda-lime and calcium chloride of 
the design given in Fig. 4. This drying and purifying apparatus 
can be readily arranged and securely fastened in a space 250X406 
mm. 

The combustions are operatetf in the usual manner. The 
tube is heated to a yellow heat (980° C.). The combustion tubes 
are constantly kept hot so that the combustion commences almost 
as soon as the stoppers are inserted. While the boats are being 
charged the oxygen is passing slowly through the tubes and the 
weighing and absorbing apparatus which has been previously 




weighed and attached. (This weighing apparatus is shown in 
Fig. 6. It was designed by the writer as a substitute for the 
different forms of potash bulbs now in the market. It is made 
of heavy glass. It is easily kept clean, is not top-heavy, and does 
not occupy much space in a balance case.) As soon as the 
steel begins to burn, there is, at first, a rapid evolution of gas 
which quickly ceases. More oxygen is then turned into the 
apparatus from the steel cylinder so that a slow bubbling is main- 
tained through the weighing apparatus. When the oxidation of 
the charge is completed, the oxygen begins to rush through the 
apparatus at a high rate of speed. The flow of the gas is quickly 
checked to a normal rate, that is, it is checked so that it passes 
through a safety apparatus (Fig. 5) at a rate of about twenty-six 
bubbles per ten seconds. The stream is evenly distributed to 
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th© two coxnbbstion tubes by means of a Y-tube and screw pinoh- 
cooks. The stream passes through th© weighing apparatus 
(Fig. 6) at the rate of 250 c.c. every ten minutes, which is the 
normal speed. When the combustions are completed in both sets 
of apparatus, as indicated bj the passage of the gas at a high 
rate of speed, the normal is then maintained through the hot 
tubes ten minutes longer to insure complete oxidation and that 



all of the carbon dioxide has been carried to the weighing appa- 
ratus. The products of the combustion pass through a purifying 
train shown in Fig. 7. The train connects with glass 

tube leading from the outlet end of the combustion tube, 
by means of heavy combustion rubber tubing, at H, The ga^ 
pass through the cylinder / which contains a column of granu- 
lated zinc of 20-mesh fineness. The use of granulated zinc to 
remove acid and chlorine in carbon combustions was first sug- 
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seated by Dr. Edward S. Johnson. Cylinder / is 254X13 mm. 
The zinc is held in place with plugs of glass wool. The gases 
next enter a cylinder J which contains a ^column of phosphoric 
anhydride. The phosphoric anhydride powder is held in place 
with plugs of ignited asbestos. CJylinder J is 178X13 mm. 
Glass wool plugs should not be used in as they become clogged 
after a few combustions. Ignited asbestos is free from ..this 
objection. 

The carbon dioxide, which is now freed from litharge and 
sulphur, and any acid fumes by zinc, and from any moisture by 
the phosphoric anhydride, enters the weighing apparatus L. The 
weighing apparatus is charged with 20 c.c. of potassium hydroxide 
consisting of one part of caustic potash dissolved in 1 part of 
water. The drying tube C, Fig. 7, is filled with small pieces 



of dry caustic potash obtained by quickly cracking dry sticks 
of caustic potash in a porcelain mortar. Each end of the drying 
tube C contains a plug of asbestos or glass wool. Before inserting 
the rubber stopper in C, care must be taken to free the surface 
of the tube C from any moist caustic potash, as potassium 
hydroxide causes decomposition of rubber, resulting in con- 
tinuous loss of weight. 

During the passage oi the oxygen the outlet 0, Fig. 7, is 
piotected from the ingress oi moisture or impure air by a guard 
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tube filled with small pieces of caustic potash. This guard 
tube is not shown in Fig. 7. All parts of the apparatus shown 
in Fig. 7 are connected by heavy wall pure rubber tubing. 

When the combustions are completed the weighing apparatus 
is detached from its train, aiyJ the outlet of the train is closed 
with a glass plug. 

It is accurate to weigh the absorption apparatus (Fig. 6) 
filled with oxygen and thus avoid aspirations. .In this way 
combustions can be carried through in twenty minutes. 

* The red lead used in this work must be thoroughly mixed 
and ground free of, lumps before its carbon content is deter- 
mined. The so-called pure red lead costing about nine cents 
per pound in 50-pound lots is found satisfactory for the purpose. 
Blank combustions with 4 grams of red lead are at present 
yielding 6 mgs. of carbon dioxide which are deducted from each 
determination. Blank combustions or analyses of standard 
steels should be made each day. The red lead is kept in tightly 
stoppered bottles. 

Zirconia composition tubes, tapered tubes, have been in use 
for several years in the author’s laboratory; boats of zirconia 
also. 

The apparatus shown in Fig. 5 was designed as a safety 
apparatus to prevent the potassium hydroxide solution from 
blowing over into the rubber tubing from any cause. The 
oxygen enters the ^chamber ,E and bubbles through chamber F, 
which is filled to one-third its capacity with potassium hydroxide 
solution consisting of 1 part of caustic potash dissolved in 1 
part of water. F is 35 min. outside diameter by 170 mm. long. 
Fig. 4 shows a tower or jar that is used as a container for small 
pieces of stick caustic potash for purifying the oxygen. The 
pieces of apparatus shown in Figs. 4, 5 and 7 were designed by 
the Writer to avoid the use of rubber stoppers, 

t The following results attest the accuracy of the red lead 
process: 

* On one occasion a lot of red lead was purchased that was not uniform. 
No amount of mixing improved it. It was rejected. Subsequent kegs gave 
no trouble. Good pommercial red lead gives about 0.004 gram of CO^ pei^ 
4 grams and is very uniform. 

t Reprinted from The Journal of the American Chemical Society (with 
additions), Vol. XXVIII, No. 7, July, 1006. 
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Name of Sample. 


S. S. Co. carbon steel 


Weight of 
Sample 
Taken, 
Grams. 


Weight of 
Lead 
Oxide 
Used. 
Gr|ms. 


Per Cent 
Carbon by 
RedLeid. 


Per Cent 
Carbon by 
Double 
Chloride. 


9 


0.0395 


0.415 


No. 690..: 

No. 350, tungsten steel 

No. 363, tungsten steel 

No. 22, high per cent nickel steel. . 
No. 14, nickel steel 

S. XIX, high per cent tungsten steel 


Washe metal 


U 


Washe metal 

C. B. pig metal 

C. B. pig metal 

.Soft 0. H. steel No. 1 

Soft 0. H. steel No. 2 

SoftO. H. steel No. 3061 


U 

U 

U 

6 

8 

6 


u 

3 

i 

4 

3 

4 
3 


0.985 

1.285 

1.338 

0.698 

0.447 

(2.40 

12.39 

/3.56 

13.65 

3.68 

4.01 

4.04 

0.192 

0.097 

0.156 


0.96 

1.29 

1.354 

0.696 

0.450 


2.35 

3.69 


4.04 

0.185 

0.077 

0.145 


Carbon in Fbrro-Chromium 

In applying the red-lead process to ferro-chromium, it was 
found that the maximum carbon in the 65 per cent chromium 


Ferro-Chrome. 

Weight of 
Sample Taken, 
Grams. 

Weight of Red 
Lead Used, 
Grams. 

Per Cent 
Carbon Found. 

Sample A > 

1 

2 

7.26 

< ( 



1 

3 

7.54 

“ 

1 

4 

7.72 

(( 

i 

3 

7.73 

Sample B 

i 

2i 

7.03 

( ( 

i 

4 

7.00 

Sample C 

i 

2i 

6.46 

1 f 

i 

3i 

6.55 

Sample D 

1 

1 

6,05 

i( 

U 

i 

5.17 

4( 

1 

2 

6.408 

ti 

1 

4 

7.094 

(1 

1 

3 

7.15 

Sample E 

1 

. 4 

7.07 

it 

i 

4 

7.18 
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alloy was obtaihfed by burning the alloy with three to four times 
its weight of red lead. (See table at bottom of page 267.) 

A red hot body of copper oxide hastens breakage of com- 
bustion tubes by causing unequal cooling strains when the furnace 
flames are lowered or extinguished for Any reason. 

In February, 1906, the copper oxide was first omitted from one 
combustion tube. The space ordinarily occupied with copper 
oxide was filled, loosely, with ignited asbestos. The following 
re^ts indicate that the use of copper oxide in combustion 
with red lead is unnecessary: 


Sample. 

With Copper 
Oxide. 

Per Cent Carbon. 

Without Copper 
Oxide. 

Per Cent Carbon. 

3 square steel 

1.479 

1.477 

No. 288 

1.175 

1.175 

68 

, 0.207 

0.207 

No. 1193 

0.712 

0.692 

No. 7013 

0.620 

0.538 

C. No. 2 

1.48 

1.51 

No. 2703 

0.316 

0.309 

No. 386 

0.425 

0.439 

No. 7014 

0.396 

0.393 

No. 7013 

0.401 

0.397 

No. 1241 

0.75 

0.765 

C. No. 3 

1.281 

1.283 

No. 7015 

0.409 

0.407 

No. 7016 ' 

0.481 

0.478 

No. 7017 

0.312 

0.315 

No. 7018 

0.425 

0.43 

No. 7020 

0.431 

0.431 

No. 1200 

0.73 

0.76 

Ferro-manganese 

6.31 

6.39 

Mixture of plumbago and clay 

45.96 

46.04 

Pig iron “B" 

3.61 

3.58 


5omplinfif.~Two grams of red lead to the same weight of 
steel are sufiflcient where siftings of from 20- to 60-mesh, or thin 
curly drillings that can be packed in a close mass are obtainable. 
It is extremely rare that such a sample cannot be gotten; if 
the chemist will only insist that a piece of the steel be sent 
to him instead of drillings that frequently are coated with 6 
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film of grease,*^ or contain bits of paper, fine fibers of wool waste, 
leaf tobacco, blue steel, rust, scale, or clay, he can then take 
his own drillings with the proper absence of variety, t Most 
chemists are aware that the center of the Aross-section of a square 
bar or round piece of steel often contains as much as 50 per cent 
more phosphorus, sulphur, and (farbon than the outside part. 
Further, that sheet steel just as often varies as much in these 
elements, and in spots. Hence, to get an average and fair 
sample, a square bar or a round one should be drilled from the 
surface toward the inside, either halfway or all of the way 
through the sample when practicable. 

If for any reason the steel must be drilled on end then a row 
of holes of equal depth should be drilled all of the way across 
the section And all of the drilling mixed together. In like man- 
ner a flat bar or sheet should have a series of holes of the same 
depth drilled' across it from edge to edge. A,, failure to observe 
these precautions often results in disputes between buyer and 
seller. 

It is surprising f^m what small and hopeless looking pieces 
of steel one can extract enough drillings of the proper cross- 
section for direct combustion analysis with a good assortment 
of small drills and a little experience. 

The Taking of Drillings or Millings Suitable for Analysis . — 
In this connection one should read the remarks at the close of 
Chapter XI, Part I (page 271). Fig. 8 shows a drill press operated 
with a direct connected constant speed motor of h. p. 
The press is equipped with an. adjustable vise which can be 
turned at any angle so that small and very irregular pieces of 
steel can be gripped and held immovable during the drilling. 

* Clean greasy or oily ^brillings by repeated extractions with ether. Place 
the drillings in a weighing bottle and shake them up with enough ether 
to cover them. The ether will become yellow if the drillings are greasy. 
Pour tfaja ether off. Pour on some clean ether and repeat the extraction; 
pour off, and so on, until the ether is no longer colored. This process removes 
lint at the same time, as one can readily notice. The fluid will be eeen to 
be full of many short fibers, at times. 

t Another cause of variable results is surface decarbonisation, or bark. 
When sted idiowB bark all drillings should be rejected until the drill passes 
tl^ugh the decarbonised sone. If the sample is too thin for this precaution, 
then the condition of the steel should be noted on the chemist’s report. See 
pages to 429 on the cause cff bark. 
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The drill chuck is large enough so that the set screw that holds 
the drill i^ place does not protrude, thereby preventing any 
possibility of the operator getting his sleove caught and his arm 
twisted around the spindle. To prevent particles of oil or grease 
from getting in the drillings, theieby ruining the same for the 
determination of carbon by combustion, the author had a large 
disk of sheet iron put on top of the chuck as shown. This pre- 
caution proved invaluable. 

Fig. 9 gives the author's device for sampling material that 
cannot be drilled by reason of extreme thinness of cross-section. 



At this writing quite a number of copies of this tool are in use 
both at home and abroad. 

Laboratory Milling Machine for Sampling Steel t 

In certain kinds of steel the author encountered much difficulty 
in getting samples of sufficiently small mesh for the determina- 
tion of carbon by the direct method described by him several 
years ago. 

The trouble was confined to thin sheets, wire, hack-saw steel, 

* On page 274 this milling machine is shown with a power attachment, 
which is preferable when many samples are to be milled. 

t Reprinted from Journal of Industrial and Engineering Chemistry. 
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band-saw steel, razor blades, resistance ribbon, nails, and small 
samples of all kinds that are irregular in shape and difficult to 
hold in the drill press 'vjse. 

The machine shown in the illustration afforded a successful 
means of avoiding various tim%-consuming expedients. 

The sample D of wire, for example, is held in the vise V-V. 
The milling s are taken by means of a cutter, made of the best 
high-speed steel, and are caught on a piece of cardboard at C. 

The automatic feeding device at A is hastened in its action by 
tightening the screw at B, 

If millings are taken from very small gauge wire, a large 
sample can be obtained more quickly by twisting the strands 
together after cleaning the same with emery cloth, if rusty. In 
this way the cutter mills as many lengths as desired at one time. 
This machine mills copper wire with great ease. It makes 
easy the getting of the large quantity of material required for 
the determination of oxygen in copper, for example. In like 
manner, when it is desired to expedite the taking of large samples 
from extra thin sheets of metal, these sheets can be cut in strips 
with tinner’s shears. The strips from the same sheet can then 
be laid one on the other, clamped in the vise, in layers, and 
all milled at once. 

• The milling cutter can be sharpened several times. 

It is desirable, and well worth the small amount of tiine 
involved, to anneal^ll samples received. If they are not already 
in a softened state. This operation can be done in a half hour’s 
time by heating the sample to 800® C. (bright red), quenching 
at once in water and then holding at 620® to 630® C., for twenty 
minutes Qow red). Samples that cannot be quenched for any 
reason should be annealed as described under Annealing, pages 
414 to 421. 

The millings obtained by this laboratory tool are not sifted, 
BA they are just right for direct determination of carbon by 
combustion in oxygen. 

If the sample submitted is sufficiently rigid, it does not need 
\q be held by both ends, as in the case of the sample of wire. 

ThU machine, as illustrated, has been in use in the writer’s 
laboratory for some years. Since its introduction, the samplers 
no longer dread the appearance of wire and steel ribbon, this 
work being now a mere matter of easy routine. 
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The first cost was a bagatelle compared to the saving of labor 
in one month. 

The Taking of Drillings or Millings.— Hard and Soft Layers, 
— Samples of steel are frequently submitt^ that consist of welded 
layers of hard and soft steel, such as soft-center, three-ply knife, 
inserted and overcoat axe bit, jail-bar, safe steel, and ^Taced” 
hoe. Quite often, when there are but two layers, the hard one 
can be stripped from the soft one by placing the composite in a 
vise and driving a cold chisel between the layers. The hard 
strip can be annealed and milled. If stripping is not feasible, 
then the sample should be annealed and the hard portion drilled 



Photo A. 


with a shallow, diamond pointed, wide drill of If inches diameter 
at the wings. 

If it is desired to drill a hard layer between two soft ones, 
the whole piece can be heated to bright redness and quenched in 
water. The soft layers can then be machined, or ground off. 
The hard center can then be annealed and milled. 

It is a little more difficult to obtain drillings or millings from 
a soft layer lying between two hard ones. In such, a case the 
cross-section of the steel should be polished fairly smooth and 
etched with 1.20 nitric acid to clearly define the exact depth of 
the layers. The higher carbon zones will be plainly marked as 
black bands while the soft steel will retain its natural color. 
The sample is annealed before the etching is done, so. that one 
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of the black la^rs can be machined away. The white layer can 
then be drilled with a wide, flat drill, after quenching from 1600® F. 

In general, it is a good thing to etch the polished section of 
samples, as often, by ‘so doing, hard layers or insertions are 
discovered when least suspected; or curious defects, or spots or 
streaks, or segregations are revealed. 

Test for Segregation, Closed-up Pipe and Flaws , — Segregated 
steel becomes deeply pitted, in the segregated parts, on being 
suspended in sufficient 2 : 10 sulphuric acid to maintain a con- 
tinuous evolution of hydrogen for several hours. Polish the 
piece fairly bright and smooth before making the test. Etch 
cold. Photo A shows hidden flaws revealed by deep etching. 



CHAPTER XI 


Part II 

THE DETERMINATION OF CARBON IN STBEL» FERRO-ALLOYS, 
AND PLUMBAGO BY MEANS OF AN ELECTRIC COMBUSTION 
FURNACE ♦ 

In 1908 it occurred to the author that a special resistance 
wire could be applied to the heating of combustion tubes. A 
drawing was prepared for a furnace of a muffle type to heat 
four tubes lying in the same plane and parallel. 

After some correspondence it was agreed at first to try a 
single tube furnace. It consists of a steel tube 295 mm. X76.3 mm. 
containing a non-conducting packing of solid infusorial earth. In 
the center was a quartz tube wound with the patent wire. 
Inside of this tube was placed another of the same material of 
19 mm. 1. D. X600 Hun. long in which the combustions were made. 

Photo No. 7, page 276, shows the author’s present combustion apparatus giv- 
ing the arrangement of two furnaces in parallel. The front furnace train 
at the exit end of the combustion tube is shown. The same portion of 
the train is not shown for the rear furnace. R, R show the author’s 
design in rheostats. 

A. Mercury pressure gauge for detection of leaks and stoppages. 

B. Safety jar for potassium hydroxide solution, pwenting solution from 

backing over into rubber tubing. 

C. Jar for stick potassium hydroxide or for any solid drier or absorbent. 

D. Calcium chloride jar. 

E. Tapered clay and rubber connector for the charging end of the tapered 

combustion tube. 

F. 

O. Electric combustion furnace. ^ 

H, Jar for granular sine to remove 
Acid fumes, 

Litharge fumes, 

Sulphur fumes. 

Chlorine fumes. 

/. Jar for phosphoric anhydride to remove water. 

J. Absorbent and weighing apparatus for carbon dioxide. 

K. Guard tube — ^not to be weighed. 

* Reprinted from the Journal of the American Chemical Society (with 
additions), Vol. XXX, No. 6, May, 1908. 

276 
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Photo No. 8 , page 278 illustration No. 14, shows the author’s furnace as he 
built it when ni-chrome wire could be bought without also paying a yearly 
license on all devices into which it is put, in addition to the price of the 
wire; No. 1 in this photo is the mercury press^ gauge; No. 2 the KOH 
safety jar; No. 3 contains stick KOH; No. 4 contains anhydrous calcium 
chloride; No. 5 shows the rubber sleeve connection at the charging end 
of the tapered combustion tube of zirconia composition; No. 7 shows 
the author’s design of furnace with the solid white casing of infusorial 
earth consisting of a split cylinder; No. 8 is his zinc jar; No. 9 is the 
P 2 O 5 jar; No. 10 is his KOH absorption and weighing apparatus and No. 12 
is a little guard tube filled with small pieces of dry KOH. This guard 
tube is not weighed. The weighing apparatus is shown drawn to scale 
in illustration No. 15. 

At that time the writer put in a small 32-ohm rheostat that 
happened to be at hand, and with about one-fourth of this resist- 
ance the furnace, on a 220-volt direct current, maintained a 
constant temperature. To secure complete combustion of steel 
it is very essential that the heat be maintained as close to 980° 
to 1000° C. as possible, i.e., as little under that temperature as 
practicable. If the temperature drops to about 900° or under, 
the results obtained are liable to be from 0.01 to 0.10 per cent 
too low, unless red lead is mixed with the drillings. Hence, if 
one desires to operate with oxygen alone, the necessity of keeping 
the temperature from 980° to 1000° C. cannot be made too 
emphatic. 

The oxygen is purified by passage through Jars of stick caustic 
potash, potassium hydroxide solution, calcium chloride in the 
order named. The oxygen then passes into the quartz (fused 
silica) or clay tube, half of which is filled loosely with ignited 
asbestos. The products of the combustion are purified from acid 
sulphur, litharge or chlorine fuines by passing through a jar of 
granulated 30-mesh zinc. The water is removed by a jar of phos- 
phoric anhydride. 

For steels containing from 0.30 to 1.50 per cent carbon 1.3636 
grams of fine drillings, not over i mm. thick are taken. For 
still lower percentages of carbon 2.727 grams of drillings of 
not over 20-mesh size are selected. 

The sample is weighed into a clay boat. The steel begins to 
bum by the time the stopper of the combustion tube is in place. 
One gram of steel is decarbonized in three minutes and 3 grams 
in six minutes* The burning is continued for ten minutes more 
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with oxygen passing through the combustion tube at a rapid 
rate. The weighing apparatus is detached, wiped and weighed. 
Twenty minutes afford ample time for a single combustion, count- 
ing all operations. • 



The weighing apparatus and the jars for the purifying train 
are the author’s design, and were first published, in part, with 
illustrations, in the January Journal of the Engineers* Society 
of Western Pennsylvania, 1006, and more fully in the Journal, 
Am. Chem. Soc., XXVHI, 862 (1906). 

While no red lead is necessary for steel combustions, some of 



280 


DETERMINATION OF CARBON IN 8TEEL 


the alloys, sudiS as ferro-chrome, carbonless chrome and ferro- 
boron, require that red lead * be mixed with the drillings or 
powder to break the metallic bond and permit of decarboniza- 
tion. Ferro-chrome is the most refractory, as from a carbon 
content of more than 4 per cent only 0.2 per cent was obtained 
by burning as in steels wit^ oxygen alone, at a temperature 
of 940®. Pig iron also requires some red lead. 

A few of the many comparisons made in this laboratory 
between the combustions in a gas furnace with red lead and 
oxygen and combustion in oxygen alone are given in Table I: 


Sample. 

Method. 

Wciifht of 
Dnilinga 
Taken. 
Grams. 

Amount of 
Red r.esd 
Used. 

Per Cent 
Carbon 
Found. 

No. 1 Steel 

Electric 

4 

None 

0.09 

“ 1 “ 

Red lead 

4 

7 grains 

0.09 

“ 288 “ 

Electric 

2 

None 

1.176 

“ 288 “ 

Red lead 

2 

4 grams 

1.175 

“ 2 “ 

Electric 

6 

None 

0.121 

“ 2 “ 

Red lead 

4 

7 grams 

0.111 

“ 3 

Electric 

u 

None 

0.976 

“ 3 ‘‘ 

Red lead 

u 

4 grams 

0.967 

i 4 “ 

Electric 

3 

None 

0.109 

“ 4 “ 

Red lead 

5 

7 grams 

0.118 

“ 5 “ 

Electric 

2 

None 

0.469 

“ 5 “ 

Red lead 

2 

4 grams 

0.474 

“ 6 “ 

Electric 

2 

None 

0.736 

“ 6 “ f 

Red lead 

2 

4 grams 

0.737 

< ( 7 “ 

Electric 

3 

None 

0.118 

1 ( T ** 

Red lead 

4 

7 grams 

0.117 

“ 8 “ 

Electric 

2 

None 

1.17 

“ 8 “ 

Red lead 

2 

4 grams 

1.168 

“ 9 “ 

Electric 

2 

None 

1.16 

“ 9 “ 

Red lead 

2 

4 grams 

1.16 

“ 10 “ 

Electric 

5 

None 

0.046 

“ 10 “ 

Red lead 

4 

7 grams 

0.040 


The advantages of the electric heating apparatus are obvious. 
Very little heat is radiated; economy of space is attained; tubes 
are heated gradually and cooled gradually; time required is 
the minimum; labor cost is plainly the lowest because of sim- 

* Or litharge^ 
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plicity and rapidity, and no expensive platinum tubes or boats 
or crucibles are used. 

Some may say, “Why not burn the steel in air?” The answer 
is that the cost of oxygen is small, one-thifd cent per combustion, 
and the steel burns twice as fast in oxygen. Oxygen can now be 
had at Ij cents per cubic foot in^lOO cubic foot cylinders. The 
method is accurate for all steels. As pointed out in the author’s 
article and in his preliminary paper read before the Pittsburgh 
Section in December, 1905, one may lose as much as 50 per cent 
of the carbon in certain alloy steels by attempting to dissolve 
the borings in either neutral or acid double chloride of copper and 
potassium. 


o FERRO-ALLOYS AND PLUMBAGO 


Sample. 

Method. 

Weight of 
DriHinRS 
Taken. 
Grams. 

Amount of 
Red I.ead 
Used. 

Per Cent 
Carbon 
Found. 

Tungsten powder . 

Electric 

2 

None 

0.003 


Red lead 

2 

4 grams 

0.010 

Plumbago, No. 153 

Electric 

0.3 

None 

50.700 


Red lead 

0.2 

4 grams 

60.800 

Plumbago, No. 356 

Electric 

0.3 

None 

51.650 


Red lead 

0.2 

4 grams 

51.300 

Plumbago, No. 1 

Electric 

0.2 

None 

94.900 


Red lead 

0.3 

4 grams 

94.300 

68.6 per cent ferro-chrome. . . 

Electric 

1.0 , 

^ 1 gram 

4.21 


Red lead 

1.0 

4 grams 

4.15 

Ferro-vanadium, No. 131. .. . 

Electric 

1.0 

None 

3.12 


Red lead 

1.0 

4 grams 

3.09 

Ferro-titanium, No. 1 

Electric 

2.0 

None 

0.22 


Red lead 

2.0 

4 grams 

0.24 

Ferro-boron, No. 1 

Electric 

1.0 

1 gram 

1.73 


Red lead 

1.0 

4 grams 

1.72 

f Carbonless chrome. No. 9. . 

Electric 

1.0 

1 gram 

0.08 

\ 96.0 per cent chromium . . . 

Red lead 

1.0 

4 grams 

0.09 

Pig iron 

Electric 

1.0 

None 

3.20 

“B" 

Electric 

1.0 

0.5 gram 

3.58 


Red lead 

1.0 

4 grams 

3.68 


The best protection for the bottoms of clay or porcelain boats 
is a liberal layer of ignited crude zirconia (zirkite).* 

* Read pa gg 292 oonoeming the use of sand in combustion boats. 
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To secure complete decarbonization it is necessary either 
that thin drillings be used, or if the sample contains much coarse 
or bulky material, it should be selected. This can easily be 
accomplished by pourifig the borings on a 20-me8h sieve and 
shaking all of the steel of 20-mesh size and the still more finely 
divided dust on to a 60-mesh ^sieve, which retains only the 20- 
to 60-mesh material. This always represents a good average 
sample. 

Further, the drillings should be placed in as compact a mass 
as possible. If curly drillings are scattered along the entire 
length of the boat instead of being put in a deep, compact body, 
borings that are a little thick will frequently be found to still 
contain unbumed metal. This detail is a very important one. 
Of course, the reason is that drillings lying in close contact, heat 
each other to incandescence during the burning with oxygen. 

Also, during the period when the oxygen is being absorbed in 
large quantity by the burning metal, the flow of the gas should 
be regulated so that there is an excess. That is, the oxygen 
must be turned on in sufficient quantity so that the gas is bub- 
bling through the weighing apparatus slowly.* However, if the 
gas is rushed through J during this period the steel becomes 
violently heated and slags withjthe sides of the boat, destroying 
the latter. Worse yet, low results are obtained frequently in 
this way, probably due to the formation of carbon monoxide, 
which is driven ouj of the hot portion of the tube before it is 
oxidized to the dioxide, or the slagging over of unburned steel. 

If the oxygen is turned into the tubes in sufficient quantity to 
maintain a slow stream during the period of the burning, the end 
point of the combustion is distinctly shown by a sudden increase 
of the speed of the bubbling through J. The rush of oxygen 
is then checked, but the rate of flow is still rather rapid for the 
final ten minutes. (Photo 7, page 276.) 

The weighing apparatus J (Illustration No. 15) is filled not 
quite to the bend of the inlet tube with a solution of potassium 
hydroxide made by dissolving 500 grams of the latter in 500 c.c. 
of water. The drying tube at the outlet of / is closely filled 

* In order to maintain the slow bubbling through J, it is necessary to 
increase considerably the rate at which the oxygen is passing throuj^ B 
during actual burning of the metal to oxide. This also generates the required 
white heat in the steel at the critical time. See page 276. 
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with pieces of stick caustic potash cracked to about the size of a 
grain of wheat and a layer of soda lime above the KOH. To 
prevent the caustic potash from coming in contact with the 
small rubber stopper in the drying tube unloose plug of asbestos 
or glass wool is placed at that point. The little bulb of this 
drying tube is filled about half fufl of glass wool. If dry sticks 
of caustic potash are cracked quickly, the small pieces can be 
conveyed to the drying tube in dry condition and constitute not 
only a splendid guard against loss of moisture from J but are 
also equally effective as an absorbent of carbon dioxide. 

The zirconia composition, 15X75 mm., boat is the best shape 
and most durable of any boats that the writer has tried.* When 
putting in the Zr 02 bottom, fill the front half of the boat about 
two-thirds full and then with the butt end of the forceps make 
a trough in the Zr 02 , working it well up the sides of the boat. 
Pour the drillings from the weighing bottle into this depression. 
By so doing the drillings are kept in a compact mass, and when 
the combustion is completed the burned steel can be lifted out 
in a small cake. In this way a boat can be used many times. 

When a great many combustions are made daily, the zirconia 
tube is the most serviceable. The continuous spraying of oxides 
against the walls of a porcelain tube weakens it, and when the 
current is turned off and the tube is permitted to get cold the 
contraction causes a rupture. Avoid spilling steel in a quartz 
tube. Tapered tubes are the best.f 

To prevent the contents of D and C from clogging the 
inlets and outlets, large plugs of cotton are used at these points. 
Glass wool plugs should be used in H and loose plugs of ignited 
asbestos in I. The inlet end of a quartz tube heats somewhat, 
and it is better to wrap it several times around with a strip of 
cheese-cloth, the end of which dips into a 150 c.c. beaker of water 
suspended directly underneath by means of copper wire (see page 
293.) During the absorption of carbon dioxide the outlet of J is 
protected from ingress of moisture or carbon dioxide or fumes from 
the room by a drying tube K shown in Photo No. 7, page 276. 
It is filled with pieces of stick caustic potash broken to the size of 
a pea. No wet wrappings are needed with tapered clay tubes. 

• These boats are now in general use. 

t Read page 294 oonoeming the vitrified sirconia-oomposition combustion 
tube designed by the author. 
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Oxygen can 6ow be had, under high pressure, in 50-foot cylin- 
ders at about 2 cents per cubic foot, and in 100-foot containers 
at about If cents per foot. The latter quantity will supply two 
furnaces, night and daV, for two months. (1914.) 

Gas Combustion Furnace with Blast. — ^The gas combustion 
furnace, described by the leMng supply houses as ^Tor draft 
or blast, with adjustable flame length^^ can be made very effective 
where compressed air is at hand. The author modifies it as 
follows: From the 450 mm. size take out one pair of tiles; shove 
the other two pair together into the middle of the furnace frame. 
Put the removed tiles on top of the remaining four to lessen 
radiation of heat. Close all of the burner shutters except the 
four middle ones. Let the inlet end of the J inch inside diameter, 
30-inch electro-quartz tube project 12 inches beyond the tiles, 
and the outlet end 6 inches beyond the tiles. Fill the latter 
end, loosely^ with ignited asbestos for a distance of 8 inches, 
beginning at the stopper. Wrap both ends at the stoppers with 
wet cheese-cloth. It is essential that the combustion tube 
be at least 30 inches long, and either of electro-quartz or platinum, 
as with air blast and gas the furnace will heat the tube to 1000° C. 
in twenty minutes. 


The Direct Determination of Carbon in Steel, Ferro- 
Alloys AND Graphite by Means of a Compressed Air 
AND Gas FurHace 

Compressed air should be considered a necessity in all chem- 
ical laboratories, however small, where ignitions of any kind are 
part of the daily routine. With this great aid to combustion the 
furnace shown in the illustration (Fig. 16) can be made to heat a 
f-inch bore fused silica tube to from 1150® to 1200® C. in from 
fifteen to twenty minutes. The cut shows the writer’s modifica- 
tion of the original arrangement of the tiles. One pair of the 
latter is removed from a 495 mm. furnace; • the other two pair 
are shoved together into the middle of the furnace. The removed 
tiles are placed on top of the middle pair forming an arch at P, P. 

The vacant spaces at either end of the frame are packed with 
asbestos wool. All of the burner shutters are kept closed except, 
the four middle ones at 0. To permit the flame to pass up freely, 
* No. 17 fumaoe, 18 inches long. 
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the tiles are separated about } inch at the bottom, Af", Jlf'", 
and } inch at the top, Af, Af' (Fig. 16). This is easily accom- 
plished by sliding one-half the iron frame up the inclined iron 
supports. One can readily adjust the aii* pressure and the gas 
at the points indicated to produce 950° C. in ten minutes. The 
range between 950° and 1000° is bhst for the work. To provide 
for variations of air pressure a small regulator is located at R. 
This regulator is inexpensive and can be bought from any con- 
cern supplying pressure faucets. 

To prevent the cracking of the fused silica (electro-quartz) 
tubes when using this furnace for the determination of carbon 
in steel by the direct combustion of the drillings in oxygen, a 
small inner sleeve or tube of platinum or nickel should, by all 



Fig. 16. — Showing the Fletcher Tube Furnace as Modified by the Author and 
fitted with his Combustion Train. 


means, be at hand. If the quartz combustion tube be heated 
much above 950° C. and a single drilling is spilled in it, or the 
highly heated steel cuts through the clay or porcelain boat, the 
oxide of iron forms slag with the silica of the tube and the latter 
will soon crack. To avoid frequent and expensive breakage of 
combustion tubes from this cause the writer, in 1906, designed 
the small cylinder of platinum shown at Q, Q' (Fig. 16). Q shows 
the open end of the same and Q' gives a view of the closed end 
of the cylinder. One-half of this end is perforated with small 
holes. It is 125 mm. long and 18 mm. in diameter. It can be 
made to weigh not over 30 grams and at a cost of about $28.00,* 
at that time. The cylinder is kept in the combustion tube. To 
receive the charged boat and for the removal of burnt residues 
this holder is drawn nearly but not quite to the entrance of the 

* The present high price of platinum makes this cylinder undesirable, a 
day cylinder could be used in 1 in. bore tube. 



286 


DETERMINATION OF CARBON IN STEEL 


quartz tube. Keep it just a little back of the stopper. The 
clay boat into which the steel drillings are poured, in a little 
pile, is slipped into the cylinder and the combination is quickly 
pushed into the hotteist part of the combustion tube. The tube 
is stoppered as rapidly as possible and oxygen is immediately 
turned in with sufficient volume to maintain a medium rate of 
bubbling through the absorbing and weighing apparatus J. As 
soqn as the steel gets heated, it begins to absorb oxygen in large 
quantities as shown by the slackening of the rate of bubbling 
through J. It is highly important to continue to turn in more 
of the gas so as to always maintain an excess of it or low results 
may be obtained. Increase the flow of the oxygen through C so 
as to keep up a fairly rapid stream of gas passing through J 
during the absorption period. When the burning is completed, 
which occurs in about five minutes after the tube has been 
stoppered, the oxygen will begin to rush through J at a high rate 
of speed. The flow is now checked to the normal, which is still 
quite rapid, as but ten minutes more are allowed to complete the 
cgmbustion of 2 grams of steel and carry all of the CO 2 over into 
the weighing apparatus J (Fig. 16). Allowing two minutes for 
the final weighing, an accurate combustion of steel drillings can 
be made in from twenty to twenty-two minutes. The writer 
operates furnaces in pairs by a two-way connection. This still 
further reduces the average time 
per combustion, counting all opera- 
tions except the drilling of the 
sample. 

The second furnace is placed 
parallel with the one shown in 
the cut. The air pressure for this 
extra furnace is bled from a cock 
on the furnace, shown at A (Fig. 
17). It is the middle one which 
is closed in the illustration (Fig. 
16). The air is conducted from 
this point to the same cock on 
the additional furnace by heavy 
pressure tubing. In this way air 
for two furnaces can be supplied 
from one regulator at R, By similar means, through a Y not 



Pig. 17. — No. 17 Furnace Open 
Ready for the Introduction of a 
Tube. 
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given, gas can be furnished from the one gas nipple located 
near R> 

The oxygen is turned in at oxy (Fig. If) and is distributed at 
the first Y to the pressure gauge at A which contains a little 
mercury.. It serves the two-fold purpose of indicating stoppages 
and leaks. If there be a stoppage, the mercury will rise to an 
abnormal height in the tube that dips under the mercury in A.* 
To test for leaks, plug with a glass rod the outlet end of the 
purifying train at the point where the absorption and weighing 
apparatus J is shown attached. Then turn on the oxygen until 
the mercury rises in A to the first bend of its outlet tube. Then 
shut off the oxygen. If there be a leak beyond C in the direction 
of the furnace, the mercury will slowly drop and the slightly 
compressed oxygen will bubble very slowly through C, if the 
leak be a small one. But, if the leak be somewhere between C 
and the oxygen tank in the direction BS'S^ then instead of 
there being a bubbling through C, the fluid in the latter will 
recede from the bottom of C, rising up into the side bulb of C. 
The valves on oxygen tanks frequently develop leaks and the 
little gauge at once calls attention to the fact if this test is made. 
C is filled to the distance shown in the drawing with a solution 
consisting of 250 grams of caustic potash dissolved in 250 c.c. 
of distilled water. The oxygen, after passing the first K, enters 
B via the glass tube SS. It then passes down through B (Fig. 16) 
which has a loose plug of cotton at the top and is filled with 
short pieces of stick caustic potash. The gas leaves B at the 
bottom outlet and enters C via the S-shapcd glass tube. The 
gas bubbles through the fluid in C and enters D at the top where 
there is a loose wad of cotton. D is filled with alternate layers 
of anhydrous calcium chloride and cotton. The gas leaves D 
at the bottom outlet and enters E at its bottom inlet. E is 
filled with alternate layers of cotton and soda-lime. The bottoms 
of the jars are filled with loose plugs of cotton to prevent the 
clogging of inlets and outlets by these salts. The oxygen travels 
up through E and, by way of a glass tube, can be distributed 
to the pair of combustion furnaces at the second Y tube. 

The combustion tube is of fused silica, or electro-quartz. It 

* When two fumacee are in operation the required pressure in A will cause 
the mercury in it to rise to a hei^t of about 35 mm. It is a great advantage 
to have two fumacee. One checks the results obtained in the other. 
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is 30 inches long and projects 12 inches beyond the furnace frame 
at the inlet end and 6 inches beyond the frame at the outlet 
end. It is filled loosejy with ignited asbestos for a distance of 
8 inches beginning at the outlet end. Both ends of the tube are 
wrapped at the stoppers with jvet cheese-cloth, the ends. of which 
dip into the beakers filled with water as shown at N, N'. The 
products of the combustion are purified from litharge, sulphur, 
chlorine, and acid fumes by a jar of granulated zinc of 20-mesh 
fineness {H). The gases are further dried by passing up through 
a jar of P 2 O 6 powder (1). “P' has a loose plug of ignited asbestos 
at the bottom of it and a similar one at the top. The pure CO 2 
is now received into the weighing apparatus J which is filled with 
the same kind of solution as given for C, halfway to the bend of 
the tube that dips into it. "The guard tube L is filled with small 
pieces of dry caustic potash prepared by quickly breaking the 
dry sticks in a porcelain mortar to about the size of large grains 
of wheat.* Reject the dust and use it for the absorbing solution. 
Such a tube makes a most effective guard against loss of moisture 
from J and also acts as a further absorbent of CO 2 . This appa- 
ratus J-L is good for forty ordinary steel combustions at a rapid 
speed. It is weighed against a mate and thus eighty combus- 
tions are obtained from a pair before refilling is necessary. D, D, 
Ey J, and H are refilled by removing the glass goose necks. 
The tube K is filled with the same material as L and prevents 
any suction of impure air into the weighing apparatus during 
the process of a combustion. The author designed the entire 
train several years ago with a view to reducing the use of rubber 
stoppers to a minimum and to provide a convenient form of 
weii^ing apparatus for carbon dioxide. When using J-L for the 
determination of carbon in plumbago (natural graphite) it is 
replenished when 3 grams of CO 2 have been absorbed. 

It is important that the small tube that dips into the KOH 
solutiou in L-J be not less than 6 nun. outside diameter and that 
its internal diameter be not reduced as it is very necessary for 
rapid work that it deliver large bubbles to the absorbing fluid. 

In ordering quartz or fused silica tubes the chemist should 
specify that the ends be fused smooth, free from inside chipping 
and grooves, and of practically round bore, otherwise he may 

• The bulb of L is filled with glass wool. The little rubber stopper is 
protected from the pieces of KOH by a loose wad of ignited asbestos. 
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have unpleasant experiences with leaks at stoppers. He should 
further insist that the tubes be of full J inch inner diameter 
for at least three-fourths of the length, or his small protective 
cylinder may stick in the tube. 

Care should be taken to keep the heat of the furnace very 
little in excess of 1000° C. as combustion with oxygen at higher 
heats will cause the drillings to flux with the boat, cut through 
the latter, and at times stick to the protective sleeve. The 
operator will soon learn to judge the proper heat without a 
pyrometer. If on drawing out the boat he finds nothing in it 
but a fused slag and that, perhaps, the latter has cut through 
the boat, then he has been working at a temperature in excess 
of 1000° C. If he finds a residue that is a dull black mass of 
oxide which can be broken off short in his fingers, does not present 
more than a slight melted appearance on top and does not con- 
tain particles of unbumed steel, then the temperature of the 
furnace is just right. If the residue instead of being of a dull 
lustrous jet black has a slightly reddish appearance, the com- 
bustion has been made at too low a heat and the decarbonization 
is incomplete. If the combustion tube presents a white hot 
appearance, inside, the heat has attained to 1200° C. If the 
heat has a dazzling effect the temperature is still higher. A 
yellow heat, viewed in the bright daylight, is about 950° to 
980° C.; a bright yellow, suggesting the first appearance of 
whiteness, is about 1150° C. By exercising a little care in 
adjusting the air and gas supply this furnace can be operated 
with very little noise or radiation of heat and yet develop from 
980° to 1000° C., which is ample for direct combustion of steel 
in oxygen. A small milling attachment should be on every 
drill table, such as is used in “gumming’' saws. In this way 
finely divided millings can be obtained from thin sheets, wire 
and razor blades. The author used one-eighth pitch cutters 
that were held in a chuck in the same manner as a drill. The 
sheet or wire is clamped to the drill table and is shoved against 
the milling cutter which is revolving horizontally. The author 
now uses his milling machine (see page 271, Fig. 9). 

The drillings or millings, which should be either very thin, 
medium size, curly ones or should pass a 20-mesh sieve if from 
soft or annealed steel, are put in the boat in as compact a mass 
as possible. The drillings should not be scattered. Do not 



290 


DETERMINATION OP CARBON IN STEEL 


try to remove the residue after a combustion. Put in the next 
sample in a little pile and as close as possible to the oxide remain- 
ing from a previous analysis. In this way many carbon deter- 
minations can be made in a zirconia boat without bothering with 
a sand bottom. Of course porcelain boats can be used for this 
work but they are more expensive and do not last as long 
as a well made clay boat. Zirkite should be used to protect 
the bottoms of the porcelain boats. As stated the author has 
found that, with a little practice in manipulation of the gas 
and air pressure, the furnace shown in the cut can be made to 
heat to from 980° to 1050° C. with very little noise and radiation 
of heat. On the other hand it can be run with much unnecessary 
racket. In this laboratory natural gas is used at a pressure of 
8 ounces. A moderate air pressure is sufficient, i. e., about 
30 pounds. 

When making direct carbon combustions of pig iron in oxygen, 
shake up with the 1 gram of sample half this amount of red 
lead or litharge to break the bond between the iron and silicon. 
This secures complete combustion of pig iron. For refractory 
substances like ferro-chrome, carbonless chrome, silicon carbide, 
metallic silicon and ferro-boron, weigh 1 gram of sample and 
mix the same with 4 grams of litharge. Put this charge in a 
clay boat and proceed with the combustion as given for steels. 
Deduct a blank due to the CO 2 obtained from the lead oxide. 
It is safer to fojijow this plan for tungsten and molybdenum 
powders, ferro-silicon, ferro-vanadium, ferro-titanium, and ferro- 
molybdenum. All varieties of plumbago or natural graphite that 
the author has analyzed in connection with the plumbago crucible 
factory of this works, when finely ground as described in his 
methods for the analysis of graphite, burn completely to CO 2 in 
oxygen. Some of the finer grades of the natural concentrated 
product yield 99 per cent pure carbon. It requires about forty- 
five minutes to completely bum such material. 

When using red lead or litharge to secure complete com- 
bustion of the carbon in ferro-alloys rich in aluminum or silicon, 
or both, the charge is placed in one end of the clay boat, mlhovi 
a sand bottom. After completing the combustion which proceeds 
just as quickly as that of a steel with oxygen, alone, the used 
part of the boat is broken off and the other half is then taken for 
further combustions. The best way to determine the blank, 
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due to the lead oxide, is to bum 2 or 4 grams of it with some 
20- to 30-mesh siftings of a steel, the carbon content of which is 
accurately known; or with 2 grams of small thin curly drillings 
of some standard steel. The excess of carbon found is the blank 
due to the lead oxide. A good c. p. or commercial red lead or 
litharge will give a blank of about*0.004 gram of CO 2 per 4 grams 
of lead oxide. 

L-J is wiped off with a piece of clean cheese-cloth or a clean 
handkerchief before each weighing of it. Its outlet and inlet 
ends are kept closed with small rubber caps when it is not con- 
nected in the train. These caps are removed during weighings. 
Not more than two minutes are spent in weighings at the end of 
the combustion. One minute is sufficient to weigh the drillings 
at the start. One or two minutes more may be consumed in 
transferring the boat to the combustion tube and connecting L-J 
in the train. But fifteen minutes are required to burn the sample 
and carry all of the CO 2 to L-J. In this way perfectly accurate 
combustions of all kinds of steels, either plain or alloyed, with 
any amount of tungsten, molybdenum, or chromium can be 
carried through in twenty minutes. This is the routine practice 
in this laboratory when making bath tests of open-hearth heats 
before same are ready for tapping. 

This furnace has one marked advantage over electrically 
heated furnaces, in that it can be brought from a cold state to 
1000° C. in ten minutes. It can also be adipsted to fit any size 
combustion tube. (See Fig. 17.) 

Rapid Bath Test for Carbon by Combustion. — ^Weigh 1.3636 
grams of 60^mesh or thin curly drillings into a clay boat. Place 
the boat in the combustion tube heated to 1000° C. Pass the 
oxygen at a rapid rate — ^three bubbles per second for five minutes. 
Continue this burning for five minutes more. Detach the absorb- 
ing and weighing apparatus, No. 10, Photo No. 8, page 278, 
and weigh. 
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Part III 

FURTHER NOTE ON THE DETERMINATION OF CARBON IN STEEL 
AND FERRO-ALLOYS 

Surface Decarbonization. — Referring to remarks on page 268 
relative to the taking of samples it must be noted that steel 
often has a decarbonized surface, that is from 10 per cent to 
almost any amount lower in carbon than the main body of the 
metal. This will often cause the chemist to report the rolled 
or hammered steel anywhere from 0.10 to 0.20 lower in carbon 
than the original ingot analysis, that is, suppose the ingot analysis 
was 1.20 per cent carbon, then it not infrequently happens that 
the plate or bar may show but 1.10 per cent. 

Use of Sand in Boats. — The author no longer uses any sand 
in the combustion boat as the composite vitrified clay boat is 
greatly superior and withstands a much higher heat than the 
original form of clay boat. By avoiding extreme heats during 
the combustion, complete decarbonization can be effected without 
fusing the drillings to the boat, and the little pile of sintered oxide , 
that remains after the burning can be scraped out with the tail 
of a small file. If the combustions are run at a high heat with 
the drillings in contact with a sand bottom there is danger of 
forming silicon carbide as has been pointed out by Mr. Geo. M. 
Berry. Crude Zr02 or chrome ore are good boat protectors. 

Oxygen Versus Air in Direct Combustion. — Since writing the 
first eition of this book the price of oxygen has fallen to less 
than two cents per cubic foot, so that there is no longer any 
inducement to try direct combustions in air. In any case the 
high temperatures necessary make such combustions very un- 
pleasant and should be avoided. 

Two Parallel Furnaces. — Photo No. 18 shows the author^s 
arrangement for two combustion furnaces, side by side, when 
292 
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Photo No. 18 . 
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quartz tubes a|^ used. Note the wet wrappings required when 
quartz is used. * 

The Gas Combus^on Furnace with Blast.— On page 284 the 
above direct combustion method is referred to. It constitutes a 
very cheap and effective w^y of making direct combustions. 
The principal objection to this method of heating is that the 
sharp, bare flame of the compressed air furnace striking the fused 
silica tube causes the latter to become devitrified and leak after 
some time. 

The Elimination of Rubber Stoppers prom the Vitrified 

* Clay Combustion Tube by Means op Tapered Clay 
Inlet and Outlet * 

In June of 1913 the author published an account of a vitrified 
clay combustion tube with tapered outlet designed by him. 
These tubes are now widely used. 

The advantage of the tapered outlet very soon suggested the 
making of a tapered clay inlet which is shown at K in the illus- 
tration and also at L-M. (Fig. 19.) 

The clay part of the inlet is a duplicate of the outlet end. The 
tube is charged and discharged by removing L-M which is con- 
nected to the main part of the combustion tube by means of 
the rubber sleeve M. This connection is a piece of J inch bore, 
A inch wall ande 2\ inches long, pure rubber tubing. This 
sleeve is more easily handled than a rubber stopper. The oper- 
ator grasps L-M at the clay part L and slips it over the main 
part of the combustion tube and twists it firmly in place. The 
clay part L offers a substantial hold for one's hand and is abso- 
lutely safe. A glass taper would be dangerous as it might be 
crushed when grasped, causing a wound. 

The slip-over connection is geometrically a tighter connection 
than a rubber stopper, for the reason that the latter affords an 
example of a conical surface pierced by the cylindrical surface 
of the combustion tube, which makes only a single circle of con- 
tact between the stopper and the tube. The slip-over gives a 
tangential contact which provides innumerable circles of contact. 

Further superiority of the tapered clay and rubber sleeve 
inlet is that, should the bore of- the combustion tube tend to 
* Reprinted from Journal Ind. and Eng. Chem., V, 488. 
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be elliptical ins^d of a true circle, the elasticity of the rubber 
sleeve will still give a pressure tight connection on account of 
the large surface of contact. 

Again, many combustion tubes offered by dealers are rejected 
because of grooves in the interior walls, at the inlet or outlet 
^nds, which make tight connections with rubber stoppers impos- 
sible. The tapered slip-over connection renders such tubes per- 
fectly satisfactory. 

The entire apparatus with the single exception of the little 
mercury valve tube attached to L-M is the author's design and 
skows but one rubber stopper at an unimportant point in the 
little KOH drying tube at the extreme outlet end of the com- 
bustion train. This could also be eliminated by a small glass 
taper or clay taper. The wet wrapping can be omitted, entirely, 
when the clay tube is used, although shown in Fig. 19. 

It has been found in the author’s experiments that, for a given 
wiring, furnaces heat higher with clay tubes than when fused 
silica tubes are used as there is less leakage of heat via the tube 
when the clay tube is in the furnace. 
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Part IV 

THE DETERMINATION OF CARBON IN PLAIN STEEL AND IN ALLOT 
STEELS, CONTAINING NOT OVER ONE OR TWO PER CENT 
OF ALLOYS, BY SOLUTION IN COPPER AND POTASSIUM 
CHLORIDE 

The limitations of this method cannot be absolutely fixed 
as the carbon can be accurately obtained on certain alloys that 
have a greater amount of the non-ferrous metals than given in 
the above title; notably nickel steels can accurately det^- 
mined for carbon where the nickel content is far in excess of 
2 per cent. The reader should refer in this connection to pages 
257 to 260. Occasionally the chemist receives thick chips that 
are impossible by the method given on the pages just mentioned, 
and rather than wait for a more suitable sample or perhaps 
put a good customer to the inconvenience of getting drillings of 
the proper fineness, the analyst will resort to the double chloride 
method. The details are as follows: ^ 

The Dissolving Solution.— The acid solution given on page 268 
is used for this work. It is filtered on ignited asbestos. The latter 
IS prepared by igniting the fine white fiber in a muffle furnace 
in a porcelain dish. The dish is filled heaping full and brought 
to a bright red; it is then removed from the furnace and allowed 
to cool below redness. The lump of partially ignited asbestos is 
turned over and the dish and its contents are returned to the 
furnace; again brought to bright redness; and so on until the 
asbestos has been heated and cooled three times. While the 
asbestos is cooling it should be covered with a clean agate ware 
pan to prevent soot or carbonaceous dirt of any kind from falling 
on the asbestos. The ignited asbestos is cut into short wads; 
put into a glass stoppered, carefully cleaned quart bottle and 
enough distilled water mixed with it to make a rather .thick 
• pulp. 
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The pulp is jwured on a perforated porcelain plate of at least 
2 inches diameter which is kept from slipping out of level by 
applying slight suction while the filter is being prepared. The 
asbestos is distributed ‘over the plate in an even layer about 1 
inch thick and is put firmly to place by increasing the suction a 
little and pressing it down with* a glass rod. (One end of the rod 
is flattened into a disk by softening it in the flame of a Bunsen 
burner and quickly pressing it against a cold surface.) Repeat 
this operation, adding, in the same way, successive layers, taking 



Fig, No. 20. 


care not to tamp the latter too much, as by so doing the filtration 
will be very slow and will require excessive suction to get the 
solution through the filter at all. When the layers have attained 
a total thickness of about an inch and one-half the whole filter 
is saturated several times with 1 : 1 HCl to shrink it tighter; 
it is tamped some more, and then washed ten times with dis- 
tilled water. The glass filter * tube in which the filter is made is 

♦The filter tube shown in Fig. No. 20 contains a rubber gasket and 
alundum thimble; these are removed and a perforated porcelain plate is . 
substituted for the carbon filtration. 





SOLUTION OF DRILLINGS IN COPPER CHLORIDE 299 


shown in Fig. No. 20. The filter being now ready is trans- 
ferred, rubber stopper and all, to the bottle in which the solution 
to be filtered is to be kept. The photo shows a glass filter tube, 
but usually a carbon filter tube is too small for filtering the whole 
solution so that the filter layer is prepared on the porcelain plate 
supported in a large funnel that pierces a rubber stopper that will 
fit the neck both of the side neck suction flask shown and of 
the large glass stoppered bottle in which the filtered solution is 
to be preserved. The double chloride is then filtered into the 
latter bottle with moderate suction; kept stoppered; and, to 
prevent dust from settling around the stopper, a cap of stout 
paper is tied over the same. The Fig. No. 

20 shows the brass water pump used which is 
extremely satisfactory and inexpensive. It 
discharges into a deep stone box as shown. 

Cut A illustrates the details of the brass pump. 

Solution of the Chips and Filtering Out 
of the Carbon. — Dissolve from 1 to 5 grams 
of the chips in 60 c.e. of the double chloride 
per gram of sample in a beaker that has 
been cleaned from all lint or dust. The chips 
must be stirred at intervals with a glass rod 
until there no longer remains on the bottom 
of the beaker any particles of copper-cjoated 
steel. The reactions occurring are given here-^ 
mth for the benefit of the student: In the first 
p|^ce the iron is dissolved away from the carbon 
by reaction (1), Fe+CuCb = FeCl 2 H-Cu; then a further portion of 
the copper chloride in the double chloride solution causes the 
metallic copper formed to pass into solution in the manner shown 
in reaction (2), CuCb-f Cu=2CuCl. This cuprous chloride 
(CuCl) would form and separate out as a white precipitate were 
it not for the excess of acid present in the double chloride which 
excess of HCl dissolves the cuprous chloride; hence it is best to 
wash the carbon residue on the asbestos filter at first with some 
of the double chloride before washing it with water. 

The carbon is filtered on an asbestos filter supported on a 
perforated porcelain plate just large enough to fit in a glass carbon 
filter tube of li inches diameter. This filter is prepared in 
exactly the same way as described for the larger filter used for 
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the double chldride. A row of four of these carbon filter tubes 
are shown in Fig. No. 20. The well-tamped and acid shrunken 
layer of asbestos need not be over i inch thick. The dissolved 
chips are poured throtigh the asbestos filter and any black par- 
ticles of carbon adhering to the walls of the beaker are best 
discovered by holding the la*tter over a sheet of white paper. 
These particles are transferred to the filter by rubbing them 
loose with a rubber-capped glass rod, rinsing the beaker with a 
fine jet of water and also some of the double chloride. The 
carbon being now all on the asbestos it is washed five times with 
some of the double chloride, drawing off each washing with mild 
suction. The acid is then carefully removed by giving the filter 
thirty washings with distilled water, drawing off each one entirely 
before the next washing is applied. The carbon filter tube is then 
withdrawn from the rubber stopper. The porcelain plate with its 
adhering asbestos and carbon is carefully pushed out of the filter 
tube on to a clean watch glass, with the plate side down. Any car- 
bon sticking to the walls of the filter tube is completely removed 
by wiping them off with some of the asbestos. The top part of 
the asbestos filter is first stripped off and placed in the clay com- 
bustion boat. This leaves all of the rest of the filter to be used 
in cleaning out the filter tube. This portion of the filter is now 
moistened with water. A pair of steel forceps that are not too 
stiff are used to hold the portions of the dampened filter that are 
used for removingj^ carbon that sticks to the filter tube. Then, 
at the last, the points of the forceps should be wiped off with a 
little of the pulp as some of the carbon is likely to be on the 
forceps. The operator should wash his hands before beginning 
the transfer of the carbon filter and the cleanings to the clay 
boat. A piece of stout wire or a glass rod is used for pushing 
the plate and the adhering filter out of the filter tube. Dry the 
contents of the boat in a water or air oven for two or three hours. 
When dry, as shown by there being no noticeable condensation 
upon a cold watch glass placed over the boat immediately after 
the latter has been taken hot from the air bath, the contents of 
the boat are pressed firmly down into it and 4 grams of red 
lead are spread over the same. The boat is then placed in the 
electric furnace and the carbon is finished in the same manner 
as given for the direct combustion. The water should be 
dried out of the carbon residue in the boat at a temperature’ 
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not exceeding 100° C. The blank is run by placing the 
same amount of the double chloride in a beaker; filtering it 
through a filter made as in an actual sample and putting this 
filter through all of the operations just described, including the 
red lead covering. 



CHAPTER XI 


Part V 

QUALITATIVE TEST FOR GRAPHITIC CARBON IN STEEL AND IRON 

Polish the steel carefully free from all scale. Any finely 
divided scale left on the steel is liable to be mistaken for graphite 
in the qualitative test. 

Take either millings or drillings from the polished sample, 
whichever are most convenient. Use the milling machine for thin 
sheets. Dissolve 100 mg. of the millings or drillings in 4 c.c. 
of 1.20 sp. gr. nitric acid. Heat in water bath for forty minutes 
in boiling water in a test tube 150 mm. long X 16 mm. diameter, 
in the manner described for color carbon tests in steel. The 
boiling should be continued until all flakes of combined carbon 
are dissolved. 

Remove the tubes carefully from water bath, avoiding all 
shaking up of contents. Hold each test tube over a sheet of 
white paper. Look down through the mouth of the test tube. 
If there is the slightest black sediment in the bottom of the 
tube, this indicates at least a trace of graphite. If there is no 
sediment, the steel can be pronounced free of graphite. If there 
is a heavy deposit, the steel contains a high percentage of graphite. 
The samples showing a trace, or more, of graphite can be deter- 
mined quantitatively by the following quantitative methods. 

0.10 per cent graphite makes a large showing by the qual- 
itative test. 0.17 per cent or less can be seen in the fracture 
by the dark appearance it gives to the grains of steel. 

In steels dissolve 3 or 4 grams of drillings in 60 c.c. of 1.20 
nitric acid, boil slowly, avoiding the concentration of the .nitric 
acid by adding a little water if necessary, until the flakes of 
combined carbon are dissolved. Perfectly annealed steel in 
which graphitic carbon is most frequently found, does not show 
this flake and the heating is continued until the main solution 
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no longer continues to grow any clearer. This requires about 
ten minutes’ boiling. 

In pig iron 1 gram is dissolved in 20^c.c. of the above acid 
aided with 2 or 3 drops of HF, boiling ten minutes. The insol- 
uble matter is filtered on the san^e kind of an asbestos filter as 
is described for carbon in steel where the chips are dissolved in 
the double chloride of potassium and copper. See page 297* 

The residue on the filter is washed thirty or forty times with 
water to remove the iron; then with 1.1 specific gravity KOH 
solution which is made by dissolving 30 grams of KOH in 200 c.c. 
of water. The washing with the KOH is continued until the 
washings are no longer colored brown. Then wash with water 
as many times as before; then with 1 : 1 HCl to neutralize any 
remaining KOH; and finally again, thoroughly, with water. 
The graphitic residue is removed from the filter, dried, covered 
with red lead, and finished as described in the direct method 
for carbon in steel, in the electric furnace. 

The filtrate from the carbon or graphite, in this method, 
or in the double chloride method, should be poured through a 
filter paper and washed free of color to note if any black stain 
remains on the filter; if there be such a stain then some of the 
carbon or graphite, as the case may be, has run through and the 
result will be too low. 

Method for the Determination of Graphite in Steel Used by 
the Safety Razor Company. — Dissolve 3 granis of the steel in a 
150 c.c. of dilute nitric acid. (3 parts of water to 1 part of con- 
centrated nitric acid.) 

After adding acid to the steel, boil until red fumes of nitrogen 
oxide are gone. Then add 15 c.c. to 35 c.c., i.e., an excess of 
potassium permanganate (5 grams KMn 04 in a liter of water). 
Boil until KMn04 is all decomposed, which should show an 
excess of manganese oxide after boiling a few minutes, otherwise 
some combined carbon will be counted as graphitic carbon. 
Cool, then dissolve the manganese dioxide, which may be pre- 
cipitated, with the smallest amount possible of SO3 or FeS04; 
filter out any black insoluble residue on an asbestos plug. Wash 
well with water, being very careful that none of the residue runs 
through. Wash with water until free of acid. Pour the filtrate 
and washings through a 9 cm. filter and wash the paper. Note 
if any black residue ran through. If it did, the result will be 
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too low, and a new portion must be started and a tighter plug 
used. 

Remove this asbestos from the filter tube. Dry it at not over 
100® C. until free from moisture. Bum residue in the clay boat 
in the carbon combustion furnace for thirty or forty minutes. 
Weigh CO 2 formed. Run blanks all the way through, using all 
of the reagents, filter on asbestos plug, wash the same as the 
test. Dry this plug; burn it off in a carbon combustion furnace, 
and any carbon dioxide found is deducted from the carbon dioxide 
found in the sample by the same method. Any carbon dioxide 
remaining is calculated to carbon. This carbon is called graphite. 



CHAPTER XII 


Pabt I 

CARBON BY COLOR 

The determination of carbon by color methods should be 
indulged in as little as possible. Numerous interferences render 
analysis, unless carried out under the guidance of persons of 
long experience, highly inaccurate. The heat treatment, i.e., 
the greater or less amount of incidental annealing that a sample 
may have had, will cause the color to vary, yielding results from 
10 per cent to 20 per cent away from the actual carbon. The 
perfectly annealed steel, i.e., where the carbon has all been 
converted into the absolutely annealed condition, yields the 
greatest depth of color for a given percentage. A few tenths of 
a per cent of highly coloring elements like chromium give low 
results compared with a standard steel not containing the alloy. 
Also the presence of considerable manganese tends to lighten 
the color in unannealed steel. The same is tme of nickel. 

If a sample consisting of large, bulky, thick drillings be com- 
pared with a standard of small, uniform size, thin drillings, the 
bulky sample will yield results often 10 per cent too low. The 
presence of graphitic carbon will cause results to be anywhere 
from 5 per cent to 90 per cent too low. Of course, much graphitic 
carbon is easily detected by the insoluble black residue that 
remains in the solution so that only 5 per cent too low is likdy 
to be unnoticed. A practiced eye will detect the slightest trace 
of it. If the operator can drill his own samples and always 
get them with the same heat treatment, and have a standa^ 
that has undergone the same treatment, and has been drilled 
with the same depth of cut, his results will be fairly accurate. 

There are two means by which one may approach the ideal: 

First, When the drillings to be tested and the standard drill- 
ings have been taken from the raw cast steel that has never 
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been reheated and is always allowed to cool slowly from th0 
molten state, i. e., without any quenching.* 

Second. Where ^he operator is furnished the steel and can 
anneal it to the last degree of softness, avoiding the temperature 
range most favorable to Va^. formation of graphitic carbon (see 
Annealing of Steel). Then drill such samples to uniform thick- 
ness and compare them with a standard prepared in exactly the 
same manner. This second scheme is the most accurate of all 
color methods. For the identification of the perfectly anneale4 
condition, see Annealing. 

Further, it is essential in color work that the standard sha^ 
be within 10 per cent of the carbon content of the sample to be 
tested. The nearer the carbon of the standard is to that of the 
test, the better; especially is this true of unannealed steel. ^ 
Method . — Dissolve 100 mgs. of sample in 4 c.c. of 1.20 nitric 
acid. Use a test tube 152 mm. by 15 to 16 mm. diameter. Insisi 
that the dealer supply test tubes that keep within the same 
diameter. If one test tube is wide and its mate narrow, the 
wide one will permit more of the free acid to escape than tl^c 
narrow one, causing variation in the color. Do not set the 
tubes deep in the boiling water, as it will cause iron to dry on 
the sides, and, when this is redissolved by shaking the hot acid 
solution the brown basic nitrate of iron will’ go into solution, 
causing another variation of color, f The fewer tests dissolved 
at one time the better, as some parts of the bath will be hotter 
than others, causing more loss of acid from the tubes in the 
hotter location. In forty minutes all of the flakes of carbon 
are usually dissolved on a water bath. These baths are designed 
especially for this work, and contain racks to hold thirty-six 
tubes. These racks have false bottoms perforated with many 
small holes. This arrangement permits the tubes to be immersed 
to the depth of 28 mm., which is about the level of the nitric 
acid. 

For more rapid solution of the carbon, requiring from four to 
seven minutes, use a sand or graphite bath heated to about 190® 
C. Plunge the tubes into the bath just to the top level of the 

* Quenching can be safely done provided the test piece is first cooled to a 
black h^t in an entirely dark closet. 

t Some laboratories use glass marbles that rest on the top of the test 
tubes during the' boiling to reduce the evaporation of the acid. 
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i^:id in them. Keep the tubes close together and do not run more 
tWi six tubes at a time, as such a bath is liable to great varia- 
tion in temperature. The writer collects a set of six tubes in a 
compact cluster and covers all with a 5-*fcunce beaker. This 
prevents too rapid loss of acid. Remove the tests the second 
that the brown flakes are in soluti6n. Use standards within 6 
“points” (0.06 per cent carbon) of the tests so that tests and 
standards will go into solution at about the same moment. 

The tests are quickly cooled in running water and compared 
,in the bent-end comparison tubes, which permit the contents 
of the tubes to be mixed by a rocking motion. The comparison 
tubes are of 14 c.c. capacity, and graduated to tenths of a c.c. 
The length of the graduated portion is 181 mm. Then follows 
45 mm. of ungraduated tube; then the part bent at an obtuse 
angle. The bent limb is about 50 mm. long. The outside 
^ameter of the tube is 12 mm. A set of three of these tubes is 
used. The specifications for these tubes should require that all 
three tubes be the same inside and outside diameter throughout 
their graduated portion. The figures and graduation lines 
should be small, the figures not over 2 mm. long and the lines 
not over 4 mm. long for c.c., and not over IJ mm. long for tenths 
of a cubic centimeter. 

The graduations of all three tubes should coincide with each 
other. For example, the 14 c.c. mark should be exactly the 
same distance from the bottom of the comparison tube in each 
tube of a set, thus proving that the inside diameter is uniform 
throughout the set. 

The tubes should be free of fine black lines due to bubbles in 
the glass when it was drawn into tubing. 

The tubes should be made of selected tubing free of scratches. 
The graduations should be as exact as those of a burette. 

All color carbons should be made in duplicate and results 
averaged. Nothing is gained by operating on a greater amount 
than 0.100 gram. The author, in his practice, ran a great many 
color tests, using 0.500 gram, and found the same lack of agree- 
ment, and much more acid needed. 

The Comparison. — If, for example, a 0.60 carbon standard is 
in use pour it into the comparison tube, using as little rinse water 
as possible, so that the volume of the fluid in the tube is just 
6 C.C.; mix thoroughly. 
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The^telft is then put in another tube, and water is added to 
it until its color is the same shade as that of the standard, mixing 
carefully with each addition of water. This matching should.be 
conducted slowly ^hen the test is still but slightly darker tlikn 
the standard. But 0.2 cubic centimeter ‘should be added at a 
time when the test is onl^ slightly darker than the standard, 
so that when the former is finally very slightly lighter than the 
standard, the operator knows he has overstepped the end>point 
0.01 per cent, which he deducts from the rea^g. If the test, 
for example, is just turned lighter at 6.5 c.c., then the per cent 
carbon be 0.65 less 0.01 or 0.64 per cent carbon. If a 
standard of 0.30 carbon is in use, it is diluted to 9.0 c.c. Should 
the test match it at 6.0 c.c., then the carbon percentage will be 
0.60 -J- 3, or 0.20 per cent carbon. If a standard of 0.40 carbon 
is used, it is diluted to 8.0 c.c. If the test matches it at 7.0 c.c., 
for example, then the per cent carbon will be 0.70 2, or 0.35 
per cent carbon. If a standard of 0.08 per cent carbon is in use, 
it is diluted to 5.6 c.c. Should the test match it at 6.0 c.c., for 
example, the per cent carbon would’ be 0.60-5-7, or 0.085 « 
per cent carbon. When a large number of color tests must be 
made, they should be checked at frequent intervals by com- 
bustion; for instance, if a lot of thirty color tests are made, 
and every fifth one is checked by combustion and checks within 
0.01 to 0.03 per cent in a range from 0.50 per cent and over, it is 
pretty safe to a^ume that that paurticular lot of color tests was 
done under favorable conditions. 

The author does not use a comparison camera, but decidedly 
prefers to hold the tubes on a sheet of white paper, in diffused 
sunlight. The direct glare of the sun is, of course, undesirable. 

At night a 50-candle power frosted electric lamp of filament 
type resting on a sheet of white paper from a flexible arm is 
the best source of light. The comparison tubes should be held * 
with the graduations touching each other, thus giving a clear 
field of color. Their relative right and left positions should 
be changed at intervals of a few seconds to assist the operator 
in judging respective depths of color. He should endeavor to 
lose track of which is test and which is standard, and if, under 
such conditions, he finds he can come to the same conclusion 

* The comparison tubes should be held at an angle of about 46* to the 
pi^per with thrir ends touching it. 
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three times in succession, then he is as certain as possB)le of his 
choice of the light one and the dark one. In the author’s opinion 
the least source of error in carbon color work is the operator’s 
eye. A man with a good eye for color aied plenty of practice 
can be counted on not to introduce an error due to the eye of 
over 0.02 per cent in higher carbonft and not over 0.010 per cent 
in lower carbons, around 0.08 and perhaps not over 0.005 per 
cent in the latter range. 

Reject all drillings that are blued, or rusty. 
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Part II 


PHOSPHORUS IN PIG IRON, STEEL, WASHED METAL AND 
MUCK BAR * 

Dissolve 1.63 grams of sample in 45 c.c. 1.13 nitric acid, 
using a 5-ounce beaker. Heat gently on hot plate or bath 
of some description. The author uses a twelve-hole affair as 
shown in Fig. 21. Highly silicious pig iron dissolves slowly 
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and it is best to maintain all pig iron samples at digesting heat 
(barely boiling) for at least twenty minutes. To assist in dis- 
solving pig iron add four drops of hydrofluoric acid to the solution 
after it has been digested ten minutes with the nitric acid, if 
high silicon is suspected. 

For pig iron and some chrome steels the next step is to filter 
out the insoluble graphite, etc. Wash the residue on the filter 
fifteen times with the dilute nitric acid wash. All phosphorus 

* Hundeshagen (modified by J. 0. Handy) first recommended the titration 
of the yellow precipitate by standard alkali. 

310 


PHOSPHORUS IN STEa:L~THE OXIDATION 


311 


filtrations in this laboratory are made on a revolving filter stand. 
(See Fig. 22.) 

It is not necessary to filter solutions ii^ plain carbon steels. 
Filter the muck bar solutions if they contain much insoluble 
residue. , 

Add to the filtered solutions of pig iron, chrome steel and 
muck iron and to the unfiltered solutions of plain steel and 
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ganate solution before the carbon is destroyed than ordinary 
steel. The excess of manganese precipitate is removed by 
adding ferrous sulphate solution, free of phosphorus, from a 
dropper until the solution is again clear. After five minutes 
more boiling the beakers are removed from the fire, the covers 
are rinsed off and the inside walls of the beakers are washed 
(to prevent the phospho-molybdate sticking to the walls) down, 
and 50 c.c. of the ammonium-molybdate * are run into each test 
from a measuring siphon. (See Fig. 23.) A batch of twelve tests 
are stirred at a time, using glass rods. A single test is stirred 
around twice, then the next one, and so on until each test in 
the lot has been stirred ten times.. This means that each solu- 
tion has been stirred at intervals during a period of ten minutes. 
The twelve samples are put on the revolving stand and twelve 
7 cm. filters are marked with a lead pencil to correspond to the 
respective tests. The only interval in plain Carbon Steel between 
the completion of the stirring and commencement of the filtration 
is the time required to fit the filter papers to the funnels. 

The liquid is decanted through its proper filter and the bulk 
of the precipitate is allowed to remain in the beaker until the 
filter papers are washed ten times, giving each paper a washing, 
then the next one and so on until No. 1 is reached again. By 
the time No. 1 is ready for its second washing, the first washing 
will be well drained off. Each funnel stem is given a turn with 
the thumb and f^efinger in such a manner that the double fold 
of the paper is washed twice and the single fold once during each 
washing. Use the dilute nitric acid wash. 

Ten washings having been accomplished, the main body 
of the yellow precipitate is washed on to its respective filter 
with a fine jet of the acid wash, and receives a further ten wash- 
ings to remove iron. 

To remove free acid the precipitates are next washed thirty 
times with the potassium nitrate water. The filters are now 
removed to a large watch glass. A ruled slip is dated and headed 
and the various tests are entered thereon. On the right-hand 
side is kept a record of the alkali used, and on the left, the acid 
standard used in the subsequent titration of the yellow pre- 
cipitate. 

* Ha>04+12(NH4),Mo04+21HNO,- (NH4 )iP 04 • 12MoOi+21NH4NO,4 
12HsO. 
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The titration is accomplished by placing filter and precipitate 
in a 100 c.c. beaker. The standard sodium hydroxide solution, 

1 c.c. of which equals 0.01 per cent phosphorus when 1.63 grams 
are taken, is dropped on the filter until th4 yellow precipitate 
has dissolved.* Then add 50 c.c. distilled water. Two drops 
of phenolphthalein are introduced, and from a second 60 c.c. 
burette standard nitric acid is run into the rose-colored solution 
until one drop of acid discharges this color. The total number 
of c.c. of alkali added, less the number of c.c. of acid required to 
discharge the rose color, multiplied by 0.01, gives the percentage 
of phosphorus in the sample, t 

The following equation shows how the reaction proceeds: 

2 [(NH 4 ) 3 P 04 * 12Mo03]+46NaOH 

-2(NH4)2HP04+(NH4)2Mo04+23Na2Mo044-22H20. 

According to the equation 1 c.c. of normal NaOH solution should 
equal 1.3494 mgs. of phosphorus (i.e., 40.008 grams NaOH dissolved 
in water and diluted to 1 liter = normal NaOH). 46NaOH=*2P 
*62.08 grams, or 46 X40.008 grams NaOH *62.08 grams of P, 
or 40.008 grams NaOH * 1.3494 grams P. 

Gravimetric Phosphorus 

If it is desired to check the volumetric me^iod by weighing 
the yellow precipitate, proceed exactly as given under the latter^, 
process, with the following exceptions: 

First. Filter aU solutions as in pig iron. 

Second. Omit the washing with potassium nitrate and use 
only the dilute nitric wash to remove iron, leaving the acid in 
the filter paper. 

Third. Filter the yellow precipitate on 7 cm. ashless filters 
that have been previously weighed hot between watch glasses 
with edges ground to fit water-tight when held firmly together, 
nearly full of water, in a vertical position. 

These filters are weighed hot and as rapidly as possible after 
having been dried at the temperature of boiling water. The 

* It is safer to add, at least, 1 or 2 c.c. excess of the alkali standard. 

t FigB. 21, 22 and 23 were designed some years ago by Dr. Edward S. 
Johnson. 
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phospho-molybdate is collected on the weighed filters and washed 
free from iron with the dilute nitric acid. The filters are again dried 
as before, for one hour, and weighed. The weight of the filter 
paper plus the drieS precipitate, less the weight of the paper, 
less the blank (obtained by^ filtering a clear filtrate from some 
previous phosphorus determination through a weighed paper, 
washing it, drying it and reweighing it as in an actual analysis) 
equals the percentage in the sample when 1.63 grams are used 
for analysis. This method is valuable only as a check, as too 
much time is consumed. 

In both methods the filtrates and washings are placed on a 
shelf for one hour. If a cloudy ring forms at the junction of the 
washings and the main body of the filtrate, results will be too 
low. If the cloud gradually spreads, the results may be as much 
too low as 0.01 per cent in a possible 0.100 per cent. 

After considerable practice one can estimate with sufficient 
accuracy for most mill control all phosphorus 0.02 per cent and 
under by simply examining the yellow precipitate after it has 
had an opportunity to settle for about twenty minutes in the 
6-ounce beaker. The prevention of cloudy filtrates will be 
discussed under the heading **Molyhdate Solution” 

Standard Sodium Hydroxide Solution.— One hundred and 
fifty grams of sodium hydroxide and 1 gram of barium hydroxide 
are dissolved in 1000 c.c. of water. Let the solution stand for 
two days. Sipl^n off the fluid and dilute it to 2 liters, 
dilute 275 c.c. of this stock solution to 3500 c.c. Measure out 
exactly 100 c.c. for standardization, leaving 3400 c.c. On testing, 
suppose it is found that 20 c.c. of the alkali standard equal 20.75 
c.c. of the acid standard. This gives the proportion 20 : 20.75 
:: 3400 : X(=3527). Therefore dilute the remaining 3400 c.c. to 
3527 c.c. when 20 c.c. of the NaOH standard will equal 20 c.c. 
of the standard acid or 1 c.c. NaOH =0.010 per cent phosphorus 
when 1.63 grams of sample are used for analysis. It is always 
best to confirm this value by running several steels whose phos- 
phorus content is accurately known. 

Standard Nitric Acid. — Dilute 74 c.c. 1.20 nitric acid to 
3600 c.c. Draw off exactly 100 c.c. for testing. On titrating 
with standard NaOH, suppose it is found that 10.2 c.c. of the 
acid equal 20 c.c. of the alkali: 19.2 c.c. : 20 c.c. ::3400 : X 
(-3641). 
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Therefore the remaining 3400 c.c. are diluted to 3541 c.c. whe 
20 c.c. of standard acid should equal 20 c.c. of standard alkali. 

For preparation of 1.20 specific gravity nitric acid from cor 
centrated acid, see Chapter XX. * 

Acid Molybdate Solution. — Dissolve 183 grams of unignite 
molybdic acid plus 2 grams of ignited (melted) molybdic acid i 
900 c.c. of 11.50 per cent ammonia water plus 250 c.c. of distille 
water. Cool this solution and add it a little at a time to 2700 c,( 
1.20 nitric acid. Cool the nitric acid after each addition of th 
molybdate. If the nitric acid is allowed to get too greatly heate( 
the molybdic salt will precipitate in large quantity. Filte 
through a pulp filter (using suction) after twelve hours’ standing 

Some years ago the author observed that a solution of ammo 
nium molybdate in nitric acid, made as here given, will produc 
different varieties of the yellow precipitate. Other condition 
being unchanged, an anunonia solution of , molybdic acid pre 
pared from ignited, i. e., crystalline anhydrous molybdic acid 
causes the yellow precipitate to separate from the nitric aci( 
solution of the ste^ in an extremely fine state of division. Sue) 
a precipitate will remain suspended in the solution for hour 
without subsiding and will run through a filter paper almos 
as though it were a solution instead of a precipitate. Thii 
precipitate has only one redeeming feature : It is the least solubli 
in the dilute nitric wash of any of the varieties of ammoniun 
phospho-molybdate that are encountered ijnder the conditioni 
that arc cited here. Now if no ignited molybdic acid is ]||ec 
in the preparation of the molybdate solution, the phospho 
molybdate settles rapidly and does not run through a filter 
But this variety has the objection that it is the most soluble 
form of phospho-molybdate, in nitric acid. This variety ol 
precipitate will leave the filtrate perfectly clear, but after the 
latter has stood for an hour (if much precipitate has dissolvec 
in the wash water) or perhaps not until the next day (if little ol 
the yellow precipitate has dissolved in the dilute nitric wash) a 
milky ring of phospho-molybdate will appear at about the point 
where the washings lie on top of the main body of the filtrate 
If much of the yellow precipitate has been dissolved, say about 
i^r or ^ of its weight, this cloud will spread through the entire 
filtrate. 

The ideal yellow precipitate is that one whose physical con- 
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dition is such that it will give a clear filtrate and be practically 
insoluble in the wash. The author has had brands of molybdic 
acid that require equal weights of the crystalline molybdic acid 
and of the unignited vafiety to produce the desired results. At 
present but 2 grams of the crystalline material are needed for 
the, particular brand of molybdic acid now in use. 

To prepare crystalline molybdic acid the author melts in a 
porcelain dish the ammonia-free, so-called c.p., molybdic acid 
which melts rapidly at a bright red heat to a clear fluid, and, 
on cooling, forms handsome crystals that can be readily reduced 
to a powder in a porcelain mortar. 

Potassium Permanganate Solution for Oxidation of the 
Carbon. — Fifty grams of the salt dissolved in 1 liter of water. 

Ferrous Sulphate Solution. — Two hundred and fifty grams of 
the phosphorus-free salt dissolved in 1000 c.c. of water acidulated 
with 20 c.c. 1 : 3 sulphuric acid. 

The Preparation of Ferrous Sulphate from Steel Drillings. — 
A very effective ferrous sulphate solution can be prepared as 
follows: Dissolve 65 grams of low phosphorus steel drillings 
in a mixture of 55 c.c. of cone. H 2 SO 4 and 200 c.c. of water; 
add more water at intervals, heating gently. Do not boil. 
When all action is over dilute to 500 c.c.; filter through a large 
folded filter or on a plug of washed filter paper pulp; cool and 
dilute to 1000 c.c. with water. 

Dilute Nitric A<;jd Wash. — ^Two hundred .and thirty c.c. 
1.2G nitric acid diluted with 8100 c.c. of water. 

Potassium Nitrate Wash. — Dissolve 50 grams of potassium 
nitrate in 2500 c.c. of water for a stock solution. 

Dilute 700 c.c. of the latter with 7000 c.c. of water to con- 
stitute the wash. 

Phenolphthalein Indicator. — One gram of this substance is 
dissolved in 100 c.c. of absolute alcohol.* 

Phosphorus in Vanadium Steel 

E. W. Hagmaier, in Met. Chem. Eng., Vol. XI, No. 1, sepa- 
rates the phosphorus by cerium chloride. In the case of a 

* See remarks at the close of Chapter XI, page 269, on the proper way to 
drill a steel sample in order to obtain borings that represent the average of 
the piece in phosphorus, sulphur, silicon and carbon. 
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tungsten steel, dissolve the steel as for tungsten as given on pages 
114 to 116. Instead of adding the molybdate solution as directed 
on page 116, this chloride solution should ye entirely reduced with 
SO 2 ; then add 5 c.c. of 90 per cent acetic acid and 10 c.c. of a 
saturated solution of cerium chlopde. Next add 1 : 3 ammonia 
slowly until a permanent turbidity is obtained. Boil; let settle; 
filter; wash a few times with hot water; dissolve in 1 : 1 hot 
nitric acid and precipitate the phosphorus with molybdate solu- 
tion. If the vanadium is in excess of 1 per cent, the cerium 
phosphate must be redissolved, and reprecipitated to remove all 
of the vanadium. The cerium phosphate is then dissolved off 
the filter with the nitric acid and finished as above. See pages 
318 to 323 for the author’s method for phosphorus in the 
presence of vanadiam. 

Acid Molybdate Solution No Longer Used 

The author abandoned the use of the acid molybdate several 
years ago and uses the slightly ammoniacal water solution of 
ammonium molybdate instead. See page 323. 



CHAPTER XII ♦ 


Part IIL 

THE DETERMINATION OF PHOSPHORUS IN VANADIUM STEELS, 
FERRO-VANADIUM, NON-VANADIUM STEELS, AND PIG IRON, 
USING A FAINTLY AMMONIACAL WATER SOLUTION OF 
AMMONIUM MOLYBDATE. 

I. — Method for Steel Containing Vanadium Up to 2.6 
Per Cent 

Ibbotson and Brearley, in 1902, t recommended that phos- 
phorus be precipitated from the reduced solution of vanadium, 
using ferrous sulphate as a reducing agent, claiming thereby 
to aid in the precipitation of phosphorus when vanadium k 
present. 

Cain and Tucker, in 1913, J recommended that the vanadium 
present be reduced with ferrous sulphate and sulphurous acid for 
the same purpose. 

The method here^ described gives a successful and convenient 
method for complete precipitation of phosphorus in the presence 
of highly oxidized vanadium: 

Place 1.63 grams sample in 150 c.c. beaker. Dissolve in 45 c.c. 
HNO 3 (1.13 sp. gr.) over a low flame. When solution is clear 
and brown fumes have been driven off, add 3 c.c. KMn 04 solu- 
tion; boil three minutes; then add 3 c.c. FeS 04 solution to 
dissolve precipitate due to the excess permanganate; boil until 
brown fumes are gone. Avoid large excess of ferrous sulphate. 

Add 40 to 50 c.c. cone. HNO 3 (1.42 sp. gr.); bring to a boil; 
rinse cover and sides of beaker with least amount of distilled 
water; then add 50 c.c. of the water solution of ammonium 

* Reprinted from the Journal of Industrial and Engineering Chemistry, 
Vol. XI, No. 2, page 133. February, 1919, 

t “Analysis of Steel Works Materials.” 

j Jour. Ind. and Eng. Chem., V (1913), 647. 
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molybdate. Stir .vigorously for a minute or two and let stand 
overnight. 

Decant through a 7 cm. paper, placing a little paper pulp in 
apex of filter, keeping the main precipitate in the beaker. Wash 
iron out of filter by washing fifteen times with the nitric wash, 
then proceed to pour the main pifecipitate on the filter. 

Transfer all of precipitate as far as possible, with the aid 
of the nitric wash. Add about 2 c.c. of wash to the beaker and 
remove adhering particles with a rubber-tipped glass rod. Use a 
separate beaker for catching the washings. Wash fifteen times with 
the dilute nitric wash; then twenty-five times with KNO 3 wash, 
or until the outside of the filter has no sour taste, especially 
along the double thickness. 

Place the filter containing the washed precipitate in a 150 c.c. 
beaker; add enough standard NaOH solution to cause the yellow 
color of the precipitate to disappear on macerating the paper to 
a pulp with a rubber-tipped stirring rod. Dilute to about 30 c.c. 
with distilled water; add a drop of phenol phthalein solution, 
which should cause a deep red coloration, otherwise more standard 
NaOH solution is needed; then titrate back carefully with 
standard HNO3 solution until the pink just disappears. Sub- 
tract total c.c. of acid used from total c.c. of alkali used. The 
difference in c.c. X 0.01 = percentage P, 

TABLE I— SHOWING EFFECT OF INCREASING AMOUNTS OF 

NITRIC ACID (1.42 Sp. Gw.) ON PHOSPHORUS RECOVERY » 


Vanadium 

Added 

Per Cent. 

15 c.c UNOj 
A dded 

P Found. 

30 c.c. UNO, 
Added 

P Found. 

40 c.c. HNO* 
Added 

P Found. 

50 c.c. HNOi 
AddSd 

P Found. 

None 

0.121 

f 0.121 
10.122 

f 0.121 
10.120 

0.121 

0.20 

0.119 

0.121 

0.121 


0.40 

0.114 

0.118 

0.121 


0.60 

0.111 

0.117 

0.120 


0.80 

0.110 

0.116 

0.121 


1.00 

0.110 

0.115 

0.120 

0.119 

1.40 

0.110 

0.112 

0.121 

0.122 

1.80 

0.105 

0.112 

0.119 

0.121 

2.20 

0.099 

0.111 

0.119 

0.120 

2.60 

0.093 

0.108 

0.117 

0.117 


1 This work was done with 1.03 grains samples of U. S. Bureau of Standards, 0.120 F 
standard, lOh. 
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Remarks . — ^The tests with the higher vanadium content were 
more tardy in precipitating than the lower ones, though all 
settled well after forty minutes’ standing. Those to which 
15 c.c. cone. HNO 3 i^ere added gave deep orange precipitates, 
darkening in color about in proportion to the vanadium content, 
clinging tightly to the stirriAg rods and beakers. The three 
highest vanadiums are lower in yield of phosphorus than the 
preceding ones because of the impossibility of detaching the 
adhering precipitate from the stirring rods. 

Those with 30 c.c. cone. HNO 3 were an improvement in 
speed of precipitation, color of precipitate, and cleaning from 
beakers and rods. Those with 40 c.c. and 50 c.c. showed the 
best colored precipitates, i.e., nearest the normal yellow phospho- 
molybdate color and gave water-white washings, from which no 
recoveries of phosphorus were made. The 50 c.c. ones were a 
little prompter than the 40 c.c., though both sets were a 
vast improvement over the 15 c.c. and 30 c.c., and both 
cleaned very easily from beakers and rods and gave good 
results. 

The precipitate from the 15 c.c. cone. HNO 3 in particular 
seemed to be too finely divided and passed through the pores 
of the filter, necessitating reprecipitation of the washings in all 
those of higher vanadium content. 

The vanadium was added as nitrate from an acid solution 
made as follows: Fuse 4.5 grams V2O5 (56.14 per cent V) with 
10 grams Na 2 C 03 in a platinum crucible for ten to fifteen minutes. 
Let cool; place in a 400 c.c. beaker; add 10 c.c. water; then HNO3 
(1.20 sp. gr.) until effervescence ceases and 25 c.c. in excess. 
Rinse off crucible thoroughly with distilled water; cool solution 
to room temperature; transfer to 500 c.c. flask; dilute to 
the mark with water; stopper, and shake to mix thoroughly. 
1 c.c. =0.00505 gram, V. 1 per cent V in 1.63 grams sample = 
3.25 c.c. solution. . 

The vanadium was added after the tests were weighed and 
before the 45 c.c. HNO3 (1.13 sp. gr.) were added. The vana- 
dium was, in each instance, reduced from yellow to green, due 
to the action of the reducing gases liberated by the reaction 
between the acid and the steel. The 40 to 50 c.c. cone, nitric 
added just before removing from the fire caused the yellow 
vanadic color to return. 
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Solutions Required. — Nitric Acid for Titrating. — Dilute 35.4 
c.c. HNO 3 (1.42 sp. gr.) to 4000 c.c. with distilled water. 

Stock Solviion of Sodium Hydroxide. — Dissolve 150 grams 
NaOH (c.p. sticks) and 1 gram Ba(OH )2 in 1000 c.c. water. 
Stir well and allow to stand twenty-four hours. Filter off the 
clear solution (or decant if preferable) and dilute with an equal 
volume of distilled water. Put into a 2-liter bottle and close 
with a rubber stopper. 

Sodium Hydroxide Solution for Titrating. — Dilute 566 c.c. 
stock s )lution to 8000 c.c. with distilled water. 

Ferrous Sulphate Solution. — Dissolve 55 grams steel (low in 
phosphorus and sulphur) in 1000 c.c. beaker in 720 c.c. H 2 SO 4 
(1 : 3). Add a little water occasionally to prevent salting out, 
and heat gently, but do not boil. Filter, cool, and dilute to 1000 
c.c. 

Potassium Permanganate Solution. — Dissolve 50 grams KMn 04 
in 1000 c.c. water. ' , 

Nitrate Wash. — Dissolve 8 gram > KNO3 in 8000 c.c. water. 

Add Wash. — Dilute 102.4 c.c. HNO 3 (1.42 sp. gr.) to 8000 c.c. 
with water. 

Faintly Ammoniacal Water Solution of Ammonium Molybdate. 
— Into each of four 800 c.c. casseroles weigh 55 grams ammo- 
nium molybdate and 50 grams ammonium nitrate, and add 
40 c.c. ammonium hydroxide (0.95 sp. gr.). Dilute each to 700 
c.c. with water. Heat for about thirty minutes, stirring once 
in a while until all salts are in solution. Combine contents of 
the four beakers by pouring into a large bottle; then dilute to 
4000 c.c. with water. Let stand overnight. Filter the insoluble 
material through double 15 cm. papers. Do not wash. The 
clear solution thus obtained should remain clear indefinitely. 
Do not filter out the insoluble material until the total mixture 
from the four beakers has stood overnight. The insoluble should 
not weigh over 1 or 2 grams. 

II. — ^Method for Phosphorus in U. S. Standard Steels and 
Pig Irons to which have been Added 28 Per Cent 
Vanadium and in Ferro-Vanadium Containing 56.7 
Per Cent Vanadium 

Procedure. — ^Weigh out 0.5 gram steel and 0.5 gram V 2 O 6 
(56.14 per cent V). Transfer to 250 c.c. porcelain dish. Digest 
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> with a mixture bf 30 c.c. HCl (1.20 sp. gr.) and 30 c.c. HNOs 
(1.42 sp. gr.) for about one hour; then rinse off cover, add 100 c.c. 
HNOs (1.42 sp. gr.), and take to dryness. Bake five minutes at 
750° C. in an electric muffle furnace. 

Dissolve the oxides in 35 c.c. cone. HCl, evaporate to 10 c.c. ; 
add 50 c.c. HNOs (1.42 sp. gr.), take to 10 c.c. volume, then 
add 10 c.c. more strong nitric and heat awhile with cover glass 
on. Filter through a platinum Gooch crucible with a thin pad 
of acid-washed asbestos, using suction. Wash fifteen times, 
using the following wash: 200 c.c. HNOs (1.42 sp. gr.), 100 c.c. 
water, and 20 grams Fe(N 03 ) 3 . (Ferric nitrate made by dis- 
solving 5 grams low phosphorus, melting bar steel in 50 c.c. HCl 
(1:1) and taking to syrupiness twice with 50 c.c. HNOs (1.42 
sp. gr.) each time.) 

Concentrate the filtrate from the separated VsOs to 10 c.c. 
in 150 c.c. beaker and filter out the second crop of vanadium 
*‘rust’* as before. A' third concentration to 10 c.c. should show 
no “rust” (V 2 O 6 ). 

To the third concentration add 40 c.c. HNO 3 (1.42 sp. gr.), 
and bring to a boil; rinse cover and sides with water and pre- 
cipitate with 50 c.c. of the faintly ammoniacal ammonium molyb- 
date solution. Stir vigorously for about two minutes. Let stand 
one hour; filter and wash as described for steels containing up 
to 2.6 per cent V. Titrate with alkali and acid in the usual 
manner. 

I 

TABLE II— RESULTS OBTAINED USING THIS METHOD ON 
U. S. STANDARDS 


No. 

Standard. 

ViOs 

Added 

Mg. 

P Found 

Per Cent. 

Per Cent P 
Given by 

U. S. Qovt. 

1 

Iron D, 6a VjOj 

500 

0.522 

0.526 

2 

Iron D, 66 VjO# 

500 

0.531 

0.531 

3 

106 V, Os 

500 

0.124 

0.120 

4 

106 VsOs 

600 

0.115 

0.120 

6 

No. 20 Standard VsOs. . 

500 

0.033 

0.031 

6 

No. 20 Standard VsOs. . 

600 

0.033 

0.031 


In the above procedure an average of 0.007 per cent P was 
found in the V 2 O 6 added. 
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TABLE III— PHOSPHORUS IN FERRO-VANADIUM, 56.7 PER CENT 
VANADIUM 


Author’s Method by 
Removal of about Two- 
thirds of ViOb and 
Pptn. with Faintly 
Ammoniacal Ammo- 
nium Moiybdflte 
Solution. 

ViOa Reduced with 
FeSO* and H 1 SO 3 
Pptn. with Acid 
Molybdate Solution 
No V Removed. 

Acid Mol^date 
Pptn. No Extra 
HNOi Added. No 
• V Removed. 

Faintly Ammoniacal 
Ammonium 
Molybdate Pptn. 
plus 40 c.c. HNOi 
(1.42 sp. gr.). 

No Y Removed. 

Per Cent P. 

0.414 

0.418 

0.397 

0.401 

Per Cent P. 
0.240 

0.232 

0.235 

0.228 

0.234 

0.260 

0.220 

Per Cent P. 

0.053 

0.108 

Per Cent P. 

0.185 

0.183 















III. — Method for Determining Phosphorus in Non-Vanadium 
Steels and Pig Iron, Using a Faintly Ammoniacal Water 
Solution op Ammonium Molydbate. 

Procedure . — Weigh 1.63 grams sample into 150 c.c. beaker. 
Dissolve in 45 c.c. HNOa (1.13 sp. gr.) over low flame. (In case 
ot pig iron and certain chrome steels, when all metal is in solu- 
tion filter off carbon residue through 7 cm. paper; wash fifteen 
tunes with dilute HNO 3 , wash, catching filtrate in 150 c.c. beaker. 
Concentrate filtrate to original volume.) * 

Add about 3 c.c. of the KMn 04 solution, boiling for three 
minutes, then just enough FeS 04 solution (about 3 c.c.) to dis- 
solve the oxides of manganese. Boil off brown fumes. Add 
15 c.c. HNO 3 (1.42 sp. gr.). Rinse cover and sides of beaker 
with least amount of water, add 50 c.c. ammonium molybdate 
solution, and stir briskly until phosphorus precipitate is com- 
pletely formed (about two minutes’ stirring). Let stand one-half 
hour OF less. Filter through 7 cm. paper; wash fifteen times with 
dilute HNO 3 wash; then with nitrate wash until the outside fold 
of the filter has no sour taste. In case of high phosphorus samples 
this may mean as much as thirty-five or forty times. 

(The washings in such a case were kept separate from the 
main filtrate, concentrated to 10 c.c., acidified with 15 c.c. cone. 
HNO 3 and 50 c.c. of ammonium molybdate solution added. 
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It was then iJlowed to stand overnight. There were no recov- 
eries, showing the insolubility of the precipitate in the wash.) 

TABLE IV— COMPARING RESULTS OBTAINED WHEN USING 
FAINTLY AMMONIACAL WATER SOLUTION WITH THOSE 
OBTAINED BY USE OF A NITRIC ACID SOLUTION OF 
AMMONIUM MOLYBDATE » 


Sample No. 

Slightly Ammoniacal 
Water Solution of 
Molybdate 

Per Cent P Found. 

Nitric Acid Solution of 
Ammonium Molybdate 
Per Cent P Found. 

9 

0.054 

0.056 

34 

0.023 

0.023 

7132 

0.019 

0.018 

3622 

0.056 

0.054 

1 

0.013 

0.014 

2 

0.058 

0.058 

4 

0.042 

0.044 

6 

0 052 

0.052 

70.055 

0 055 

0.052 

80.042 

0.042 

0.044 

pig 

0.736 

0.730 

r, steel 

0.006 

0.004 

3641 

0.050 

0.049 

34 

0.025 

0.025 

39 

0.058 

0.056 

Pig iron standard, A 

0.097 

0.096 


‘ See Iron Age, April 6, 1917. 


TABLE V— SHOWING RESULTS OF TESTS ON U. S. GOVT. 
STANDARDS 


Sample. 

P Found Per Cent. 

U. S. Bureau. 

P Value Per Cent. 

Pig iron, D, third set 

0.610 

0.602 

Pig iron, B 6a 

0.104 

0.105 

Pig iron, D 6a 

0.540 

0.545 

iSteel, 106 

0.119 

0.120 


This method is the same as the one published by the author 
in Iron Age, April 5, 1917, except that it was afterwards found 
that more rapid precipitation of the yellow precipitate was 
secured by the addition of 15 c.c. of concentrated nitric acid. 





ADVANTAGES OF THE AMMONIACAL MOLYBDATE 326 


(or 30 c.c. 1 : 1 acid is safer to handlo) to the boiling solution of 
the sample just before removing from the fire to add the molyb- 
date solution; and 1.13 sp. gr. HNO 3 is/ised instead of 1.20 
as the steels in general dissolve more rapidly in the 1.13 acid. 

Advantages of the Foregoing Methods for Ordinary Routine 
Work on Plain and Other Steels. — (1) The simplicity of the 
preparation of the faintly ammoniacal water solution of ammo- 
nium molybdate as compared with the elaborate method of pre- 
paring the old acid molybdate solution in nitric acid. 

(2) The handling of the acid molybdate is disagreeable, hard 
on the clothing and fingers of the operator and on table tops. 
The slightly ammoniacal water solution is harmless in these 
particulars. 

(3) As stated, the slightly ammoniacal water solution keeps 
as clear as distilled water after it has been properly filtered; 
and its precipitating power is constant, whereas the old acid 
solution soon becomes turbid and therefore its precipitating 
power is continuously lessened. 

(4) The interference of vanadium up to at least 2.6 per cent 
V in the determination of phosphorus is prevented in a simple 
way and the true phosphorus is obtained from ferro-vanadium 
containing the very high vanadium content of 56.7 per cent. 

Acknowledgment . — Credit is due Mr. F. D. Hawkins for his 
careful analytical work when making the trial analyses required 
by the author to prove the foregoing. • 



CHAPTER XII 
Part IV 

THE ANALYSIS OF FERRO-PHOSPHORUS 
Silicon 

Fuse 0.5 or 0.6 gram of the floured sample in a finely ground 
mixture of 10 grams of sodium carbonate and 2 grams of potas- 
sium nitrate in a platinum crucible. After a complete fusion 
is gotten as shown by the melt being practically free of boiling 
at a bright red heat, cool the melt by running it around the 
sides of the crucible; dissolve it out of the crucible with water 
in a platinum dish; transfer the water solution and all to a 600 
c.c. casserole, cleaning the crucible by heating in it some cone. 
HCl; add the cleanings to the casserole whose contents have 
been meanwhile acidulated with 75 c.c. of cone. HCl. Heat the 
casserole with a watch glass on it until all effervescence has ceased ; 
remove the cover ^and evaporate to dryness; cool; add 20 c.c. 
of cone. HCl; heat for some minutes to dissolve the iron; add 
150 c.c. of water and heat again to dissolve the sodium salts; 
filter out the silicic acid and wash it free of iron test with 1 : 20 
HCl. Bum off the paper containing the silicious matter in a 
weighed platinum cmcible and finish it as in steels, using HF 
and a few drops of H 2 SO 4 . (See page 349.) The residue remain- 
ing after volatilizing the silicon may contain a little iron and 
phosphoms. Fuse this residue with twenty times its weight of 
anhydrous sodium carbonate; dissolve the fusion with HCl and 
add the solution to the main filtrate from the silicious matter. 

Phosphorus 

The main filtrate from the silicon now contains all of the 
phosphorus and iron. Dilute this filtrate to 400 c.c. with water; 
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add 2 grams of citric acid, to keep the iron from reprecipitating, 
and then a slight excess of ammonia. Heat the solution to 
nearly boiling and pass through it a stream of hydrogen sulphide 
that has been washed by bubbling through a wash bottle con- 
taining about an inch of distilled water. The original form of the 
2 quart Kipp is the most practicaP form of H 2 S generator. The 
iron sulphide that is supplied fused and in sticks is the best for 
this work. The 1 : 1 HCl should be used to attack the iron 
sulphide. When the black sulphide in the main filtrate has 
settled out well and falls to the bottom of the beaker, stop the 
stream of the H 2 S and filter out the sulphides of iron and some 
platinum (the crucible is attacked some by the niter in the flux). 
Wash the sulphides abou'. fifteen times with water saturated 
with H 2 S.^ Place the filter containing the sulphides in a porce- 
lain dish and pour over it 30 c.c. of 1 : 1 HCl and warm it with 
the cover on at not over a water-bath temperature for an hour 
to dissolve the iron sulphides. If platinuhi is present there 
will remain some insoluble platinum sulphide which can be 
filtered out togeth^ with the paper pulp from the first filter 
which was placed on the acid. The second filter is washed at least 
twenty times with 1 : 40 HCl and then further until the washings 
no longer give an iron test with either potassium ferricyanide 
or with ammonium sulphocyanate. This filtrate and washings 
from the pulp and platinum sulphide contain all of the iron 
and perhaps still a portion of the phosphorus. Two grams of 
citric acid are again added and the iron is again separated in hot 
solution with H 2 S as before. Filter out the sulphide of iron and 
wash it as in the first instance. Retain the iron sulphide to get 
the total iron. The two sets of filtrates and washings from the 
H 2 S precipitations are combined and made acid with about 50 c.c. 
of 1 : 1 HCl and are heated with a cover on until all effervescence 
due to the escape of H 2 S is over. Remove the cover and evapo- 
rate to 100 C.C.; add water if necessary to dissolve any crystals 
that may have formed; filter out any insoluble matter; add 
160 c.c. of cone, nitric acid and heat in the covered beaker until 
all action between the nitric acid, the chlorides, and the citric 
acid is over; then transfer to a large casserole and evaporate 
low. When brown fumes begin to develop again, cover the 
vessel and add 50 c.c. more of the cone. HNO3. Heat until all 
action is over; remove the cover and evaporate to dryness; 
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cool; add 7S^c.o. of cone. HCl; cover; heat until ^tion ceases; 
evaporate again to dryness; cover again; add once more 75 
c.c. of HCl and evaporate dry; cool; heat with 25 c.c. of cone. 
HCl with the cover ‘on for ten minutes; add 150 c.c. of water 
td> dissolve the salts; filter; wash the filter with water until the 
washings are free of chloridd^; make the filtrate and washings 
just neutral with ammonia; cool; add 40 c.c. of magnesia 
mixture; stir well; add to the solution one-third of its volume 
of cone, ammonia; and stir the solution for one or two minutes 
and let it stand for twelve hours. Then filter out the ammonium 
magnesium phosphate and wash it with 5 c.c. of cone, ammonia 
diluted with 500 c.c. of water, until the washings no longer give 
a cloudiness after being acidulated with a few drops of dilute 
nitric acid and tested with a little silver nitrate solution. The 
washings should be kept separate from the main filtrate. Both 
the filtrate and washings should be tested by adding 10 c.c. more 
of the magnesia mixture and to the washings should be also 
added one-third of its volume of ammonia. If any precipitate 
forms in either the filtrate or the washings it is filtered, washed 
and added to the main precipitate. Dry the filters containing 
the phosphate precipitates, and then smoke off the volatile por- 
tion of the filter papers below redness to avoid losing particles of 
the phosphate; do not heat the platinum crucible hot enough to 
ignite the gases coming from the papers. When the smoking 
ceases, raise the heat to low redness, and finally hot enough to 
obtain a pure whfte residue of magnesium pyrophosphate. Do 
not use a blast lamp temperature as the platinum will be badly 
attacked by the phosphate. Weigh the Mg 2 P 207 ; dissolve it 
in HCl; filter out any insoluble silica; wash it; weigh it and 
deduct it from the first weight; calculate the net weight to 
metallic phosphorus by use of the factor 0.2787. 

Magnesia Mixture consists of 25 grams of magnesium chloride, 
50 grams of ammonium chloride, 100 c.c. cone, ammonia and 
200 c.c. of water. This mixture is stirred until the salts are 
dissolved, and after standing for at least twenty-four hours it 
is filtered for use. 

Sulphur in ferro-phosphorus is obtained by fusing the finely 
groimd sample as given for phosphorus, continuing the analysis 
exactly as for this element until the silicon has been filtered off. 
The ^trate and washings from the silicious matter are then* 
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diluted to 400 c.c. and the sulphur is precipitated with BaCb, 
using 25 c.c. of a saturated solution of the barium salt. The 
barium sulphate is filtered off after twelve hours and the deter- 
mination is then finished as in steels. 

Iron is obtained from the sulphide gotten from the second 
precipitation with H 2 S in the analysis for phosphorus. The 
sulphide is roasted in a porcelain crucible until free of the paper; 
the ash is dissolved in HCl; reduced with stannous chloride 
and titrated with potassium dichromate as in iron ore. The 
iron can also be obtained in the sulphur determination by fusing 
1 gram of the sample as above for sulphur; the filtrate from 
the silicious matter can be divided into two equal parts and one 
part can be finished for sulphur and the other half is precipi- 
tated witfi ammonia to remove the platinum from the iron. 
The latter is then dissolved off the filter with HCl and finished as 
given for iron ore. Sulphur can also be gottjsn by carbonate and 
peroxide fusion in an iron crucible as on pages 47 and 57. 

Manganese is gotten in the same manner as for manganese 
in insoluble ferro-tfbanium. (See page 48.) 


TYPICAL ANALYSES 



No. 1 . 

No. 2. 

Iron 

79.44 

78.16 

Manganese 

0.06 

0.06 

Phosphorus 

18.61 

20.46 

Sulphur . 

0.67 

0.66 

Silioon 

0.76 

0.64 

Carbon 

0.26 

0.16 
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Part V 

SULPHUR m STEEL, IfUCK BAR, PIG IRON AND WASHED METAL 

Volumetric 

Dissolve 3 grams of sample in 70 c.c. of 1 : 1 ''' hydrochloric 
acid. More than this amount of acid is sometimes required 
for rapid solution. The dissolving flask is the author’s design 
and is made in a mold with a fire finish^ ring 
neck. The flask, being made in a mold in- 
stead of by hand, has a perfectly round neck 
and always takes a No. 6 rubber stopper. 
Its capacity is 275 c.c. to base of neck, and 
its height is 165 mm. It is a great conven- 
ience to have these details always the same. 
(Fig. 23A.) Previous to designing this flask 
much trouble was experienced in different lots 
of flasks. In the same lot some would re- 
1 quire a No. 4, others a No. 5, and some a 
No. 6 stopper to get a good fit. Then 
ground finish flasks will crack at the neck 
when placed in the heater to dry out the 
Fig. 23A. water. Drillings are never weighed into wet 
flasks. The No. 6 stopper is perforated with 
three holes, one to receive a bulb funnel of 75 c.c. capacity. 
This funnel is also designed to facilitate the work. It has an 
opening at the top of the bulb of 15 mm. diameter. The glass 
cock has an extra large hole bored in it (3} mm. diameter) to 
peimit of rapid flow of the acid from the bulb into the flask. 
The total distance from the base of the bulb to- the outlet in 
the stem is 145 mm. The second hole in the stopper admits 

* Two parts of 1.20 HCl (cone.) to 1 part of water are more reliable as 
some kinds of pig iron show no sulphur at all by the evolution method with . 
weaker add. 
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a small tube that dips just below the level of the fluid in flask. 
After the iron is completely dissolved, hydrogen is forced through 
this inlet for from three to five minutes to drive out any hydrogen 
sulphide that may remain in the interior of the flask. The 
third hole admits the delivery ti^be which carries the evolved 
gases to the bottom of the absorbing solution of ammoniacal 
cadmium chloride. This solution is contained in a thick-wall, 
thick-bottom, test tube about 10 inches by 1 inch. Fifty c.c. 
of the solution are used for each analysis. 

The Evolution Apparatus for the Determination 
OP Sulphur in Plain Carbon Steels. 

The bulb funnel referred to on page 330 is shown at H in 


Fig. 24. At D the thick wall, 10X1 inch, containing the am- 



Fig. 24. 


moniacal cadmium chloride solution is given. The tube F with its 
four branches distributes the hydrogen to each dissolving flask 
E, On each branch a screw pinch cock, not shown in the cut, 
is located at the point 0 to shut off the hydrogen from any one 
flask E. The delivery tubes are as shown at C, 

The flask is clamped in a rack supporting four flasks to the 
stand.* Each stand is supplied with four burners. The top of 
the stand on which the bottoms of the flasks rest is an asbestos 
♦See Fig. 24. 
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copper-rimmed board with a circular hole of 42 mm. diameter cut 
in it immediately over each burner. The bottom of the flask 
rests in this hole. Ranged alongside of this rack is a wooden 
one holding the four absorption tubes. As many such sets of 
four are in operation at one time as the chemist can manage.* 



When the solutions no longer evolve gas to any extent without 
the aid of heat, the flames are raised slightly so as to maintain 

* Drawing No. 26 shows the connections for a sine^e flask for the evolution 
of sulphur in steel, etc. This arrangement differs from that shown on page 
331 in that the delivery tube is disconnected at K when the evolution is 
oomplet^. The tube J is left permanently in the stopper. This is a much 
safer arrangement than the old one where J and K and C were all one piece 
of tubing. By the old way frequent breakages resulted at J and quittf 
a few cut fingers. 
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a very slight boiling action. When heat no longer produces 
gas bubbles in the absorption tubes, the hydrogen is turned in 
and a rather rapid passage of this gas is continued for from three 
to five minutes. The cocks on all of the*bulb funnels are then 
opened. The hydrogen is shut off at each flask. 

The cadmium solution contaiiSng the precipitate of sulphide 
is poured on a rapid running 11 cm. filter. The absorption tube 
is rinsed with water and the washings are poured on the filter. 
The latter is washed three or four times with water. The 
delivery tube, if much precipitate adheres to it, is cleansed by 
rubbing it with a little filter paper. This small piece of paper 
is then dropped in on the main portion of the cadmium sul* 
phide to which it belongs. The delivery tube, without further 
washing, is put back into its respective absorption tube. 

Both tubes together with the filter paper containing the 
major part of the sulphide are taken to the titration table 
together with the other tests Which have been similarly per- 
pared. The filter paper with the adhering sulphide is placed 
in a 1000 c.c. beaker containing 500 c.c. of water. For con- 
venience the beaker should have an etched mark on it to indicate 
the half liter. 

The paper is beaten into fragments with a glass rod and 
the pulp is stirred all through the water. Two c.c. of starch 
solution are added. The absorption tube corresponding to this 
filter is filled one-quarter full of distilled water and then to within 
an inch of the top with 1 : 1 hydrochloric acid. Further, the 
delivery tube, which has been momentarily removed from the 
absorption tube previous to adding the water, is returned to 
the acid fluid, and is raised and lowered in it to dissolve any 
small quantity of cadmium sulphide adhering to its interior or 
exterior walls. It is then laid aside and the fluid in the absorp- 
tion tube is poured into the water containing the bulk of the 
yellow sulphide. This acid is not dumped in promiscuously 
but is allowed to run down the inner wall of the beaker rather 
slowly so as not to di:turb the contents thereof. Before stirring 
the acid through the latter, iodine is dropped in from a Gay- 
Lussac burette held in the operator's left hand. The drops 
are added in such a way that a circle of drops extends around 
the inner circumference of the beaker. With his other hand 
the operator now gives the solution in the beaker a alight stir 
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with a glass rhd. If this causes the blue to disappear, leaving 
a reddish tint, another circle of drops of iodine is added, and so 
on until two or three drops of the standard iodine solution pro- 
duce a purplish blue ^d-point which does not fade to a red with 
more stirring. 

The number of c.c. of iodine used less the number of c.c. 
required to produce a faint blue in a blank test, multiplied by 
the percentage value in sulphur of the iodine standard, equals 
the per cent of sulphur. The blank test is made on the same 
amounts of starch, filter paper and water as are used in an actual 
analysis. 

This sulphur value is obtained by running steels of known 
sulphur content in the manner described. 

The U. S. Bureau of Standards, Washington, D. C., also 
furnishes phosphorus, sulphur, silicon, and manganese standards 
for pig iron and steel that have been analyzed by chemists 
experienced in iron and steel analysis. These constitute a 
valuable aid to the analyst, enabling him at any time to check 
his own standards. The cost of these standards is low. Steps 
are bein;' taken with a view to preparing also a series of various 
alloy steel standards standardized as to vanadium, titanium, 
chromium, tungsten, and molybdenum content.* 

Each day a standard steel should be run with the other work, 
as new acids and chemicals are liable to cause the sulphur value 
of the iodine to change from that originally obtained when it 
was first standardized. 

This method is accurate for all unhardened plain carbon 
steels, and for annealed pig iron and for muck bar. In chilled 
pig iron, unless first annealed, the results are usually about 
25 per cent lower than the actual sulphur, and yet, in spite of 
this fact, by reason of its rapidity, practically the method as 
given is very generally in use by buyer and seller of pig iron. 
The practice of annealing the drillings in covered crucibles> at a 
red heat, for fifteen minutes may probably come into vogue. 

However, if the buyer and seller understand the limitations 
of the method it would seem unnecessary to resort to this detaU. 
The steel furnace superintendent could calculate his sulphur 

* As is generally known, the U. S. Bureau of Standards now has plain 
vanadium, chrome-vanadium, chrome-nickel, chrome-tungsten and plain 
nickel standards for distribution at a reasonable rate. 
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content one-fourth higher than the laboratory report. Or the 
buyer and the seller could agree that if their respective labora- 
tories find 0.060 per cent sulphur, for e^^ample, in pig iron, it 
shall be reported as 0.075 per cent, thus saving valuable time in 
the laboratory and yet have recoils that are sufficiently close to 
the truth for all practical purposes. 

The evolution method is unreliable for steels high in copper 
and for many alloy steels that form carbides that are insoluble 
in 1 : 1 hydrochloric acid. The results are too low. (See pages 
122-128.) 

The Starch Solution. — Grind 1 gram of good wheat starch, 
free from rancid smell, to a powder. Stir it with 10 c.c. of water 
in a small beaker and pour it carefully into 90 c.c. of boiling 
water. Cdol and use as needed. It is best to prepare this 
solution daily. 

Iodine Standard.* — One gram of best i:esublimed iodine is 
dissolved in a very little water together with 10 grams of c.p. 
potassium iodide. This is diluted to 1000 c.c. with distilled water. 
It is standardized against a steel of known sulphur content. 

Cadmium Chloride Solution. — ^Twenty grams of anhydrous 
cadmium chloride are dissolved in 1400 c.c. of ammonia water 
of 0.9 specific gravity. This solution is diluted to 4 liters with 
distilled water for use. 

Lead Acetate Solution. — For purification of the hydrogen 
before it enters the sulphur flasks, it is allowed to bubble through 
a 500 c.c. Bunsen wash bottle containing a solution of lead 
acetate made as follows: (1) Dissolve 100 grams of lead acetate 
in 400 c.c. of water. (2) Dissolve 400 grams of potassium 
hydroxide in 500 c.c. of water. Pour one solution nto the other and 
mix thoroughly. Use 120 c.c. of this solution in each wash bottle. 

The hydrogen is generated in an ordinary Kipp apparatus, f 


Gbavimbtric Sulphur in Pig Iron, Steel, Washer 
Metal and Muck Bab 

Dissolve 5 grams of drillings of 0.04 per cent and higher 
sulphur content in 200 c.c. concentrated nitric acid, using an 

* One C.C. of this standard equals from about 0.0042 to 0.0045 per cent 
•of sulphur when 3 grams of sample are taken for analysis, 
t See pages 331 and 525. 
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800 c.c. beaker. For percentages of sulphur under 0.04 per cent 
use 10 grams of drillings, dissolving the latter in 300 c.c. of con- 
centrated nitric acid. Add the nitric acid a few c.c. at a time, 


r 


t 


i 


i 




as the reaction is violent. When all acid is in the beaker, warm 
the contents of same until action is over. Then add 2 grams 
of sodium carbonate. Transfer the solution to a No. 6 dish 
and evaporate on the ^nd or graphite bath to dryness. Dieh 
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solve in 100 c.c. of 1.20 hydrochloric acid, keeping the dish 
covered until spraying ceases. Remove the cover and evapo- 
rate to dryness again. Dissolve once more with 50 c.c. con- 
centrated HCl and evaporate to a scum. • Add 10 c.c. of con- 
centrated hydrochloric acid, or more if necessary, and heat 
with cover on until all iron is in sofution. Add 100 c.c. of water. 
Filter; wash with dilute HCl (1 : 20). Dilute the filtrate and 
washings to 400 c.c. Heat to boiling. Add 60 c.c. of a saturated 
solution of barium chloride, diluted with 200 c.c. of water. Filter 
the barium chloride before using it. Stir the solution thoroughly 
after adding the barium chloride. After twelve hours filter the 
precipitated barium sulphate on a double 9 cm. ashless filter. 
Barium sulphate is quite soluble, even in very dilute hydro- 
chloric aci^. It should be washed free from iron with cold 
water and only an occasional washing with water containing 
one or two drops of 1 : 1 hydrochloric acid in 100 c.c. of distilled 
water. 

Wash about every fifth time with this acidulated water 
until no iron test i^ obtained with KCNS and then free from 
chloride test with water alone. Ignite in a weighed platinum 
crucible. Add one or two drops of 1 : 3 sulphuric acid and 
ignite again. Weigh as BaS 04 . Obtain a blank in the same 
way. Deduct the BaS04 found in the blank and multiply the 
remainder by 13.73 and divide the product by the weight taken 
for analysis to obtain per cent of sulphur. If the barium sul- 
phate does not burn white it can be fused witR 1 gram of sodium 
carbonate. The melt is then dissolved in water; filtered from 
BaCOa; the filter washed with water and the filtrate and wash- 
ings acidulated with a slight excess of 1 : 1 hydrochloric acid. 
Heat to boiling and precipitate with 10 c.c. of a filtered, satu- 
rated solution of barium chloride diluted to 50 c.c. with water. 
Finish as before, washing this time with water only. Read pages 
122-128 for the hot tube method.* 

* Photo No. 26 shows an apparatus set up in a hood to run eight sulphur 
tests at a time. 
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Part VI 

MANGANESE IN PIG IRON, TUNGSTEN STEEL, MUCK BAR, NICKEL 
STEEL, MOLYBDENUM STEEL, VANADIUM STEEL, TITANIUM 
STEEL AND CHROME STEEL 


For pig iron, muck iron, plain carbon, or plain vanadium steel 
or nickel steel, titanium steel with absence of chromium and 

I with silicon not over 3 or 4 per 

cent, and tungsten steel not much 
over 3.5 per cent tungsten, accu- 
rate to 2 per cent of manganese. 
Dissolve 0.100 gram for mangan- 
ese of not over 1 per cent mangan- 
ese or 0.050 gram for higher per- 
centages in 40 c.c. 1.20 nitric 
acid in a 10 by 1 inch test tube 
over a low Bunsen flame. (See 
Fig. 27.) 

Boil until red fumes are 
gone. Revolve the tubes from 
over the flame and add cau- 
tiously 1 gram of light-brown 
colored peroxide of lead free 
from manganese. Do not use 
lead peroxide of the very dark 
brown, in some instances, almost 
black color as this very dense 
variety does not yield its oxy- 
gen readily, and results will not 
check and are frequently 25 per 
cent too low. Insist on getting 
light-brown lead peroxide."* 



* Fig. 27 is after a design by Dr. E. S. Johnson. 
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After adding the lead to all of the tubes, raise the flames 
causing the contents to boil almost to the top of the test tubes, 
four minutes. Lower the flames, place the tubes quickly in 
cool water, and then, after a few seconds^ delay, directly into 
cold water. Permit the excess of lead peroxide to settle ten 
minutes, or longer if convenient, irf a dark cupboard. 

Decant the contents of the tul)es into 5-ounce beakers as 
needed, leaving all black sediment in the bottom of the test 
tube. Titrate the pink solution with standard sodium arsenite 
until all pink or brown shades are gone and a suggestion of 
yellow color appears. The author has tried many methods for 
the quick determination of manganese, and can recommend it in 
preference to other methods for simplicity, speed, and accuracy. 
Chromium is about the only disturbing element likely to be met 
with in steels, and can be quickly removed by the following 
method, which is used also for all high-speed combinations and 
high per cent tungsten steels. 

Dissolve 0.300 gram or 0.150 gram in low and high man- 
ganese steels, respectively, and proceed exactly as given for the 
determination of manganese in chrome-vanadium steels. (See 
Analysis of Vanadium Steels, pages 32-33.) 

For plain molybdenum steels without chromium, proceed 
as in plain steels. Presence of large quantities of copper and 
nickel do not interfere with this method. Of course, hydro- 
chloric acid should be absent, or any other substance that 
would reduce permanganic acid, such as carbonaceous materials. 
Sunlight bleaches the pink color, causing low results.* 

Standard Sodium Arsenite Solution, f — Concentrated Stock 
Sduiim. — 2.48 grams of c.p. arsenious acid and 12.5 grams 
of c.p. fused sodium carbonate dissolved in 1250 c.c. of distilled 
water. Dissolve the arsenious acid and the carbonate, at first, 
in a little hot water. 

Working Strength , — ^200 c.c. of stock solution diluted with 
1600 c.c. of water. One c.c. of this solution will equal, usually, 
0.07 Iper cent of manganese when 0.100 gram of sample is taken. 
It should be checked against steels of known manganese content 
before it is used. 

* For determination of manganese in cobalt steels, see page 380. 
t Deshay suggested the sodium arsenite titration. 
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Rapid Method por Preliminary Bath Tests, Time, Ten 
Minutes for All Operations; Fifteen Minutes Enough 
FOR Test in Duplicate 

Use a cone flask with a lip measuring inches top, 2^ inches 
bottom, 4} inches high. Weigh a 100 mg. sample, add 40 c.c. 
HNO 3 (1.20) ; place on hot plate and boil until brown fumes have 
been driven off. Remove from heat, add one small spoonful of 



Photo No. 28 . 

Pb 02 (approximately 1 gram); replace on hot plate and boil 
exactly two minutes. Electric hot plate is the most convenient. 
(See Photo No. 28.) 

Place the flask immediately into a pan of cold water and 
bring to room temperature as quickly as possible. Using suction, 
decant the contents of the flask through a porcelain Gooch cru- 
cible containing a thin asbestos pad, or through a carbon filter 
tube with a pad of washed E. & A. asbestos (resting on a per- 
forated porcelain plate) into a 250 c.c. suction flask. Wash filter 
three times with distilled water, then titrate solution ^n the same, 
flask to disappearance of pink with standardized sodium arsenite 
solution. Multiply num^r of c.c. used by 0.07 and report 
the product as per cent manganese. 

It is not necessary to rinse the original flask after pouring 
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contents on filter. Leave the sediment of excess Pb02 in the * 
oxidation flask. 


EXAMPLE 

No. 118 Standard. 

7.2 c.c. 2d reading of burette 
0 . 0 c.c. 1 st reading of burette 

7.2C.C. 

X.07 


.504 

0.50 Mn. 


No. 34 Standard. 

12.2 c.c. 2 d reading 
7.2c.c. Ist reading 


6.0 C.C. 
X.07 


.35 C.C. 

0.35 Mn. 

Preparation of Asbestos. — Fill a 400 c.c. beaker one-third full 
of E. & A.’s or some other good grade of wash'id asbestos. Add 
200 c.c. distilled water and 100 c.c. H 2 SO 4 (1:3); bring to a 
boil; then add KMn 04 solution (25 grams per 1000 c.c.); a 
few drops at a time, until a slight pink persists after five minutes’ 
boiling; filter on a funnel containing a perforated porcelain disk; 
using suction. Wash with distilled water until washings are 
water white. Upset the asbestos plug in funnel several times, 
so as to give more thorough washing. Place in clean bottle, 
cover with distilled water and stopper for future use. 

Preparing Plug for Filtering. — Transfer some of the soft 
moist fibers to the filtering crucible, then apply gentle suction 
while tamping down lightly with a flattened end glass rod. Fill 
the crucible with distilled water, apply stronger suction and 
note if the filtrate is clear. If cloudy, repeat filtration of water 
ipitil clear. The filtering crucible is now ready for use. Have 
a filter ready before tests come in. 
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Manganese-Persulphate Method 

Determination oi Manganese in the Presence of Chromium. 

— Dissolve 100 mgs. of sample in a 150 c.c. cone flask 4i inches 
high by 2\ diameter at bottom, by IJ inches at top, with 20 c.c. 
H2SO4 (1*3); heat on hot plate or stove until dissolved. When 
dissolved, add 5 c.c. HNO 3 (1.20); boil to expel brown fumes. 
Remove from heat;, add 20 c.c. water; then 10 c.c. AgNOa 
(6 grams per liter) ; then 15 c.c. ammonia persulphate (240 grams 
per liter); heat moderately (to incipient boiling) until no more 
fine bubbles are given off. Shake flask frequently. 

Place in a pan of cold water and cool to room temperature. 
In plain carbon steel titrate to a straw yellow with sodium 
arsenite; if chrome is present titrate to a golden yellow color. 
The number of c.c. consumed multiplied by 0.076 = per cent Mn 
on 100 mg. sample. Standardize with U. S. Government standard 
steels of similar composition. 

The sodium arsenite solution is the same as used in titration 
of manganese by Pb 02 method.'* 

Factor Pb02 method 0.07 per cent Mn in 100 mg. 

Factor persulphate method. . . 0.076 per cent Mn in 100 mg. 

The use of anjmonium persulphate and silver nitrate for the 
determination of manganese in steel was first worked out in the 
United States by Walters. The silver nitrate acts as an oxygen 
carrier by the intermediate formation of silver peroxide. The 
equations showing the action of the persulphate and the arsenious 
acid and the permanganic acid are given below: 

2Mn(N03)2+5(NH4)2S208+8H20 = 

2HMnO4+10(NH4)HSO4+4HNO3. . (1) 

4HMnO4+10As(OH)3+8HNO3 = 

10H3AsO4+4Mn(NO3)2+6H2O. . (2) 

* Photo. No. 28 shows the oxidizing flasks heated on an eleotrio stove for 
both the lead peroxide rapid bath test, or in the persulphate method just 
described. The carbon filter tube is shown at 6 and the oxidizing flask at 2. 
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Manganese up to 2.5 Per Cent in Alloy Steels 

Calibrate a 10X1 inch test tube by carefully delivering three 
25 c.c. portions of water from a 25 c.c. pijfette. Locate the 75 
c.c. height on tube by a file mark or etching. 

Place 300 mg. sample in a dry •calibrated tube, add 10 c.c. 
H 2 SO 4 (1 part cone. H 2 SO 4 , 7 parts of water); dissolve with 
moderate heating. Remove from the heat and add cautiously 
10 c.c. HNO 3 (1.20 sp. gr.), then boil until brown fumes have 
been completely expelled. Cool; make small additions of a 
rather thick paste of zinc oxide and water, whirling the tube to 
mix well and avoid forming a clot; continue to add the paste 
until fine white particles of zinc oxide are observed settling out 
in bottom of the tube, and the hydroxides settle rapidly. Avoid 
much excess of zinc oxide, as it will cause an error in the volu- 
metric measurements. 

Dilute to the 75 c.c. mark with distilled water; insert a clean 
rubber stopper and mix well, alternately inverting and shaking 
five or six times. Pi^r through a dry 11 cm. paper into a clean, 
dry 150 c.c. beaker. Discard all except filtrate. Rinse 25 c,c. 
pipette with a few c.c. of filtrate, then deliver exactly 25 c.c. 
into a clean 10X1 inch test tube. 

Add 30 c.c. HNO 3 (1.20) and a few grains of pure SiOj; 
bring to a boil; add 1 gram of specially prepared lead peroxide 
(Pb02) and boil exactly four minutes. Cool, let settle in a cool, 
dark place until clear (usually requires fifteen t8 twenty minutes). 
Decant very carefully, all of the supernatant liquid* into a clean 
150 c.c. beaker, leaving the brown residue in the tube. 

Titrate, against a white ground, with a standardized solution 
of sodium arsenite to disappearance of any pink tinge in beaker. 
Multiply the number of c.c. consumed by the manganese value 
of the arsenite solution and calculate to percentage manganese. 

Sodium Arsenite Solution. — 8.94 grams AS 2 O 3 , 40 grams 
Na2C03. Dilute to 4000 c.c. with water. 1 c.c. = 0.07 per cent 
Mn on 100 mg. sample. 

Standardize against U. S. Bureau of Standards analyzed 
steels, or enough KMn 04 (c.p.) to give content of manganese 
within the desired range. For a duplicate, 150 mg. may be 
taken and the result multiplied by 2. This method is accu- 
irate and may be used for all plain or alloy steels. 
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S^eci^y Prepared Pb02— Weigh five pounds red lead into 
a 4-liter crock. Add 3000 c.c. HNO 3 (1.13 sp.gr.); stir with a 
paddle or heavy glass rod. When the residue has a uniform 
chocolate or brown appearance, let settle; then pour off the 
liquid. This liquid is largely lead nitrate, and can be concen- 
trated, roasted, and roasted over again. The brown residue 
is mainly Pb 02 . 

Fill crock nearly full with distilled water, stir well with paddle, 
let stand and pour off as before. 

Repeat several times, until decanted liquid is only faintly 
acid or neutral. Transfer residue with a scoop or spatula to a 
large porcelain dish and evaporate to dryness at 150® C. Powder 
and put into stoppered bottles. 

Pb 02 prepared in this manner is of a light brown color, and 
settles quickly when used on manganese determinations, and 
will oxidize manganese completely to as high as 16 per cent in 
steel. (See method for steel containing 16 per cent of manganese.) 
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Part VII 

THE DETERMINATION OF MANGANESE IN STEELS OF HIGH MAN- 
GANESE CONTENT, ACCURATE TO AT LEAST 16 PER CENT 

MANGANESE, IN THE PRESENCE OF MUCH CHROMIUM 

Weigh 1 gram sample into 400 c.c. beaker; add 30 c.c. 
H2SO4 (1 : 3) and 70 c.c. distilled water and heat mildly until 
dissolved. Add 20 c.c. HNO 3 (1.20) and boil gently until brown 
fumes are expelled. Let cool, transfer solution to a 500 c.c. 
calibrated flask; and after rinsing beaker several times with 
distilled water, bring volume to 250 c.c. 

Make a liquid paste of zinc oxide and water that will just 
pour; fill a 1(X) c.c. graduate with the paste, from it, add about 
10 c.c. of zinc paste at a time to the flask, shaking thoroughly 
after each addition until a thin white layer of zinc oxide covers 
the bottom of the flask on being allowed to settle one minute. 
Avoid a large excess of ZnO. Dilute to the 500 c.c. mark with 
distilled water; stopper; and mix thoroughly by repeatedly 
inverting the- flask and shaking it. Filter immediately, through 
dry double 15 cm. filter papers into a dry 400 c.c. beaker; discard 
the precipitate. Rinse a clean, 50 c.c. pipette twice by drawing 
about 10 c.c. of the filtrate into it, each time shaking it well. 
Reject these rinsings. 

Now deliver exactly 60 c.c. of the filtrate from this pipette 
into each of two clean 400- c.c. beakers. Add 200 c.c. HNO 3 
(1.20 sp. gr.) and a few grains of pure Si 02 to each, to 
prevent violent boiling. Place over good flanae; bring to a boil; 
add 2 grams of specially prepared Pb 02 to each and let boil 
exactly four minutes. Remove from stove, and add 30 c.c. H 2 SO 4 
(1 : 3) to each, stir with glass rods; place in a pan of cold running 
water. 

When room temperature is reached, let tests settle for one 
346 
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hour in a cbol, dark place, after which time they are ready for 
titration. Each test represents one-tenth of the original weight. 

Titration . — Decant into a clean 600 c.c. beaker all of the solu- 
tion possible, withouA disturbing brown lead residue on bottom 
of beaker. Stir vigorously and add rather rapidly from a burette 
N/20 ferrous ammonium sufphate until solution in beaker is 
water white. Back titrate carefully with N/20 KMn04 solution 
to the first appearance of a permanent pink. Deduct c.c. per- 
manganate used from c.c. ferrous ammonium sulphate consumed 
and figure percentage to Mn as shown under ''Calculations.” 

Rapidity of titration gives a better end-point as lead sulphate 
begins to form in considerable quantity in a few minutes. 

Precaviions. — (1) Do not mix the H 2 SO 4 and the nitric acid 
before adding the acids to the drillings. Put the sulphuric acid 
on first, and then add the nitric acid, only, after the sulphuric 
acid has ceased its action. The purpose of this procedure is 
to remove as far as possible all of the carbon and carbides before 
the nitric can act on them. If the carbon gets into solution, 
the complete oxidation of the manganese to permanganic acid 
is intexfered with. 

(2) Remove the iron with the zinc oxide, whether there is 
chrome present, or not, when the manganese is from 3 per cent 
to 15 per cent. There is evidence that the oxidation of high 
per cents of manganese, in steel, to permanganic acid, by means 
of lead peroxide, is^most successful when the iron is first removed 
by zinc oxide. The author is not prepared to state whether this 
is due to the absence of the iron or due to the precipitated iron 
sweeping out the last traces of carbon. The nitric acid may 
put carbon into solution when it attacks the carbides that the 
sulphuric acid failed to dissipate as gas before the nitric acid 
was added. 


STANDARDS 


'“l ™n^l } P®' ““ approximately 


200 mg. KMnO« 
100 mg. KsCrsOr 
1 gm. plain steel 


(B) 7 per cent Mn approximately 

3.5 per cent Cr approximately 


Put standards through operations simultaneously with the tests. A 
high manganese steel on which the manganese has been carefully deter- 
mined gravimetrically may be used for a standard also, if preferred. 
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Standardization and Calculaiims 


KMn04 

200 mg. KMn 04 

1 Fe. Am. Sul. 

7.3 

100 mg. KjCriOr 

(B) 1/10 

44.8 

2.9 

1 gm. steel 

1 « 

27.6 

4.4 

(B) is diluted 

• 

17.2 


to 500 c.c. 


-4.4 




12.8 C.C. 


50 c.c. of (B) run as a standard. 





.00066 


.3476 Mn in 1 gm. KMnOi 12.8 ) .007172 

.2 640 


«. 06052 Mn added 772 

.0022 Mn in sieel 768 

10 ) 7 671 ^ — 

.*007172 ^ 


1 c.c. —0.56 per cent Mn on 100 mg. sample 
KMnOi - <5 Standard steel 


2.0 

13.62% Mn 


0.0 • 



— 

.000563 

Fe. Am. Sul. 

2.9 

24). 013520 

27.6 


.120 

.06 


152 

26.9 


144 

-2.9 


80 

24.0 C.O. 


72 



8 


1 c.c. 

=0.563 per cent Mn on 100 mg. sample 


Sample No. 1 100 mg. 

Fe. Am. Sul. 

KMn 04 


61.4 

7.0 


44.8 

2.9 



— 

7.02 per cent'Mn 

16.6 


4.1 -4.1 


12.6 O.C. 

.5615 Mn factor 


7.018 %Mn 



CHAPTER XII 


Part VIII 

SILICON IN PIG IRON, STEEL AND MUCK BAR 

Weigh 1.5 grams of pig iron into a No. 2 dish. Add 15 c.c. 
1 : 3 sulphuric acid * plus 10 c.c. water. Weigh 5 grams of low 
silicon steel or 3 grams of high silicon steel, i.e., silicon content 
of 0.1 per cent and over, into a No. 5 dish. Add 45 c.c. 1 : 3 
sulphuric acid and 25 c.c. of water. Warm gently until all 
metal is in solution, adding more water if necessary, should 
sulphate of iron form before effervescence is over. When the 
iron is in solution evaporate the pig iron and higher carbon 
steels directly to thick fumes of sulphuric anhydride without 
removing the covers. 

Low carbon steels and chrome steels of 1 per cent chromium 
and over will bump and spurt from under the covers if attempt 
be made to evaporate them rapidly over the bare flame of the 
Argand burner. In^.such cases the covers are rinsed off into the 
dishes, and the contents of the latter arc evaporated lo thick 
fumes on a graphite or sand bath. (See page 448, view 43.) 

For effecting the solution of the iron and the evaporation of 
fumes with covers on, an apparatus consisting of a stand of 
twelve Argand burners covered with a copper-rimmed asbestos 
board of twelve holes are used. (See Fig. 21, page 310.) 

Having evaporated the samples to fumes, the dishes are cooled 
and filled conveniently full of distilled water. They are put 
bn the heating stand; the contents heated and stirred until all 
of the sulphate of iron is in solution. Ashless paper pulp is 
mixed with the solutions, which are then filtered through 11 

* Use rubber stoppers in reagent bottles that are in constant use in routine 
silicon work, as during continued handling the glass stoppers are struck 
against the necks of the bottles and small chips of glass are knocked off into 
the acids, causing high results. 
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cm. ashless filters; the silicious residues washed free from iron 
test with 1 : 10 hydrochloric acid and then free of acid with 
water. Potassium sulphocyanate is used in testing for the 
presence of iron. Wash acid and wash witter are applied cold. 

The washed residues are ignited in a muffle furnace until pure 
white.* The residues may retafh a reddish tint due to iron, or 
may be colored gray from presence of chromium or copper oxides, 
or yellow owing to the presence of small quantities of tungsten 
or vanadium. In such event after having been weighed they 
should be evaporated to dryness with a few drops of sulphuric 
acid and 10 c.c. of c.p. hydrofluoric acid. They are then ignited 
and weighed again, and the silicon content is calculated from 
the loss of weight, which multiplied by 46.93 and divided by 
the weight taken, yields the percentage of silicon. 

When chromium is present, to the extent of 1 per cent, the 
silica residue can be freed sufficiently from chromium to make 
a subsequent evaporation with hydrofluoric and sulphuric acids 
unnecessary by boiling the fumed sulphate residue for ten 
minutes with a , fixture of 75 c.c. of 1 : 1 hydrochloric acid and 
75 c.c. of water. Then filter and wash as before, t 

The ignited residues are cooled in a desiccator, weighed, 
multiplied by 46.93 and divided by the weight taken. 

The silicious residues obtained by this method, or any other 
of the variations that are in vogue, are liable to be contami- 
nated with titanium and aluminum, especially in pig iron. 
Hence all silica residues, for strictest accur&y, should be evapo- 
rated with an excess of hydrofluoric acid and two or three drops 
of sulphuric acid, then ignited and weighed again, multiplying 
the loss of weight by the usual factor, and dividing by the weight 
taken to obtain the percentage of silicon. 


Routine Method for Plain Steel, Pig Iron, etc. 

It is the practice in probably all large steel works labora- 
tories to burn off the carbonaceous matter from the washed 
siliceous residue in an unweighed crucible. If the ash is pure 

* The author uses an electrically heated muffle ventilated by a alow stream 
of compressed air. 

t For close work it is always advisable to use the hydrofluoric acid when 
chromium is present. 
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white, instead of weighing the crucible and ash together, the 
ash, only, is brushed out of the crucible onto the glass scale pan 
and weighed. This permits the use of a refractory crucible such 
as porcelain or fused lilica. The author prefers to use a zirconia 
composition crucible, which can be referred to as a silicon cup. 



Photo No. 29. 


The most convenient size is 1| inches outside diameter at the 
the top; 1 inch bottom diameter and U inches high. In case 
the ash is not white, it can be transferred to a platinum cruci- 
ble; weighed; and evaporated with H 2 S ()4 and HP as already 
described. The silicon cup is shown in Photo No. 29, at 



Photo G. Holobb bob Silicon Cups 


CHAPTER XII 
Part IX 

THE ANALYSIS OF CALCIUM ELECTRO-SILICON 

0.9 or 1.0 gram of the floured sample is fused with 20 grams 
of anhydrous sodium carbonate ground with 2 grams of niter 
in a platinum crucible. The analysis is proceeded with as in 
crucible slag (page 132), obtaining residues A and B, which 
contain all of the silicic acid and perhaps a small portion of the 
calcium, iron, etc. This residue is weighed and hydrofluoric 
acid is added to it very slowly at first and finally enough of this 
acid to fill the crucible two-thirds full. Before the HF, 10 
drops of cone, sulphuric acid are added. Then evaporation to 
fumes follows and the silicon is finished as in steels. Where 
such largo amounts of silica are evaporated it is well to add more 
HF and sulphuric acid and repeat the volatilization to make 
sure that all of the silica has been rem(^ed. The stain or 
residue remaining in the crucible after these evaporations is 
fused with a gram of sodium carbonate, dissolved out with 
HCl and added to the combined filtrates from A and B which 
will now contain all of the iron, aluminum manganese, calcium 
and magnesium. A double basic acetate separation of the iron 
as given on pages 244 and 245 is made. The acetate precipitate 
from the second precipitation is ignited, dissolved in HCl, pre- 
cipitated with ammonia, washed, ignited, and weighed as oxides 
of iron and aluminum. These oxides are then dissolved in HCl 
and the solution is divided into two equal parts. One-half is 
reduced with stannous chloride and finished for iron as in iron 
ore. The other half is converted into nitrate and finished for 
phosphorus as in steel. The iron is multiplied by two, calculated 
to ferric oxide and deducted from the total oxides. The phos- 
nhorus is also multiplied by two, calculated to P2O5 and deducted 
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from the total oxides. The remainder after these deductions is 
calculated to metallic aluminum. 

The filtrates from ^e two basic acetate precipitations contain 
all of the calcium which is precipitated with ammonium oxalate 
and finished in the usual way ns in limestone. The manganese 
is obtained as in tungsten, page 77. 


ANALYSIS 



Per Cent. 


Per Cent. 

Silicon 

58.48 

7.08 

2.41 

Calcium 

30.86 

0.80 

0.06 

Iron 

Carbon 

Aluminum 

Manganese 


The carbon is gotten by ignition of 0.5 gram of the sample 
with 4 grams of red lead, or litharge, in the electric furnace. 



CHAPTER XIII 


Part I 

THE DETERMINATION OF URANIUM IN FERRO-URANIUM, CAR- 

NOTITE ORE AND MIXTURES OF IRON, VANADIUM, URANIUM 

AND ALUMINUM 

The determination of uranium in ores and ferro-alloys is 
usually complicated by the presence of vanadium and aluminum* 
The author has encountered so-called ferro-uranium containing 
as much as from 15 to 20 per cent of aluminum in several instances. 
Vanadium was always present from 2 or 3 per cent to as high 
as 28 per cent. 

The scheme of titrating the uranium and vanadium together 
by reducing both elements in sulphuric acid solution with alumi- 
num was tried as recommended by some writers. In this method 
the total amount of the permanganate standard required to 
reoxidize both elements so as to produce a slight permanent 
pink color, is noted. Then the vanadium^ alone, is reduced, 
this time to V2O4 only, by adding an excess of sulphurous acid 
(SO2) and boiling off the excess of the latter. The vanadium 
is then oxidized back until a slight permanent pink is again 
obtained. The number of c.c. of the KMn04 required in this 
second titration is multiplied by three and deducted from the 
amount of the permanganate used in the first titration. The 
remainder is multiplied by the uranium value of the perman- 
ganate, thus obtaining the uranium. In the author’s hands the 
results were discordant whether the reduction was accomplished 
by aluminum or zinc. The more vanadium present the worse 
disagreements, and the less vanadium, the more nearly the true 
uranium was obtained. With uranium, alone, the reduction 
with permanganate is entirely satisfactory. 

During these experiments the writer tried hydrogen sulphide 
as a reducing medium and found that H 2 S reduces both vanar 
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dium and but does not reduce the uranium. This afforded a 
determining the vanadium in the presence of the uranium 
bt|l^ has no advantage over the method of the writer, to be 
described. The H2S^ reduction makes it possible to determine 
both iron and vanadium in the presence of uranium, in fact to 
determine all three elements.^ The uranium and iron together 
with the vanadium carried by them can be precipitated by a 
slight excess of ammonia; washed with ammonium nitrate 
water; ignited at a low red heat; moistened with cone, nitric 
acid; ignited again at a low red; cooled and weighed as Fe203, 
U3O8 and some V2O6 (all of the V2O5, if sufficient of the Fe and U 
be present). The weighed oxides are dissolved in HCl; evapo- 
rated with 40 c.c. of 1 : 3 H2SO4 to thick fumes; dissolved in 
150 c.c. of water and the vanadium and iron in the mixture 
^tletermined as given on page 38, reducing with H2S. The Fe 
and V so found are calculated to the proper oxides and deducted 
from the weight of the total oxides above mentioned and the 
uranium oxide is thus obtained by difference. Similarly, U 
and Fe alone can be analyzed, getting the iron by the H2S 
reduction and the \iranium by difference. Also should aluminum 
be present, the total oxides, after being weighed, can be dissolved, 
the solution be divided into two equal parts and one part analyzed 
as above for the Fe203 and V2O5, and the other part analyzed 
for aluminum oxide as given in the method about to be described. 
Deduct twice the Al203+Fe203+V205 found from the weight 
of the total Al2D3+U308-|-V206-f Fe203, obtaining the U3O8 
by difference. 

The author devised, and tested the following method for the 
determination of uranium in carnotite, ferro-uranium, and steel: 
For carnotite ores containing, as they usually do, from I to 4 
per cent of U3O8 weigh 2 grams and 3 grams for a check,. For 
ferro-uranium do not take over 1 gram, and a half gram' for a 
check. Dissolve or extract the samples, first with 100 c.c. of cone, 
nitric acid for an hour. Evaporate to dryness in the casserole, 
uidng a porcelain casserole of 4J inches diameter. Take up in 
100 c.c-<of cone. HCl, evaporate to 20 c.c., dilute witb ^ c.c. of 
water and filter out the insoluble residue consisting mainly 
WaiitWith dilute HCl about fifty times. Dilute to 300 c.c. ; ipmly 
neutralize with ammonia; and pass H2S in hot solution to re- 
move any Mo, Pb, Sn, Cu, As, Bi, or Sb that may be fNfese^ 
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Filter; wash with H 2 S water, thoroughly, and evaporate the filtrhte 
and washings to 20 c.c.; add an excess of chlorate of pot«#|ill, 
about 1 gram to destroy the H 2 S, also 50 c.c. of HCl, 
and heat, covered, until all spraying is (Mrer and evaporate to 
20 c.c. Transfer to an 800 c.c. beaker; add sodium peroxide 
from a porcelain spoon to the 300 c.c. solution in the beaker, 
until a slight excess is obtained. (It should be said that the 
above mentioned insoluble residue is evaporated with an excess 
of HF and 10 drops of cone. H 2 SO 4 and the remaining residue 
is fused with sodium carbonate; the fusion is dissolved out 
with HCl and added to the main solution in the beaker before 
commencing the addition of the sodium peroxide.) When an 
excess of peroxide has been added to the solution in the 800 c.c. 
beaker, then 5 grams of ammonium carbonate are added to the 
alkaline solution; and 5 grams of sodium carbonate are put 
and last of all, 5 grams excess of sodium peroxide are added. 
The solution is now just brought to incipient boiling, and imme- 
diately removed from the flame; cooled; paper pulp is added 
and the solution is filtered from the iron through 15 cm. double 
filters into 800 c.c. beakers. The iroa on the filter is washed 
w.'th a mixture consisting of 5 grams each of sodium and ammo- 
nium carbonates, dissolved in 500 c c. of water. The filtrate 
and washings, which should have a volume of not less than 
400 C.C., are now neutralized with 1 : 1 HCl, added until the 
solution no longer immediately turns a narrow strip of turmeric 
paper, to the faintest brown. If there be Wumina present to 
the extent of even a half per cent, it will have clouded the solution 
long before the turmeric ceases to be affected by the solution. 
Let the latter stand for at least an hour and then the aluminum 
can be filtered out, and washed with ammonium nitrate as given 
prwfejpsly (6 grams of the salt to 500 c.c. of water). 

If the titration with acid is carefully done the filtrate and 
washings will not contain aluminum even though there be in the 
solution the equivalent of 0.100 gram of Al. The filtrate and 
washings from the aluminum will contain all of the U and mu6h 
of the Vjj-if the iron present does not exceed more than th^ equiv- 
aleAt id (kioo gram of iron. The iron can be dissolved ^ the 
peroxidized a second time as before and the alkaline Mlfate 
and washings obtained, keeping them separate from the filtrate 
Had ^gishings obtained from the first peroxidation. These two 
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filtrates ajid washings are then made entirely acid after the 
removal of the aluminumi and boiled for one hour, or until 
all CO2 is removed from the solution, which will be accom- 
plished when there are no longer any more lines, or fine 
threads of bubbles coming up through the solution. Then the 
uranium together with considerable vanadium is precipitated out 
with a slight excess of ammonia. The solution is boiled gently 
for a half hour. If much vanadium is present, the precipitate will 
be more of a green than a yellow; but if much uranium and 
little vanadium be present, then the precipitate will take on a 
bright yellow color, especially after heating for a time. The pre- 
cipitate which consists mainly of uranium vanadate is filtered oif 
and washed with the ammonium nitrate wash (5 grams to 500 c.c. 
of water). After a few washings, the precipitate is dissolved off 
the filter to get rid of any occluded salts, reprecipitated, and 
washed as before. The precipitate is now ignited in a platinum 
crucible, or a porcelain one if the platinum one is not available, 
and ignited at a low red heat, after the paper has been smoked 
off. The ash is moistened with a few drops of cone, nitric acid, 
and again heated to a low red heat; cooled; and weighed as UsOg 
plus VaOs. The weighed oxides are dissolved * in cone. H2SO4; 
transferred to small casseroles and evaporated low with 60 c.c. of 
HCl. This solution is then evaporated to thick fumes, with 40 
c.c. of 1 : 3 H2SO4; cooled; diluted with water; filtered from the 
small amount of silica usually present which is washed with 
dilute sulphuric afcid; ignited and weighed; and deducted from 
the UaOs plus V2O5. The filtrate and washings from this silica 
contain the vanadium that was precipitated with the uranium. 
Owing to the evaporation with the large excess of HCl, the 
vanadium is now reduced to V2O4. It can be titrated to a per- 
menent pink with the standard permanganate solution, and the 
vanadium so found is calculated to V2O6 and subtracted from 
the silica-free weight of the above oxides, thus giving the uranium 
by difference. Also the filtrate and washings from the small 
ftoount of silica can be heated to boiling and permanganate 
solution added cautiously so as to maintain a pink solution 
but not in such excess as to produce a heavy precipitate of 

^Do not use HCl at this point, as chlorine would be generated an*d the 
platinum badly attacked. Use 10 c.c. cone. H^SO* and heat for an hour, 
or until dissolved. 
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manganese oxide as that would make a filtration necessary.* 
The boiling is continued for twenty minutes. If the solution 
still remains pink with perhaps a very slight precipitate of the 
manganese oxide, then it is certain that all^organic matter that 
may have crept in during the anjjysis is rendered harmless as 
far as affecting the permanganate standard during the subse- 
quent titration is concerned. The ferrous ammonium sulphate 
standard is now added to the hot solution until the pink color 
is just removed and any slight cloud of precipitated manganese 
oxide is also dissolved, leaving the solution perfectly clear. The 
solutions of the tests are now cooled, and an excess of the per- 
manganate standard is added to all of them. Then one of them 
is titrated drop by drop with the sulphate standard until three 
drops at room temperature give but a faint pink that remains 
practically unchanged for one minute. This is the starting 
point of the titration with the ferrous ammonium sulphate 
standard. The volume should now be not over 200 c.c. Add 
2i c.c. of the ferricyanide indicator (5 grams of the salt dissolved 
in 130 c.c. of water) and then the ferrous ammonium sulphate 
standard with vigorous stirring until three drops change the 
dark green color that forms to a distinct blue, i.e., to the first 
real blue. The number of c.c. of the sulphate standard required 
to produce this blue, after the addition of the indicator, mul- 
tiplied by the vanadium value of the sulphate gives the vanadium 
that was carried out with the uranium. It is galculated to V2O5 
and the uranium is thus obtained by difference. The UsOg 
so found can be calculated to metallic U by the factor 0.8482. 
To standardize the permanganate and sulphate standards for 
vanadium, it is convenient to weigh 0.08 and 0.04 gram of 
vanadium pentoxide of known purity into small casseroles; 
dissolve in 60 c.c. of cone. HCl; evaporate low; fume with 40 c.c. 
of 1 ; 3 H2SO4 and carry through all of the operations leading 
up to the titration with KMn 04 and the final titration with 

* Of course there is no objection to boiling with an excess of the manga- 
nese oxide except the extra operation involved. Indeed the author has had 
oases where, owing to carbonaceous matter having gotten into the work, 
probably by extraction from filter papers, or mechanically, it was deemed 
advisable to boil with an excess of permanganate sufficient to produce a 
precipitate that remained even after a half hour of boiling. This brown oxide 
is filtered out through a porous thimble and the vanadium titrated exactly 
as described on page 22. 
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the sulphate. This will give the blank to deduct from each 
method of titration of the vanadium. 

For checking methods and manipulations the writer used 
c.p. uranium nitratfe and uranium acetate U02(N03)2+6H20 
and U 02 (C 2 H 302 ) 2 + 2 H 20 , respectively. 

A mixture that approximates to the general run of carnotite 
ores of the Colorado mines is 0.100 gram of uranium nitrate, 
0.100 gram of the Sibley iron ore standard; 0.050 gram of 
aluminum, and 0.040 gram of V 2 O 5 . (The latter can be obtained 
of 99.5 per cent V 2 O 5 .) As a further check, the author often 
runs a mixture of double the above amounts of uranium salt, 
the oxide of vanadium, and iron ore. These mixtures are put 
through all of the operations described. 

Calculations , — For the benefit of those who wish to try the 
reduction with aluminum to check the purity of uranium nitrate, 
or who may wish to assay uranium obtained from a source that 
is free of vanadium, the method in general is to convert to sul- 
phates, and heat in cone flasks in the presence of an excess of 
from 20 to 30 c.c. of cone. H 2 SO 4 diluted to 100 c.c. with water. 
A coil of 18 gauge aluminum wire of ^ inch diameter and about 
7 inches long * is placed in the solution, and the latter is heated 
to nearly boiling for two hours with a stream of purified CO 2 
passing through a perforated watch glass into the cone flask 
to prevent the entrance of air. The CO 2 is generated by the 
action of HCl (1 :^.l) on marble and passes through a wash bottle 
containing an inch of water and then through another bottle 
containing a similar depth of a saturated solution of sodium 
carbonate. After the two hours* reduction, the solution is cooled 
with CO 2 passing, and when cold the aluminum coil is removed 
and the solution is titrated with N/40 KMn 04 to a slight per- 
manent pink. A blank is also run at the same time and deducted. 
A solution of N/40 should equal 0.00298 gram U per c.c. The 
equation is 

2KMn04H-5U02(S03)2+2H20 = 

2KHS04+2MnS04+5U03(S03)+H2S04. 

The permanganate is standardized with sodium oxalate 
(see page 20). 


• See Photo No. 30. 
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By the above equation we see that 2 gram molecules of KMn04 
equal 5 gram atoms of U. On page 463 it is explained that 
i of the gram molecule of permanganate constitutes its normal 
solution when disso^ved in a liter volume. Hence, 2KMn04 = 5U, 
5U 

or KMn04=-^, so that of the gram molecular weight or 

normal KMn04 would equal J the gram molecular weight of 
uranium or 119.25 grams of U. Therefore 1 c.c. of the N/40 
119 25 

KMn04 is equal to or 0.00298 gram of U. Having found 

4U,i/UU 

by titration the value of the permanganate standard per c.c. in 
sodium oxalate as given on page 20, the following give the values 
of the N/40 permanganate in U, V, and Fe. 

The value of N/40 KMn04 per c.c. in gram of sodium oxalate 
238 5 

multiplied by equals its value in gram of U per c c. 

by equals its value in gram of V per c.c. 


by 


111.7 

134 


equals its value in gram of Fe per c.c. 


The percentage of uranium in uranium nitrate is 47.45. 

The percentage of uranium in uranium acetate is 56.17. 

The percentage of uranium in uranoso-uranic oxide (UaOs) is 
84.825. 

The percentage of vanadium in vanadium pentoxide is 56.04. 

From a standardization as above, the author, for example, 
found that 1 c.c. of N/40 KMn04 equals 0.00167 gram of sodium* 
oxalate. 

1 c.c. of N/40 KMn04 equals 0.00297 gram of uranium. 

1 c.c. of N/40 KMn04 equals 0.001276 gram of vanadium. 

The following are the calculations for an actual analysis of a 
mixture: 0.100 gram of uranium nitrate crystals, 0.100 gram of 
the Sibley iron ore standard, 0.05 gram of metallic aluminum, 
and 0.040 gram of V2O6 of 99.5 per cent purity were put through 
all of the operations in the method os described and the following 
analytical data were obtained: 

(1) 58.8 c.c. of sulphate were required to remove all pink 
and brown tints from 60 c.c. of the KMn04 standard (N/40) 
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placed in a beaker with 40 c.c. of 1 : 3 sulphuric acid and 200 c.c. 
of distilled water. As 1 c.c. of the N/40 KMn 04 was found 
equal to 0.001276 gram of V then 1 c.c. of tjjie ferrous ammonium 
sulphate standard is equal to 0.001276 X 60 divided by 58.8 or 
0.0013 gram of V. • 

(2) The U 3 O 8 +V 2 O 6 obtained, in the course of the analysis, 
from the above mixture weighed 0.076 gram after deducting 
0.0014 gram of silica found in it on dissolving in HCl. 

(3) Beginning at the point where the UaOg plus V 2 O 5 were 
dissolved in HCl; evaporated with 40 c.c. of 1 : 3 H 2 SO 4 to thick 
fumes, etc., 0.020 and 0.040 gram of the V 2 O 5 , alone, were put 
through all of the subsequent operations and the vanadium 
therein was titrated with the sulphate standard as already 
described. The 0.020 gram required 10.1 c.c. of the sulphate to 
produce the blue end-point, and the 0.040 consumed 18.8 c.c. 
(Blank and all.) The 0.020 gram of V 2 O 6 contains 0.020 X 0.995 
X 0.5604 = 0.01 116 gram V. Now we saw by (1) that the sul- 
phate standard has a value of 1 c.c. equals 0.0013 gram of V, 
hence the sulphate required to unite with the vanadium present 
will equal 0.001115 divided by 0.0013 or 8.6 c.c. This gives 
10.1 c.c. minus 8.6 c.c. or a blank of 1.5 c.c. to be deducted 
from all tests. 

(4) The V 2 O 8 in (2) was determined in like manner and found 
to require 9.5 c.c. of the sulphate. We have just seen that the 
calculated blank is 1.5 c.c., therefore the actual V in (2) re- 
quired 9.5 minus 1.5, or 8 c.c. Then the V 2 O 5 in (2) is equal to 
0.0013X8*^0.5604 or 0.0185 gram. Hence the UsOg in (2) equals 
0.076— 0.0185 or 0.0575, which is equivalent to 0.0487 gram of 
uranium. The uranium contained in the uranium nitrate taken 
equals 0.100 X0.4745 or 0.04745 gram of uranium. This gives 
an excess of 0.0012 gram of U found, which was in all probability 
due to the presence of a little A1 that was not removed by the 
neutralization with the 1:1 HCl. The author would recommend 
that the operator exercise great care in the neutralization. The 
acid should be added until, as already stated, a narrow strip 
of turmeric paper dipped into solution does not i^ow any more 
change than a similar strip dipped in water. It is also advisable, 
for close work, to allow the neutralized solution to stand for 
twelve hours before filtering out the aluminum hydroxide. 

It mupt be remembered that when a very large quantity of iron, 
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for instance 0.400 gram of iron, is to be separated from much ura- 
nium, say about 0.200 gram of U and 0.100 gram of Al, then at 
least three peroxidatiejns will be required, made as described under 
camotite, to remove all of the U and Al away from the iron. 
Then when the Al is separated from the U by the acid precipi- 
tation, the Al is almost certain to carry out with it 2 or 3 mgs. 
of UaOs. This latter can be removed by redissolving the Al in 
the hot 1 : 1 HCl; the solution of the Al is treated with an excess 
of sodium peroxide, i.e., the peroxide is added to it in a liter 
boiling flask to strong alkaline reaction; then add 5 grams each 
of sodium carbonate, and ammonium carbonate, and 5 grams 
sodium peroxide. Bring just to the boil; cool and precipitate, as 
already described, to the turmeric neutral point with 1 : 1 HCl; 
let stand for twelve hours and filter out the Al which will now be 
free of U. The filtrate from the Al is made acid; boiled until 
free of CO 2 ; and the small amount of U is precipitated with 
ammonia in slight excess, boiling gently for thirty minutes. 
The U is filtered out; and added to the main portion of the 
U before it is precipitated with ammonia the first time. 

Most ferro-uranium and ferro-uranium-vanadium-aluminum 
alloys will dissolve in a mixture of HCl and HNO 3 , but the author 
analyzed one such alloy that contained 15 per cent of silicon 
that could be decomposed only by fusing it twice with sodium 
peroxide. The following results attest the accuracy of the 
method: c 


Uranium 

Added. 

Uranium 

Found. 

Uranium 

Added. 

Uranium 

Found. 

Gram. 

Gram. 

Gram. 

Gram. 

0.047 

0.048 

0.071 

0.0729 

0.047 

0.047 

0.047 

0.0468 

0.094 

0.0948 

0.094 

0.0950 


Determination of Uranium in Steel * 

The feature of the following method is to remove the bulk 
of the iron from the uranium, zirconium, and aluminum 
by fractional precipitation by ammonia. The analysis can 

* Reprinted from the author’s paper in Chem. and Met. Eng., May 15, 
1019. 
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then be proceeded with in a simple and accurate way. The 
separation of the bulk of the iron is based on the fact that 
when ammonia is added to iron in th(i ferrous state the 
unoxidized iron is first converted to double sulphate of ferrous 
iron and ammonium and remains* in solution. By adding the 
ammonia very slowly with constant stirring a point in the 
neutralization is reached where a slight reddish precipitate 
forms. On the addition of a few drops more of ammonia this 
reddish precipitate darkens. At this stage all the aluminum, 
zirconium, uranium, etc., is precipitated, while 99 per cent 
of the total iron remains in solution as double sulphate 
and is removed by filtration. By actual test with 10 grams of 
plain steely to which uranium salt was added, over 99 per cent of 
the iron remained in solution. 

Uranium in Plain Steel. — ^Dissolve on a low flame 5 grams 
of drillings in 50 c.c. 1 : 3 sulphuric acid diluted with 50 c.c. of 
water, using a 600 c.c. beaker. For steel containing less than 
0.1 per cent uranium use 10 grams of sample. When action is 
over, filter off the insoluble residue, which is mainly carbide, 
and wash it twenty-five times with dilute sulphuric wash (25 c.c. 
of 1 : 3 H2SO4 diluted with water to 600 c.c.). Call this filtrate 
and washings A. The insoluble residue may contain U, so it 
must be ashed in a platinum crucible at a low heat; cooled; 
6 c.c. of HF plus 6 c.c. of 1 : 3 sulphuric acid added; evaporated 
to thick fumes of SO3; cooled; a little watei* added; heated to 
dissolve the sulphates and the clear solution is added to A. 
Then dilute to 250 c.c. volume with water and add 1 : 1 ammonia 
with constant stirring until a slight precipitate forms. Then 
continue to add ammonia drop by drop until the precipitate 
just begins to take on a blackish tint. At this stage all the 
uranium has been precipitated with only a small portion of the 
iron. 

To assure a complete precipitation of the uranium add 
about 10 more drops, but do not exceed 10 drops, as excess 
ammonia only brings down a greater bulk of the iron. Filter 
off the precipitate at once on a double 15 c.c. filter paper and 
redissolve it in 50 c.c. 1 : 1 HCl. First warm up the acid in the 
beaker to dissolve any iron that sticks to the sides; then pour 
. the hot acid on the precipitate, catching the filtrate in a 600 c.c. 
beaker. Pour hot filtrate on the filter two or three times until 
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all the iron Is in solution. Wash the filter paper about twenty- 
five times with dilute HCl wash (1 : 40). Now peroxidize the 
filtrate and washing^ by adding slowly, with a porcelain spoon, 
about 1 gram of sodium peroxide at a time. After each addition 
wash off the sides of the beaker with water and stir the solution 
well. Keep on peroxidizing until all the iron is precipitated 
and the solution is alkaline when tested with red litmus paper. 

Now add about 5 grams of sodium carbonate and 5 grams of 
ammonium carbonate to keep the uranium in solution. Stir 
well and bring it just to a boil. Filter off the iron and wash 
it about twenty-five times with sodium and ammonium car- 
bonate wash (2 grams of Na2C03 and 2 grams of (NH4)2C03 
dissolved in 600 c.c. of water). To the filtrate which contains 
all the uranium add 1 : 1 HCl with stirring, till solution no longer 
tmms turmeric paper even a faint brown, but still reacts alkaline 
when tested with red litmus paper. Keep the beaker covered 
when adding the acid, as the effervescence is very strong, espe- 
cially toward the end of the neutralization. Boil off the CO2 
and then add slowly with stirring (keeping the beaker covered) 
1 : 1 HCl till the solution is slightly acid. No more effervescence 
at this stage, but the acid falls down to the bottom of the beaker 
without action. 

Boil the acid solution for half an hour to remove CO2 and 
after it has been cooled add 5 grams of ammonium phosphate, 
(NH4)2HP04; stit till dissolved; then add 1 : 1 ammonia till 
it smells ammoniacal and add 1 : 1 acetic acid till the solution 
is acid; now add 5 c.c. acetic acid in excess. The acetic acid 
keeps the chromium and vanadium in solution. Chromium 
does not interfere with the uranium titration, but vanadium 
interferes greatly. 

After a few hours, filter off the uranium and wash it about 
forty times with acetic wash (5 c.c. of ammonium phosphate, 
10 c.c, 1 : 3 H2SO4 diluted with 100 c.c. of water, stir till dissolved, 
make it slightly ammoniacal and then acid with acetic acid 
5 c.c. in excess. Dilute with water to 600 c.c.). Redissolve the 
uranium in 50 c.c. hot 1 : 3 H2SO4 by pouring the hot acid back 
and forth two or three times on the precipitate, catching the 
filtrate in a 400 c.c. beaker. 

Wash the filter paper about thirty times with dilute H2SO4 
water, in high vanadituu steel it is better to test for vanadium 



THE JONES REDUCTOR 


by adding 5 c.c. of H2O2 to the solution and noticing whether 
it changes to brown; if it does, repeat the ammonium phos- 
phate precipitation to remove the vanadium. If the solution 
does not change in color, bring it to a bSil; then add several 



drops of KMn04 until a pink color is formed that will not fade 
after fifteen minutes’ boiling. Cool the oxidized solution to room 
temperature. . Now reduce the uranium by passing it slowly 
through a zinc reductor, Fig. 31 , and immediately titrate the 
reduced solution with a standard KMn04 solution to the first 
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appearance^! pink that spreads all through the solution. If there 
is any vanadium in the solution at this stage the pink will 
disappear in about ^ve seconds instead of holding one minute. 
Any more permanganate added that disappears after five seconds' 
standing is due to vanadiurp that has been carried over as 
phosphate. 

Jones Redactor. — The column of zinc in the reductor, Fig. 31, 
rests on a J-inch plug of glass wool. The zinc column is 5} 
inches long by | inch in diameter consisting of 30-mesh grains of 
amalgamated zinc. The amalgamation is accomplished by 
stirring the 30-me3h zinc under a covering of mercuric chloride 
solution made by dissolving 50 grams of HgCl 2 in 1000 c.c. 
of water. The zinc after amalgamation is washed with distilled 
water by decantation in a beaker until free of excess mercuric 
chloride, when it is ready for use. 

A trap jar is placed between the filtering flask and the suction 
to prevent back pressure which would carry water over from 
the suction pump into the flask which holds the filtered, reduced 
solution of uranium. The volume of the uranium solution to be 
reduced is about 50 c.c. This is passed through reductor slowly, 
i.e., at the rate of 50 c.c. per ten minutes. 

After passing the solution through the reductor, wash the 
zinc with dilute H 2 SO 4 (1:6) three times, 10 c.c. each time, 
and then three times more with 10 c.c. of water each time; drawing 
off each washing completely before adding next washing. The 
volume before titrating is about 100 to 110 c.c. 

For convenient calculation 2.29 grams KMn 04 are dissolved 
in distilled water and diluted to 4 liters 

1 c.c. KMn04 standard =0.002169 gram U. 

1 c.c. KMn 04 standard =0.001014 gram Fe. 

The standard KMn04 can be checked for its uranium and iron 
value by titrating it against sodium oxalate. 

Uranium in Chrome-Tungsten Steel 

Dissolve 5 grams of steel in 50 c.c. of 1 : 3 H 2 SO 4 diluted 
with 50 c.c. of water; after action is over, filter off the insoluble 
residue and dilute the filtrate to about 250 c.c. volume with ' 
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water. Now add 1 : 1 ammonium with constant stirring until 
the precipitate at first takes a reddish tint, next changing to a 
blackish and finally to a bluish-whitish. this stage add about 
2 c.c. of ammonia with stirring to complete the precipitation of 
all the uranium in the filtrate wi^h only a small portion of the 
iron. Filter it off at once and finish as in plain uranium steel. 

The insoluble tungsten and chromium carbide residue on 
the filter was found to contain some of the uranium. Wash it 
off the filter paper with dilute sulphuric acid into the original 
beaker, heat it, and then oxidize it with 30 c.c. of 1.20 nitric acid. 
Keep on heating on a low flame until the residue is bright yellow. 
Filter off the tungsten, wash it about twenty-five times with 
dilute H2SO4 wash; and peroxidize the filtrate with sodium 
peroxide ^to separate the uranium from the iron. Catch the 
uranium filtrate from the main peroxidation and that from peroxi- 
dation of the insoluble residue in the same. 800 c.c. beaker and 
finish as in plain steel. 

A variety of mixtures were tested by adding different portions 
of uranium acetate (56.13 per cent U). The results are given 
below: 


TABLE SHOWING URANIUM ADDED AND FOUND 
TO 10-GRAM SAMPLE OF PLAIN STEEL 


Added, 

Oram Uranium. 

Found, -j 
Gram Uranium. 

0.0112 

0.0119 

0.0143 

0.0143 

0.0168 

0.0169 

0.0280 

0.0286 

0.0561 

0.0573 

0.0056 

0.0055 

0.0084 

0.0085 


Ten grams of plain carbon steel — no uranium added. 

KMnOi 1 .2 c.c. reading of burette after titration. 

KMn 04 0.0 c.c. reading of burette before titration. 

KMn 04 1.2 c.c. “blank which is deducted. 

Uraitiam, chromium and iron mixture; chromium added as K]|CnOi to 
10-gram sample of plain steel before dissolving same in Hi30i. 
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TA3LE SHOWING URANIUM ADDED AND FOUND 
TO lO^RAM SAMPLE OF STEEL 


( Added, 

Gram. 

Found, 

Gram. 

0.0056 * 

0.0057 

0.0084 

0.0085 

0.0280 

0.0286 

0.0561 

0.0558 


TABLE SHOWING URANIUM ADDED AND FOUND TO 5-GRAM 
SAMPLE OF TUNGSTEN, CHROME, VANADIUM STEEL* 


Added. 

Gram. 

Found, 

Gram. 

0.0112 

0.0113 

0.0280 

0.0278 

0.0561 

0.0575 


Five grams — no uranium addled. 

1.8 c.c. reading of burette after titration. 

0.0 c.c. reading of burette before titration. 

1 . 8 c.c. » blank which is deducted. 

About 80 per cent of the iron is removed by ammonia pre- 
cipitation in the filtrate when large amounts of carbides of 
tungsten, chrome, t,and vanadium are present, as was found by 
actual test. The bulk of the 20 per cent of iron thatr remains 
to be separated by peroxidation is found in the carbide residues 
of these steels. 







CHAPTER XIII 


Part II 

THB DETERMINATION OF VANADIUM IN SANDSTONES CONTAIN- 
ING CARNOTITE, ROSCOELITE, AND CALCIUM VANADATE, 

ETC. 

(A) If the sandstone contains about 3 per cent V then take 
3 grams of the finely powdered ore, and 4 grams for a check 
analysis. Treat the ore in a porcelain-handled casserole, and 
extract it with 100 c.c. of cone. HNO3 for a half hour, just 
below boiling, with frequent stirring. Then remove the cover 
and evaporate to dryness. In the same manner extract this 
residue with 50 c.c. of, cone. HCl, heating with the cover on 
until all red fumes are gone. Now remove the cover, and evapo- 
rate low. Add 50 c.c. of 1 : 1 sulphuric acid and evaporate to 
heavy white fumes to remove the HCl. Cool. Add 50 c.c. of 
water; stir, heat, cool; filter off the insoluble residue and wash it 
with dilute sulphuric acid water. Dilute the* filtrate and wash- 
ings to *200 C.C., boil with permanganate and finish the deter- 
mination as given on page 14. 

(B) If the chemist wishes to reassure himself that even the 
last traces of vanadium have been extracted from the ore, he can 
burn off the insoluble residue obtained above in an iron crucible 
and fuse with 10 grams of peroxide of sodium. The fusion is 
kept just molten for two minutes. The melt is then dissolved 
out in the manner described on page 184 under Chromium in 
Chrome Ore. The sulphuric acid solution is filtered from any 
iron scales and the filtrate and washings are then analyzed for 
vanadium as above, and any vanadium found is added to that 
gotten in the main solution. 

It is well for the operator to put a known amount of vanadium 
. through all of the operations described in (A) to get the vana- 
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dium valj^ of the standards for this method. Ferro-vanadium 
of known vanadium content is decidedly the best for the manip- 
ulation under (A). For (B) vanadic acid (V 2 O 6 ) of known 
purity is much the best source of V. 

Almost any ore of vanadium can be accurately assayed for 
vanadium by the combination of (A) and (B). ThO sulphide 
ore of vanadium (Patronite) should first have the sulphur roasted 
out of it at a low heat, when it can be analyzed according to 
(A) and (B) or the ash can be fused according to (B) alone. 


Analysis of Pitchblende from Joachimthal, Austria 

Uranium. — 0.50 gram of the finely powdered mineral was 
dissolved in 30 c.c. of 1.20 nitric acid, heating until nothing but 
a white residue remained; took dry; acidulated with 100 c.c. of 
1.20 hydrochloric acid, heating until all but silica was dissolved. 
Filtered; washed; took filtrate and washings again dry; took 
up as before; filtered; washed; ignited; weighed and finished 
for silica. The two filtrates and washings from the silica were 
combined and precipitated with ammonia for iron and alumina; 
the iron and alumina were filtered out; redissolved; washed; 
and the filtrate and washings were finished as in clay (see pages 
408-409) for iron and alumina. The filtrates and washings from 
the two precipitations of the iron and alumina were blue, due to 
the presence of copper. The lime and magnesia in these filtrates 
were obtained therefrom as given .on pages 409-410. 

The ammonia precipitate of the iron and alumina contains 
all of the uranium also. This precipitate was analyzed for iron, 
alumina, uranium, and vanadium by the methods described on 
pages 353 to 362. 

The copper was found on a separate portion after dissolving 
the ore as described and passing H 2 S through the very slightly 
acid solution until it is thoroughly saturated in hot solution. 
The copper sulphide was dissolved by warming it in 1.20 nitric 
acid until all black substance was dissolved. The solution was 
then evaporated to thick fumes and the lead was filtered out 
as sulphide; washed and finished as described for lead in tungsten 
ores (see pa^ 105). The copper in the filtrate from the lead 
was finished by cyanide titration as given on pages 205 to 207. 
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The Analysis of Pitchblende 


ANALYSIS FOUND 



Per Cent. 

> 

Per Cent. 

Uranium oxide (UsOg) . . . 

30.87 

Bhosphoric acid 

0.06 

Silica 

16.14 


10 26 

Lime 

11.20 

Lead oxide . . 

0.74 

Magnesia 

6.12 

Sulphur 

2.27 

Copper oxide 

5.32 

Ignition 

9.13 

Alumina 

7.0 



The sulphur was found by fusion with peroxide of sodium and 
sodium carbonate as in coke (see page 476). 






CHAPTER XIV 


Part I 

QUALITATIVE AND QUANTITATIVE TESTS FOR COBALT AND 
NICKEL IN STEEL AND METALLIC COBALT 

Dissolve 0.500 gram of drillings in a mixture of 30 c.c. 1.20 
HCl and 30 c.c. of cone, nitric acid. Heat until the insoluble 
residue is bright yellow if tungsten is present. Filter on a 
double 11 cm. filter; wash free of iron with 1 : 10 HCl. Make 
one basic acetate separation as in the gravimetric method; filter, 
wash a few times with acetate wash. Evaporate the filtrate and 
washings, if necessary, to 200 c.c. Now warm the solution with 
a drop or two of ammonia to see if any small amount of iron 
separates out. Filter again, as iron interferes with cobalt test, 
and wash a few times with ammonia wash; add an excess of 
dimethylglyoxime to the ammoniacal filtrate. If only a brown 
coloration results that does not turn to a scarlet precipitate, then 
cobalt is present. If a scarlet precipitate forms at once or in 
a few minutes then nickel is present (see Brunck^s method for 
nickel). 

If on filtering off this scarlet precipitate, after one hour’s 
wait the filtrate is brown in color, then cobalt is also present. 
0.25 per cent of cobalt in 0.500 gram of steel gives a very distinct 
brown color. The author would suggest this for a color method 
for small amounts of cobalt. If only a slight brown coloration 
forms on adding the 'dimethyl” then several hours should elapse 
before making a decision, as a small amount of nickel, at first, 
gives only a brown coloration which eventually changes to a 
small scarlet precipitate. 

If a per cent or two of cobalt is present then the acetate filtrates 
will show a pink coloration which is in itself a sure proof of the 
presence of cobalt; i.e., before any ^^dimethyl” is added. This 
pink color looks exactly like a weak solution of KMn 04 * 

372 
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Qualitative Test fcr Cobalt in Steel in the Presence 
OF Nickel, Iron, Chrome, etc. 

Dissolve 1 gram in nitric acid or in tlie before mentioned 
mixture of nitric and hydrochlorii; acid; boil down to 20 c.c.; * 
add an excess of ammonia. Redissolve in glacial acetic acid; 
add a large excess of potassium nitrite and in a little time a 
yellow precipitate of potassium cobaltic-cyanide will separate out, 
and look very much like the yellow precipitate obtained with 
molybdate solution, in phosphorus analysis. 

To prevent frothing add some alcohol immediately after 
putting in the potassium nitrite. 

Gravimetric Method for Cobalt . — In steels either in presence 
or absence of tungsten, molybdenum, vanadium, and chromium. 

Weigh 1 gram and 500 mgs. of sample and transfer to No. 5 
porcelain dishes. Dissolve each in a mixture of 30 c.c. cone. 
HCl and 30 c.c. cone. HNO3. When frothing is over, place 
over moderate flames on graphite baths and heat for about 
one hour, or until residue in dish is of a clean bright yellow 
color. Rinse off cover glasses and sides of dishes with water, 
then add 100 c.c. cone. HNO3 and take to* dryness, lowering 
flames to avoid loss from spurting when contents of dishes 
are nearly dry. (This is conveniently accomplished over- 
night.) 

Bake over a bare flame or much better in^an electric muffle 
furnace (see page 119) until nitric fumes are driven off. When 
sufficiently cool to prevent cracking the dishes, add 40 c.c. cone. 
HCl, and with cover glass on, digest for thirty minutes, or until 
all soluble constituents arc in solution; boil to volumes of about 
25 C.C.; dilute with water to about 100 c.c.; and evaporate to 
about 75 c.c. 

Rinse off cover glasses into dishes, add pulp, filter on double 
11 cm. filters into 600 c.c. beakers. Wash precipitate, until 
free of iron, with* a 1 ; 10 HCl wash. Set aside filtrate which 
contains the bulk of the cobalt. 

Treatment of the Predpitale . — Burn off in clean platinum 
crucibles to yellow powder, using nickel wire to break up hard 
particles. Weigh when cool, add 2 or 3 drops H 2 SO 4 and 10 c.c. 
hydrofluoric acid and drive off the SiF 4 in a moderately warm 
‘muffle. When dry remove any outside dirt from crucible with 
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damp cfieese-cloth, drive off SO 3 fumes with aid of a Bunsen 
or Chaddock burner flame, heating finally to redness; coi>l, 
weigh. Loss in weight represents Si 02 , which, multiplied by 
49.63, gives silicon. Calculate to percentage. 

To contents of each crucit>le add 8 grams Na 2 C 03 . Fuse with 
lids on for fifteen or twenty minutes. Let cool slightly and 
extract the melts with hot water in platinum dishes. When salts 
are in solution, which should not require more than ten minutes 
heating, remove the crucibles and rinse them thoroughly with 
water into dishes so that they contain no carbonate. Filter on 
double No. 9 cm. filters. Discard this filtrate. Wash precipitate 
with water until free of alkali to phenolphthalein. Burn off 
in same crucibles in which fusions were made. Weigh when 
cool. 

Differences in weight between the final silicon-free weight and 
this one represents WO 3 , which, when multiplied by 0.7931, gives 
tungsten. To the final residue in the crucible is added 10 c.c. 
cone. HCl and the crucible is heated gently until contents are 
dissolved. 

Transfer dissolved content of each crucible to its respective 
beaker which contains the main cobalt filtrate. Total cobalt 
is now in 600 c.c. beakers. 

Nearly neutralize with ammonia. Dilute to about 400 c.c. 
with water. Heat to 80° C. and pass H 2 S through for twenty 
minutes or until, precipitate separates out distinctly. Remove 
and let settle for at least one-half hour. Filter on double 11 cm. 
filters into 600 c.c. beakers, washing precipitate with H 2 S wash 
(2 drops 1 : 1 HCl, 500 c.c. water, saturated with H 2 S). 

Precipitate contains M0S3 and other metals that are precipi- 
tated in acid solution. Ignite the sulphides at a low reddest 
heat in porcelain; weigh; extract with ammonia and filter; wash 
with filtered ammonia water and again weigh. Loss in weight 
is M 0 O 3 , of which 66f per cent is molybdenum. 

FiUrate from Svlphides . — Concentrate to about 50 c.c., add 
50 c.c. cone. HCl, then 1 gram KCIO 3 and concentrate to 30 c.c., 
keeping covered until ail fumes of chloric acid are gone to pre- 
vent loss by spraying. Dilute to 150 c.c., add 50 c.c. cone. 
HCl, and evaporate to 50 c.c. volume, to remove, entirely, the 
free chlorine. Finally, dilute to 300 c.c. with water, add ammonia 
until a faint cloud forms that will not stir out. Then add 20 c.c. 
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and 10 c.c. of ammonium acetate to the 1 gram and 500 mgs. 
weights respectively. (2 c.c. = 1 gram ammonium acetate.)* 

Put on Argand burner stove and allow them to boil for about 
two minutes. Remove from fire; allow acet&tes to settle; filter 
through double 15 cm. filters into 600 c.c. beakers that have 
been previously boiled out with dilute HCl. Wash precipitate 
fifteen or twenty times with acetate wash. Set aside filtrates. 
Dissolve precipitate in 50 c.c. HCl (1 : 1) by heating and pouring 
back and forth several times, then washing filter free of iron 
with 1 : 10 HCl wash. Make a second basic acetate separation, 
using 15 c.c. and 8 c.c. of ammonium acetate respectively for 
the 1 gram and 500 mgs. weights. Filter into 600 c.c. beakers 
and wash as before. 

The C&mhined Acetate Filtrates . — If these filtrates contain 
much cobalt they will be pink. Heat to boiling; make faintly 
ammoniacal; add 5 c.c. of 1 : 1 ammonia in excess and last of 
all 50 c.c. saturated solution of microcosmic salt. Stir vigorously, 
otherwise bumping may break beakers. A blue precipitate 
forms which continuous stirring changes to a crystalline grape- 
colored precipitate that settles rapidly, leaving a water-white 
supernatant liquid. Filter on 11 cm. filters into clean liter 
beakers, washing precipitates with water containing 4 c.c, 
ammonium acetate, until free of chlorides, testing a few drops 
of the acidulated washings with silver nitrate solution. Bum 
off precipitates in weighed platinum crucibles over low flame 
at first, then increase to bright red heat; br&,k up lumps with 
a nichrome or platinum rod. Cool, and weigh a,s cobalt, nickel, 
and manganese pyrophosphates and a little Si02 (C). Deter- 
mine manganese in a separate portion by sodium arsenite titra- 
tion, calculate to Mn 2 P 207 and deduct. Dissolve contents of 
crucibles with (1 : 1) HCl; filter; wash with 1 ; 10 HCl, then 
with water; bum and weigh small amount of silica and deduct 
from (C). The remainder is C02P2O7, of which 40.39 per cent 
is Co. 

The filtrates and washings from the phosphates of Co, Ni, 
and Mn usually contain a little Co and most of the Ni, etc., 
which are removed by saturation with H 2 S in hot solution as 
follows: Heat the latter to 70® or 80® C., pass H 2 S through for 

* Uae an ammonium acetate solution that has been made neutral, or very 
'faintly alkaline with ammonia. 
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about thirty minutes. Black CoS and NiS are precipitated. 
Filter on double 11 cm. filters and wash about fifty times or 
until free of salts with water containing 2 grams anmionium 
acetate and saturatled with H 2 S. Bum off and weigh as CoO, 
of which 78.66 per cent is Co. Add this cobalt to that found from 
phosphate precipitation to ^t total cobalt. Deduct the Ni 
found on a separate portion. 

The gravimetric method for cobalt powders and ferro-cobalt 
is the same as in Co steels except that but 0.5 gram is taken 
for the Co deteitnination. 


Volumetric Method for Cobalt in Steel 
(Preliminary Remarks) 

Cobalt cannot be titrated quantitatively with KCN, exactly, 
as nickel owing to interfering reactions that take place. If the 
attempt is made to titrate cobalt alone with cyanide and silver 
a black precipitate forms that obscures the end-point. This is 
due to the formation of silver cobaltic-oxide. 

The author, after several months of experimenting, found that 
by the use of tartaric acid and by always having not less than 
1 gram of iron in solution per 0.1 gram of Co and by strict 
adherence to the following details, titrations, even up to 100 mgs. 
of cobalt, can be made with accuracy. Dissolve 0.8 gram and 
1.0 gram of the steel in 40 c.c. of 1 : 3 sulphuric acid; add 15 c.c. 
of 1.20 nitric acid and digest the steel, if tungsten be present, 
until the latter is bright yellow; cool; add 12 grams of tartaric 
acid; dilute to 100 c.c.; add 90 c.c. of 1 : 1 ammonia; drop in a 
piece of litmus paper and then drop in 1 : 3 sulphuric acid from 
a burette with great care, until the litmus paper just turns 
from a blue to a red; then add exactly 4 c.c. of 1 : 1 ammonia 
in excess and no more, before titration with KCN. 

The author uses c.p. cobalt powder for standardizations. 
Its purity can be checked by the phosphate method as given 
for steels. Nickel in cobalt steels and metals is determined by 
Brunck^s method. 

It is extremely important to have the excess of ammonia in 
all tests and standardization mixtures as nearly alike as possible. 
Varying amounts of free ammonia cause discordant resultSi 
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apparently to a much greater degree than in the similar titration 
for nickel. 


Volumetric Determination of Cobalt in Steels Containing 
Cobalt with or without Tungsten, Chromium, Vana- 
dium AND Molybdenum 

Nickel and copper interfere and must be removed before any 
attempt is made to titrate the Co, or determined on .separate 
portions and deducted. 

Weigh 1 gram and 800 mgs. of sample, 50 mgs. and 40 mgs. of 
c.p. cobalt along with 1 gram and 800 mgs. of cobalt, nickel, and 
copper-free steel for standards, and 1 gram of the same non- 
cobalt steel, alone, for a blank test, into 600 c.c. beakers with 
cover glasses. Add 40 c.c. H 2 SO 4 (1:3) to each, and when 
most of action is over, place tests on Argand burner stove * over 
low flames and heat until all soluble material is dissolved; about 
one-half hour is required. With beakers kept covered, intro- 
duce 15 c.c. HNO 3 (1.20) through the lips of the beakers; con- 
tinue heating until all red fumes are driven off (fifteen minutes 
required). Remove teats from stove, rinse cover glasses and 
sides of beakers with cold water, bringing volume of each to 
about 100 c.c. Add 12 grams of powdered tartaric acid to each 
and stir until dissolved. Add an excess of ammonia or about 
90 c.c. of 1 : 1 ammonia; cool and proceed with the neutralization 
as described under “Preliminary Remarks.” Place beakers in 
pans containing cold water so as to bring the tests down to room 
temperature. 


SOLUTIONS 

Cyanide 9 grama KCN 2000 c.c. HjO 

2 grama KOH 1 c.c. ^about 0.00067 —0.00069 gram of cobalt 

Silver nitrate .... 1.60 gram AgNOi 
260 c.c. HiO 

Potassium iodide. . . 60 grams KI 
260 c.c. H«0 


•See page 
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Add €d[actly 4 c.o. ammonia (1 : 1) to each neutral test solu> 
tion before beginning to titrate. It is very important that the 
excess of ammonia be the same for standards and tests. (See 
Preliminary Remarks.) 

Add 2 c.c. KI solution, then exactly 2 c.c. AgNOa solution, 
which produce quite a turbidity. Stir and add KCN solution 
rapidly at first and slowly toward the end until the cloud just 
disappears. Record time at that moment and let stand six 
minutes. Record readings of “Silver” and “Cyanide” burettes. 

At the end of six minutes clear up the newly formed cloud, 
slowly, with cyanide and add the amount thus used to that 
already consumed. Titration is now finished. Disregard any 
subsequent clouds that are almost certain to form. Titration of 
1 gram of a non-cobalt steel, to get the relation between cyanide 
and silver, is the next step and is as follows: After dropping 
in the 2 c.c. of KI (from small pipette or graduate) and 2 c.c. 
AgNOa from burette, clear up carefully and slowly with KCN 
solution and record readings. Since all steel contains at least a 
trace of copper or nickel, this titration is made in order to elimi- 
nate any interference from this cause. This having been done, 
add 10 c.c. KCN solution, then carefully bring on a faint cloud 
with AgNOa solution, just clearing with a drop or two of KCN 
to be sure of no appreciable excess. This titration gives the 
relative comparison of cyanide and silver solutions, showing that 
1.1 c.c. of KCN equal 1.0 c.c. of AgNOa. 

The calculations are the same as in the similar method for 
nickel, page 227. Deduct any nickel found on a separate portion 
by Brunck’s method or the modified form of it. It is quite 
unlikely that appreciable amounts of nickel will be found in 
cobalt steels. The same can be said of copper, although the 
latter can be removed beforehand by HaS. 

Standardizations and Calculations . — Determine the blank first. 
Add 2 c.c. KI solution, then 2 c.c. AgNOa solution. Add KCN 
solution, drop by drop, until white cloud of Agl disappears. 
Take burette rea^gs for silver and cyanide solutions; then add 
a known amount of cyanide, about 10 c.c., and titrate to a faint 
cloud with silver nitrate. Calculate silver nitrate in terms of 
cyanide, e.g., 

11.1 c.c. KCN = 10.1 c.c. AgNOa. 

1 c.c. AgNOa *1.1 c.c. KCN. 
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Standard mixtures: 

(1) 30 mgs., C. P. cobalt and 800 mgs. high-speed steel. 

(2) 50 mgs. C. P. cobalt and 1 gm. * high-speed steel. 

(3) 80 mgs. C. P. cobalt and 1 gm. high-speed steel. 

(4) Blank, no cobalt added and 1 gm. high-speed steel. 

Put the above mixtures through all of the foregoing operations 
until the point of titration; then add 2 c.c. KI solution, also 
exactly 2 c.c. AgNOa; then with constant stirring drop in KCN 
solution until the cloud disappears. Record first and last read- 
ings of burettes. Note the time. Wait exactly six minutes, 
then read the KCN burette and clear up the second cloud 
cautiously. Take reading and add it to former KCN reading. 
Deduct (2.0 X 1.1) c.c. from the total KCN reading; the remain- 
der represents KCN consumed by the cobalt. 

EXAMPLE 


0.050 gm. metallic cobalt used, which contains 07.21 per cent Co. 


KCN to clear first cloud. 

KCN to clear second cloud. 

AgNOt 

0.0 

71.2 

14.0 

69.9 

73.9 

16.0 

69.9 

2.7 

2.0 

2.7 


XI. 1 

72.6 

-2.2 


2.2 


70.4 = 0.06 gm.XO. 972 gm. Co-0.0486 gm. Co., or 1 c.c. KCN 
-0.0006004 gm. cobalt 

Titrate sample in exactly the same way as the standard mixtures. Since 
800 mgs. weights have a general tendency to go lower than 1 gm. weights for 
reason stated in the introduction, use the higher factor on those weights, vis.: 

30 mgs. standard +800 mgs. steel 
1 c.c. KCN -0.000704 gm. cobalt 


50 mgs. standard+1 gm. steel 
1 c.c. KCN -0.0006004 gm. cobalt 
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800 mgs. sSbple required 40.4 o.c. KCN. Therefore the steel oontained 
49.4X0.000704 mg. Co or 0.03477 mg. Co. Hence per cent cobalt in sample 
equals 0.03477 -t*0.8X 100, or 4.35 per cent cobalt. 

1 gm. sample required 63.0 c.o. KCN. Therefore the steel contained 
63.0X0.0006004 gm. Co, or 0.04349 gm. Co, or 4.35 per cent cobalt. 

c 

Nickel in Cobalt Steels 

Weigh 1 gram and 0.9 gram of sample into 400 c.c. beakers. 
Dissolve in 25 c.c. H 2 SO (1:3) over moderate flame. Oxidize 
with 10 c.c. HNO 3 (1 . 20); cool; add 5 grams citric acid per 
gram sample taken. Make slightly ammoniacal ; dilute to 300 c.c. ; 
add 20 c.c. of a 2 per cent alcoholic solution of dimethylglyoxime; 
let stand two hours; filter on double 11 cm. filters; wash about 
twenty-five times with dimethyl wash (10 c.c. of 2 per cent 
dimethyl to 500 c.c. water). Dissolve by passing 25 c.c. 1 . 20 
HNO 3 (cold) back and forth on the filter. Wash about forty 
times with nitric wash (10 c.c. 1 . 20 HNO 3 to 500 c.c. water). 
Make filtrate ammoniacal and repeat dimethyl precipitation to 
remove cobalt which is carried out with nickel in considerable 
quantity. Filter and wash as above. The precipitate should be 
bulky and of a brick-red appearance. If not, make a third pre- 
cipitation to insure complete removal of cobalt.* 

Volume of dissolved precipitate should be about 100 c.c. 
Boil about ten minutes. Add 15 c.c. H 2 SO 4 (1:3); cool; add 
2 grams citric acid; make slightly ammoniacal, volume about 
200 C.C.; titrate at ordinary room temperature in usual manner 
for nickel titration in plain nickel steel by the KCN method; 
calculate per cent nickel in sample. 

When nickel is present along with cobalt in steels, run nickel 
standards in the same manner as described for cobalt standards, 
i.e., clearing up of first cloud after waiting six minutes. Per cent 
nickel having been determined by separate operation, calculate 
number of c.c. used for nickel by dividing amount of nickel 
found by the nickel value of the cyanide solution standardized 
as above; deduct from total KCN used by the cobalt plus nickel 
and calculate cobalt by multiplying the remaining c.c by the 
cobalt value of the solution. 

* A filtrate at this point, free from brown color, indicates the complete 
removal of the cobalt from the red nickel precipitate. 
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STANDARDIZATION OP KCN SOLUTION WITH NICKEL AMMO- 
NIUM SULPHATE, FOR COBALT NICKEL STEEIB 


200 mgs. Ni. Am. Sulphate: 800 mgs. High Speed Steel 

KCN 0 .ilear lint cloud. 

KCN to clear sc >nd cI.>uJ. 

AgNO^ 

19.3 

68.0 • 

48.0 

51.6 

68.4 

^ 60.0 

— 


- 

32.3 

0.4 

2.0 

.4 


XI. 1 

32.7 


2.2 

2.2 



30.5 




0.0146 gm. of Ni in 0.100 gram of Ni. Am. sulphate 
0.0140 gm.X2 +30.6 =0.000957, or 
1 C.C. KCN solution equals 0.000957 gm. nickel 
340 mgs. Ni. Am. Sulphate. ' 1 gm. High Speed Steel. 


KCN 

KCN 

AgNOi 

1.2 

78.6 

52.0 

54.0 

80.6 

54.0 

— 

— 

. ... 

62 dB 
+2.0 

54.8 

2.2 

52.6 

2.0 

2.0 


0.0146X3.4+52.6 equals 0.0009437, or 
1 c.c. KCN solution equals 0.0009487 gm. nickel, 

CALCULATIONS FOR COBALT IN C3BALT NICKEL STEELS 
Sample 800 mgs. 



1st titration. 

2d titration. 

AgNOi 

KCN 

KCN required to clear aecond dovd 
which formed after dx minutea. 

54.0 

0.2 

1.0 

66.0 

78.4 

6.7 

— 

— - 

— 

2.0 

78.2 

4.7 

4.7 


82.9 

2.2 



80.7 

27.45 



68.26 
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Cobalt and^dcel required 80.7 c.o. KCN in 0.8 gram of sample. Since 
3.26 per cent nickel was found by i^arate determination, therefore 0.0326 X 
0.8-0.02608 gram nickel, which divide by 0.00095-27.45, or 27.45 c.c. of 
KCN to be deducted fron the total, or 80.7 c.c. This gives 80.7 -27.45, 
or 63.25 c.c. of KCN used by cobalt alone. 53.25 X0.00068 X 100 +0.8 - 4.52 
per cent Co. ^ 

Sample 1 gm. 

1st titration. 2d titration. 


AgNOi 

KCN 

KCN requirod to clear the second cloud 
which forms after six minutes. 

56.0 

0.6 

57.0 

58.0 

99.0 

62.2 

— 

— 



2.0 

98.4 

5.2 


5.2 


103.4 . 

2.2 

101.2 

34.3 

66.9 

Cobalt and nickel required 101.2 c.c. of KCN for 1 gm. sample. Since 
3.26 per cent nickel was found by separate determination, therefore 0.0326 X 
1.0 +0.00095 =34.31. 101.2 -34.3 =66.9 or KCN used by cobalt alone. 
66.9X0.00068 + 1 X 100 =4.55 per cent cobalt. 


The DETERMiNfaTioN OF Small Amounts op Nickel in 
THE Presence of Large Per Cents of Cobalt 

Dissolve 1 or more grams of the cobalt in 40 c.c. of 1.20 nitric 
acid; add 15 c.c. of 1 : 3 H 2 SO 4 ; boil off nitrous fumes; cool; 
add 5 grams of citric acid per gram of cobalt taken; add a slight 
excess of ammonia. Cool and add 20 c.c. of a 2 per cent solution 
of the dimethylglyoxime in 95 per cent alcohol for every gram 
of metallic cobalt present. Let the cold solution stand for at 
least one hour; filter put the precipitate of the nickel compound 
which owing to contamination with Co may not have its true 
scarlet color. It is washed with ^‘dimethyl” wash consisting 
of 10 c.c. of the dimethyl solution diluted with 500 c.c. of water, 
and is redissolved in 25 c.c. of 1.20 nitric acid, and reprecipitated 
as before. The now scarlet precipitate is washed as at first; 
dissolved; 15 c.c. of 1 : 3 sulphuric acid are added to the solution 
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which is then boiled fifteen minutes. Five grams of citric acid 
are added and the nickel is titrated with cyanide and “silver” 
as in steels. This method should also answer for the separation 
of small amounts of nickel from large amounts of elements, like 
manganese and chromium, whi^h give very dark fluids when 
held in ammoniacal solution by ammonium citrate. In this way 
large weights of these elements could be taken as in the case of 
the Co. 

The Testing op Nickel for Small Amounts of Cobalt 

Dissolve 4 or 5 grams of the nickel millings in 1.20 nitric acid, 
using 10 c.c. of the acid for every gram of the sample taken. 
Boil off the red fumes; dilute to 20 c.c.; add ammonia until a 
slight precipitate forms that does not dissolve on long stirring, 
if iron or aluminum be present; if neither of these elements are 
in the solution then add the ammonia until a piece of litmus 
paper floating in the solution just turns blue. Now add acetic 
acid (1 part of glicial acetic acid diluted with an equal volume of 
water) until the precipitate just dissolves, or the litmus turns to 
red, or the solution smells of a slight excess of acetic acid; add an 
excess of 10 c.c. of the acetic acid; dilute the solution to 400 c.c. 
and add 25 grams of potassium nitrite when, after a few minutes, 
the solution will begin to cloud with a precipitate of the tri- 
potassium cobaltic nitrite. If the percent^e of Co present is 
very small, being less than 0.1 per cent, then the precipitate will 
appear yellow only after the lapse of an hour or two. If there be 
from 0.3 to 0.5 per cent of Co in the sample then the cobalt will 
quickly form in a bright yellow powder, and slowly settle to the 
bottom of the beaker. After standing twelve hours the pre- 
cipitate is filtered off and washed with 25 grams of potassium 
nitrite dissolved in 300 c.q. of water and made slightly acid with 
acetic acid. The precipitate should be mixed with some finely 
divided filter pulp before filtering. Wash it until the washings 
no longer give any color with a solution of dimethylglyoxime. 

The yellow precipitate is then dissolved in 40 c.c. of hot 1 : 1 
HNO 3 and the filter is thoroughly washed with the acid. The 
filtrate and washings are made slightly ammoniacal and 20 c.c. 
of “dimethyl” are added to each test. This gives a brown color 
whose depth is proportional to the cobalt present and is com- 
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pared with iLnown amounts of cobalt ammonium sulphate put 
through all of the above operations. The color is almost exactly 
the same shade as that obtained in the color carbon test in 
steels. 

If, when the yellow cobal^ precipitate is washed with the 
above nitrite wash, it is found that the nickel is very difficult to 
remove, the yellow precipitate can be redissolved, reprecipitated, 
and washed again. This treatment should remove the nickel to 
the extent that the cobaltic-nitrite can be readily washed free 
of nickel test with the ‘Mimethyr* wash. 

The above procedure constitutes a very delicate qualitative 
test for cobalt in the presence of nickel. Less than 0.100 per cent 
of Co can be readily detected in 5 grams of nickel. The operator 
should be careful to carry out either the qualitative or the 
quantitative precipitation exactly, as described for the quanti- 
tative method, as there are conditions which cause the cobalt 
to precipitate very slowly and imperfectly. If, when the nitric 
acid solution of the yellow precipitate is made ammoniacal, 
prior to the addition of the ‘^dimethyP^ to obtain the brown 
color, a precipitate of iron appears, this iron must be removed 
as iron also gives a color with this reagent. Make a basic acetate 
separation of the iron, in the usual way, in a volume of 100 c.c. 
Make a second basic acetate separation of the iron and combine 
the two filtrates and washings from the basic acetate precipi- 
tations; make ami;9oniacal; add the ^^dimethyl" and compare 
with the standard similarly treated, consisting of 0.2 gram of 
cobalt ammonium sulphate put through all of the above opera- 
tions. 


ANALYSIS FOUND 



Per Cent. 


Per Cent 


0.600 

Silicon 

0.28 

Nickpl 

08.400 

Manganese 

Trace 

jfQn 

0.60 

Ck>pper 

0.12 




Elbctbolytic Method for Cobalt and Nickel in FERito- 
. Cobalt and in Cobalt Powder 

The following method is used by one large European concern 
for the valuation of their product: 20 grams are dissolved in 
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moderately cone, nitric acid. Any insoluble matter is fused with 
KHSO 4 and the fusion is dissolved in diluted H 2 SO 4 (1:3), 
added to the main solution and then all is transferred to a liter 
volumetric flask, diluted to mark and mi}?ed well by repeatedly 
inverting the flask; 25 c.c. of this solution are accurately measured 
from a 50 c.c. burette that has b4en rinsed three times with some 
of the liter solution. These 25 c.c. are evaporated to thick 
fumes with H 2 SO 4 ; diluted to 350 c.c. with water; and the 
copper is precipitated with H 2 S. The CU 2 S is filtered out and 
washed with H 2 S water containing a drop of H 2 SO 4 in 600 c.c. 
The filtrate and washings from the CU 2 S are evaporated low, 
in a casserole; 5 c.c. cone. HNO3 are added and 75 c.c. of cone. 
HCl; heated with lid on until all red fumes are gone; the lid 
is removed and evaporation to 10 c.c. follows. Dilute to 360 c.c. ; 
make a double basic acetate separation of the iron as in gravi- 
metric method; add 2 c.c. of acetate per 100 mgs. of cobalt 
present; filter off any iron acetate, wash with acetate water. To 
filtrate and washings add 35 c.c. H 2 SO 4 of 30° B6. and evapo- 
rate to fumes; take up with water and add 2 grams of sodium 
sulphite, also about 40 c.c. of ammonia of about 0.96 sp. gr. The 
strongly ammoniacal solution should now be about 100 c.c, 
volume. Electrolyze this solution in the cold with a current of 
0.3 to 0,4 amp. and 6 volts for about six hours, using a platinum 
spiral and a gauze electrode of platinum. Weigh as cobalt plus 
nickel. 

Determination op the Nickel 

One hundred c.c. of the liter solution are neutralized with 
KOH and KCN is added until the precipitate that forms is 
dissolved. Add an excess of KOH; add bromine water until a 
yellow color is obtained; and allow the precipitate to settle for 
one hour. The black precipitate of nickel oxide which still 
contains a little cobalt is filtered, washed with KOH water and 
redissolved in HCl containing bromine water. This Ni is then 
reprecipitated as before, redissolved and the solution is electro- 
lyzed for nickel, as in the case of the Co. The nickel is then 
dissolved off the electrode with HNO 3 . The nitric solution can 
be titrated with KCN. 

Or precipitate the solution of the deposited nickel with a 
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1 per cent^alcoholic solution of dimethylglMdme at 50^ jC. in 
excess of ammonia. Dry the precipitate \o constant weight at 
120®. The nickel is then deducted from the cobalt plus nickel 
determined from thi 25 c.c. by electrolysis^ and the cobalt 
obtained by difference. 

The Method Given in Detail for the Determination of 
Cobalt and Nickel by Electrolysis as Used by the 
Author 

For cobalt powder, cube or ferro-cobalt containing 70 per cent 
or more of Co, dissolve 0.2 gram (and 0.3 gram for a check) in 
35 c.c. of 1 : 3 sulphuric acid, using 600 c.c. beakers. When the 
action is over, oxidize any iron by the addition of 10 c.c. of 1.20 
nitric acid; boil down to 15 c.c.; add 50 c.c. of water and boil 
again to 15 c.c.; cool; make the basic acetate separation of the 
iron in the same way as described under ferro-manganese, page 
244. Add 2 c.c. of the slightly ammoniacal ammonium acetate 
solution for each 100 mgs. of cobalt present. Filter out the 
acetate of iron; redissolve it and repeat the basic acetate separa- 
tion. The combined filtrates from the two basic acetate separa- 
tions are acidulated with 10 c.c. of H 2 SO 4 and evaporated to 
200 c.c. Ammonia is added until the solution takes on the 
faintest excess of ammonia. Then 100 c.c. more of 1 : 1 ammonia 
are dropped in and 2 grams of sodium sulphite. The solutions are 
transferred to 400 c.c. beakers and electrolyzed with a current of 
0.45 ampere and 3.2 volts until the pinkish solution is entirely 
colorless. The electrolysis is conducted in pairs. The current 
is turned on and allowed to run all night. 

The beakers are arranged so that they can be lowered away 
from the electrodes when the deposition of the cobalt is coip- 
pleted. The electrodes are rinsed off with distilled water; and 
another beaker is slipped under them and raised and lowered 
with the electrodes dipping in the water; a second an4 third 
beaker of water are also used to wash the electrodes as many 
more times. The cathode is then dried in an air bath at 100® C. 
for forty-five minutes; cooled; and weighed. It is again washed; 
dried; cooled; and weighed. The final weight less the weight 
of the cathode, taken before the analysis, equals the weight of 
the cobalt, and any nickel present. The author has found nickel' 
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from traces to 3?er cent in'fevery case thus far, of cobalt of 
commerce. 

Fig. 32 shows an arrangement of electric lamps whereby 
the amperage can be varied from 0.225 lo 0.9 ampere, and 
from which, with a 220-volt cyrcuit, an electromotive force 
of 3.2 volts can be obtained. At the points marked 16 c.p., 16 
candle-power lamps are placed in the circuit. A 32-c. p. lamp is 
put in the socket so marked. With one 16-c.p. lamp burning 



Sketch No. 32. 


the current is 0.225 ampere; with two such in action the 
amperage is 0.45 and so on. With the 32-c. p. lamp the current 
is 0.45. With all three lamps the amperage is the sum total, 
or 0.9. The voltage on the main is 220. This group of lights 
can be arranged on a board 8 by 10 inches. One such group is 
of course needed for each determination. To determine which is 
anode and which is cathode, close the switch, wet a piece of 
turmeric paper and touch the ends marked ^^anode'’ and ^^cathode” 



388 THE ELECTROLYTIC METHOD FOB COBALT 

to the pai^r, when the end which is cathode, or negative, will 
stain the turmeric red. 

The solution from which the Co and Ni have b^n deposited, 
is saturated with 1^28, and any small amount of black sulphide 
that separates out is filtered out; washed with H2S water; 
ignited in a porcelain crucible at a low red heat; weighed as CoO; 
multiplied by the factor 0.7866 to convert it to the equivalent 
of metallic and added to the total of Co plus nickel found 
on the cathode. The cathode is then placed in hydrochloric 
acid, which quickly dissolves off the Co and Ni. The cathode is 
removed and rinsed thoroughly. To the solution and rinsings are 
added the solution of the small amount of the oxide which has 
meanwhile been dissolved in a little aqua regia. Make the 
total solution ammoniacal and precipitate the nickel out of the 
hot solution with 20 c.c. of the 2 per cent solution of dimeth3ri- 
glyoxime in alcohol. The red precipitate is dissolved in nitric 
acid; reprecipitated as before; washed with dilute nitric ftcid 
water; and finished by the ordinary titration with KCN and 
silver nitrate. The milligrams of metallic nickel so found are 
deducted from the total of Co and Ni found by the electrolysis 
plus any recovered by H2S, giving the cobalt by difference. If 
the operator wishes to guard against the presence of copper, H2S 
should be passed through the solution of the total cobalt plus 
nickel before adding the dimethyl. Any sulphides so precipi- 
tated are filtered 9ut; washed and titrated with KCN for copper 
as in steels. The filtrate and washings from the copper are 
evaporated low; oxidized with nitric acid; and then the nickel 
is obtained with the dimethyl, as described. If the operator 
wishes, the nickel can be gotten on a separate portion as described 
under the determination of nickel in metallic cobalt. 

The cylindrical cathode and disc anode of platinum are the 
most convenient form of electrodes for this work. One can use 
also a platinum dish for the cathode, suspending in the fluid in 
the dish any convenient form of platinum anode. 

Phosphorus^ sulphur, and silicon can be determined in metallic 
cobalt as in plain carbon steels. In all of the samples that the 
author has analyzed, at least, very accurate results for sulphur 
were obtained by the ordinary evolution method. These results 
were checked by gravimetric results obtained by the same method 
as recommended for sulphur in tungsten powder by fusing with 
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a mixture of sodium carbonate and sodium peroxide. (See 
page 80.) The method given on page 122 should give accurate 
results. 

Manganese in High Percentage Cobalt Steel and 
Metallic Cobalt 

Dissolve 0.100 and 0.05 gram of steel, cobalt powder, or ferro- 
cobalt in 20 c.c. of cone. HCl diluted with 10 c.c. water. Dilute 
to 50 c.c. and neutralize with ammonia. Redissolve the hydrox- 
ides in glacial acetic acid. Avoid much excess of acetic acid. 
Dilute to 100 c.c. with water and pass H 2 S in the cold to remove 
the main portion of the cobalt. Filter oflF cobalt sulphide, wash 
it fifty times with H 2 S water, evaporate filtrate and washings in a 
casserole to 20 c.c.; cool; add 100 c.c. cone, nitric acid; heat with 
cover on until all red fumes are gone; remove cover and ©vapo^ 
rate to 25 c.c. Dilute to 50 c.c. with water and evaporate again 
to 25 c.c. Transfer to 10X1 inch test tubes and finiah as in 
plain carbon steel, c The bulk of the cobalt is removed only 
because it gives such a strong pink in nitric solution that the 
operator cannot get an end-point when titrating with arsenious 
acid as in steels. Steels containing 5 per cent Co do not interfere 
in this way, but if the percentage of Co runs much higher, the 
cobalt must be removed before titration. 

Cobalt steels containing much chromium and tungsten should 
be dissolved in 20 c.c. of 1 i 3 H 2 SO 4 and oxidized with 15 c.c. 
1 : 20 nitric acid; boi^ down to 10 c.c.; filter off tungsten; wash 
with dilute H 2 SO 4 ; neutralize with ammonia; acidulate with 
acetic acid and proceed as above. This removal of cobalt is 
only necessary in very high percentages, at least 10 per cent 
cobalt. 
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Bar cobalt 

94.40 

2.59 

1.25 

1.17 

0.31 

0.031 

0.21 

0.016 

Lump cobalt 

98.56 

0.80 

0.48 


0.30 

0.017 

0.20 

0.017 

Powder 

96.61 

1.87 

0.70 


0.26 

0.157 

0.26 

0.012 

Cubes 

97.56 

2.10 

0.35 


0.08 

0.022 

0.08 

0.022 

Ferro-cobalt 

75.25 

0.60 

21.49 

1.90 

0.77 

0.014 

0.08 

Q.OlO 
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, /I 

When neutralizing with ammonia, prior to adding the excess 
of acetic acid, do not completely precipitate ^he iron, etc., but 
just add enough ammonia to produce a slight permanent pre- 
cipitate. Then redissolve the latter in acetic acid as directed. 

Stellite. — Cobalt, Molybdfnum, Iron, Manganese, Chromium. 

Dissolve 1 gram and 800 mgs. in 30 c.c. cone. HCl and 30 c.c. 
cone, nitric acid; evaporate to 20 c.c.; add 100 c.c. cone, nitric 
acid and evaporate to dryness, but do not ignite, as cobalt may 
become insoluble. Dissolve in 50 c.c. cone. HCl; evaporate to 
20 C.C.; transfer to 1000 c.c. boiling flask; and dilute to 200 c.c. 
Peroxidize; add Na202 until black precipitate forms and tends to 
settle; add 10 grams more of peroxide and 10 grams Na 2 C 03 ; 
bring just to boil; continue to boil ten minutes; cool; filter on 
double 15 cm. papers and wash with peroxide water. 

.Redissolve the black precipitate in 60 c.c. 1 : 1 HCl; and per- 
oxidize again as before and so on until filtrates arc free of yellow 
color. Three peroxidations are sufficient. Residue on filter is 
cobalt and iron. Dissolve off filter as before; filters are washed. 
Ash the filters and extract any remaining cobalt with 10 c.c. 
HCl and add to main cobalt and iron solution. Two basic 
acetate separations are made of this solution as in cobalt steel. 
Then finish filtrates by phosphate precipitation as in cobalt 
steels. The acetate of iron on the filter can be dissolved in 
HCl, reprecipitated and weighed; or titrated as in iron ore. 

Chromium is qbtained as in chromium ore, except that the iron 
and cobalt are filtered out and washed with sodium peroxide 
wash. Filtrate and washings are boiled for twenty minutes to 
remove H 2 O 2 and titrated with ferrous ammonium sulphate as in 
chrome ore. 

Molybdenum is gotten from a separate portion, dissolving 
in the same mixture as in cobalt steel. The molybdenum is 
then precipitated as in steel with H 2 S. 
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60.80 

Iron 

Molybdenum 

24.10 

Silicon 

Chromium 

13.20 

Phosphorus. 

Manganese 

0.65 


Per Cent. 


0.62 

0.27 

0.02 
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Manganese is determined as in cobalt steel, removing most of 
the cobalt with H 2 S. 

Silicon is found by fuming with sulphuric acid, as in chrome 
steel. • 

Oxygen and Salts (Sodium Chloride, etc.) in 
Metallic Cobalt 

The oxygen is determined on the finely powdered sample as in 
tungsten (see page 81). 

SaUe other than cohalt salts are determined by extracting the 
finely divided sample by boiling it in distilled water in a platinum 
dish until the decanted extract no longer leaves a residue on 
evaporation. The extract is decanted through a filter. The 
combined extracts are dried at 120° C. and weighed. The 
extract is then dissolved in water and a little HCl, if necessary; 
made very faintly ammoniacal and saturated with H 2 S. Any 
precipitate so obtained is filtered out; washed with H 2 S water; 
ignited in a porcelain crucible; weighed; and deducted from the 
weight of the extract dried at 120° C. The following is an 
analysis of an alleged c.p. metallic cobalt powder; Co, 95.46 per 
cent; Si, 0.01 per cent; C, 0.25 per cent; chlorides, other than 
cobalt salts, 1.89 per cent; O, 1.72 per cent. 



CHAPTER XV 


Part I 

THB DETERMINATION OF NITROGEN IN STEEL AND IRON 

A NUMBER of English and American chemists prefer to deter- 
mine the nitrogen in steel by dissolving it in 1 : 1 HCl. The 
nitrogen is supposed to exist in the steel as Fe 6 N 2 or Fe 4 N 2 and 
is converted into ammonia by evolved hydrogen. This ammonia 
then combines with the HCl to form ammonium chloride. This 
solution of iron chloride and ammonium chloride is poured into 
a flask of the style shown on page 332 but of 700 to 750 c.c. 
capacity. A double bored stopper is used in the flask. Through 
one hole is passed a long-stemmed separatory funnel whose tube 
just dips under the fluid in the flask when all of the solutions 
are in it. The other hole in the stopper is for a glass delivery 
tube, one end of which just passes through the stopper into the 
flask and the other end is connected with a glass condenser of 
the Liebig type. Before introducing the solution of the sample, 
12 grams of NaOH in 250 c.c. of water are put in the flask; the 
latter is connected with the condenser; and about half of the 
water is distilled off to remove any nitrogen that may be in 
the NaOH before the actual determination of that in the sample 
is begun. 

Having purified the NaOH from any nitrogen it may contain, 
as above, the 1 gram of sample, which has meanwhile been 
dissolved in 20 c.c. of 1 : 1 HCl is run slowly into the flask 
(which is first connected with the condenser) via the separatory 
funnel. When all of the solution of the steel is in the flask, 
it is given a whirling motion to mix thoroughly the HCl solution 
of the steel with the NaOH. The mixture is then brought to a 
boil, and the boiling is continued until the distillate which is 
received in Nessler tubes no longer gives the characteristic brown 
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color with Nessler solution.* The total distillate is then treated 
with 2 c.c. of the Nessler reagent per each 200 c.c. of distillate. 
The brown-colored solution so obtained is then matched against 
standard ammonium chloride which is made* by dissolving 0.0382 
gram of this salt in one liter volume of water. As ‘ammonium 
chloride contains 26.18 per cent of nitrogen, 0.0382 X0.2618 equals 
0.010 gram of nitrogen, hence 1 c.c. of the above standard is 
equivalent to 0.00001 gram of nitrogen. 

The most convenient way to make this comparison is as foL 
lows: Suppose that 200 c.c. of the distillate were obtained. This 
would then be treated with 2 c.c. of the Nessler solution and well 
mixed in a Nessler tube or other convenient comparison tube. 
Then place 200 c.c. of water in a duplicate comparison tube 
together With 2 c.c. of the Nessler solution. Next drop from a 
burette, with constant mixing, into this Nessler solution and 
water, some of the standard ammonium chloride until the colcr 
of this mixture just matches that of the distillate. Suppccs 
that the reading of the burette showed that it required an addi- 
tion of 35 c.c. of the ammonium chloride standard to produce in 
the imitation mixture a depth of color equal to that of the dis- 
tillate obtained from the steel; this gives the volume of the test 
as 202 c.c. and that of the standard as 237 c.c. As 35 c.c. of the 
standard solution of ammonium chloride were required then the 
distillate must contain 0.00035 X 202-:- 237 X 100 or 0.029 per 
cent nitrogen. A blank determination must be run including 
all of the chemicals and operations, and any mtrogen so obtained 
must be deducted from that iound in the steel. The accuracy 
of the manipulations can also be tested by putting a measured 
amount of the ammonium chloride standard solution through 
all of the operations, and any nitrogen found in excess of that 
added in the form of ammonium chloride should equal the blank 
determination. 

Ledebur prefers to determine nitrogen in iron or steel by dis- 
solving 10 grams of the sample in a flask similar to the one used 
in the foregoing method, using 120 c.c. of dilute sulphuric acid 
made by diluting 1 part of cone, sulphuric acid with 4 parts of 
water. When the sample is entirely dissolved, the flask A, 

• The reaction causing the brown wloration is explained by the following 
equation: 

2(2KI, HgI,)-|-NH,+3K0H-NHg2lH,0-f7XI+2Ha0. 
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Fig. 33, is connected to a duplicate flask E containing a little 
water. This second flask is in turn connected with a nitrogen 
bulb F approximating very closely to the Volhard nitrogen bulb. 
The Volhard bulb hAs a stopper through which the delivery tube 
from flask E passes. This delivery tube dips almost to the bottom 
of the nitrogen bulb in whicli is placed exactly 25 c.c. of N/10 
sulphuric acid. One hundred c.c. of water containing 40 grams 
of NaOH are poured through the separatory funnel into the 
solution of the steel in A. The mixture of hydroxide of iron and 
NaOH is boiled gently and at the same time a stream of air is 
drawn through the entire apparatus. The boiling and drawing 
of air is continued for an hour. By this time all of the 
ammonium sulphate formed from the nitrogen in the steel is 
supposed to have been converted into ammonia by the action of 
the NaOH and been drawn over into the N/10 sulphuric acid 
in the nitrogen bulb. The contents of the latter are then 
titrated with N/10 NaOH with a few drops of methyl orange for 
an indicator. The number of c.c. of the N/10 sulphuric acid 
found by this titration to have been neutralized by the ammonia 
coming from the nitrogen in the steel, is multiplied by the 
factor 0.001401 to find the part of a gram of nitrogen that 
existed in the 10 grams of steel. This method is to be commended 
by reason of the fact that a large sample can be taken, and it is 
not dependent on the operator’s skill in matching colors. 

Calculations . — The factor 1 c.c. of N/10 sulphuric acid equals 
0.001401 gram of hitrogen is obtained as follows: Since 1 c.c. of 
N/10 sulphuric acid contains 0.0049038 gram of 112804, and this 
acid unites with ammonium hydroxide according to the equation 
H 2 S 04 + 2 NH 40 H = (NH 4 ) 2 S 04 + 2 H 20 , we have the proportion 
given below: 

H2SO4 : 2N : : 1 c.c. N/10 H2SO4 : X 
or 

98.08 : 28.02 : ; 0.0049038 : X 
or 

0.0014009 gram of nitrogen 

Suppose it is found by titration of the 25 c.c. of H 2 SO 4 , after 
the absorption of the ammonia formed from the nitrogen in the 
steel, that only 23 c.c. of the N/10 NaOH are required to dis- 
charge the pink color given to the 25 c.c. of the N/10 H 8 SO 4 by 
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the methyl orange. This would mean that 25 c.c. less 23 c.c. or 
2 c.c. of the N/10 sulphuric acid had been neutralized by the 
ammonium hydroxide coming from the nitrogen in the steel and 
the blank. If there were no deduction for ft blank then the per- 
centage of nitrogen found would be 0.001401X2X100 divided by 
10 or 0.028 per cent nitrogen. * 

Nessler Solution. — Thirty-five grams of potassium iodide are 
dissolved in 200 c.c. of distilled water. To this KI is added a 



saturated solution of mercuric chloride until a faint precipitate 
is obtained. Kext add 160 grams of potassium hydroxide. Dilute 
to one liter and add more of the mercuric chloride solution until 
a small permanent precipitate of mercuric iodide forms and 
remains. This precipitate on settling should leave a pale yellow 
supernatant fluid which is supposed to become more sensitive 
with age. It gives a brownish yellow tint to small traces of 
ammonium or its salts in solution. If large quantities of ammo- 
nia are in solution the Nessler reagent produces a precipitate. 
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According to Braune when the nitrogen reaches 0.035 per cent 
in the high carbon steels it causes serious brittleness. 

It is very necessary in making nitrogen determinations to 
carry out the work i» a room free from all ammonia fumes. The 
work should be done in a place apart from the other laboratory 
work. In drawing air through ‘the train in the method described 
by Ledebur it would seem advisable to purify such air by passing 
it through a wash bottle containing some dilute sulphuric acid, 
before it enters the boiling flask. 

Apparatus of Ledebur for the Determination of 
Nitrogen in Steel 

In his Leitfaden fiir Eisenhiitten-Laboratorien, Ledebur uses 
the apparatus shown in Fig. 33. The steel is dissolved in A and 
the NaOH is introduced through B. The air is drawn through 
A and carrying the ammonia formed from the nitrogen in 
the steel through E over into the measured amount of N/10 
sulphuric acid in F where it is absorbed and determined as already 
described. 
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THE ANALYSIS OF GRAPHITE AND GRAPHITE CRUCIBLES 

The total carbon is determined by direct combustion in the 
electric furnace. The sample is reduced to sufficient fineness 
to pass through No. 11 bolting cloth. A hardened steel mortar 
is used v/ith a ball pestle. The chamber of the mortar is 3i inches 
deep by IJ inches in diameter. The total thickness of the steel 
block is 4 inches. The pestle fits, exactly, the bottom of the 
mortar. The material is pounded into this opening by striking 
on the end of the pestle with a hammer. It is then taken out 
and ground in an agate mortar to loosen the mass which is sifted 
through the bolting cloth. The portion that does not pass the 
cloth is put back into the steel mortar and hammered again, and 
so on until the sample all passes through the cloth. 

0.200 to 0.300 gram of sample is used, and it burns completely 
in oxygen in the electric furnace. Forty-five minutes elapse 
from the time the sample is put in the furnace until the absorp- 
tion apparatus is detached for the final weighing of the carbon 
dioxide formed. The weight of the CO 2 multiplied by 27.27 
and divided by the weight taken for analysis yields the exact 
carbon in the sample. 


Volatile Matter 

One gram of sample is burned in a platinum crucible with a 
slaw stream of oxygen passing in through a hole in the lid of the 
same. The lid is removed and the contents stirred with a nickel 
wire at intervals of about twenty minutes. The porcelain tube 
of a Rose crucible is used to conduct the oxygen through the 
hole in the platinum lid. When the contents of the crucible 
no longer lose weight the ignition is stopped. The total loss 
of weight less the weight of carbon by combustion equals the 
volatile matter other than carbon, such as water and sulphur. 
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A direct determination of water can also be made by igniting 
the substance in a stream of air, dried by passing it through a 
jar of phosphoric anhydride such as is used in the carbon com- 
bustion train. (See Fig. 7 (J), page 265.) The sample is put 
in a clay boat and heated to redness in a porcelain or quartz 
combustion tube.* In the ouflet end of the tube is attached, 
by means of a rubber stopper and glass tube, an absorption jar 
or U-tube, see fi, Fig. 1, page 85, containing phosphoric acid. 
The outlet of the absorption jar is guarded against the ingress 
of moisture by a calcium chloride tube closely filled with bits of 
stick caustic potash. The air is drawn through by a suction 
pump. At intervals of twenty miiiutes the heat is lowered, the 
passing of the air is stopped and the absorption jar is weighed. 
It is attached again, the heat raised to redness for another 
twenty minutes, and the weighing is again made as before, and 
so on until there is no more gain than is obtained by a blank 
test carried through in the same manner. The total increase 
in weight of the phosphoric anhydride less the blank is calculated 
to percentage as water. 

A blast lamp flame, or an electric muffle (see page 120), 
is used to expel the carbon, obtain the ignition loss, and the 
ash for analysis. The ash from the 1 gram taken for ignition 
loss is analyzed for its various constituents exactly as a clay. 
It is fused with a mixture of 10 grams of anhydrous carbonate 
of soda plus one gram of niter in a platinum crucible. The 
melt is dissolved ou\ with water in a platinum dish, using heat 
to hasten the solution. The water extraction is transferred 
to a No. 6 porcelain dish. The dish is covered with a watch 
glass, and 1 : 3 sulphuric acid is allowed to flow down the under 
side of the lid until 125 c.c. in all have been slowly added. The 
acidulated fusion is stirred cautiously with a glass rod extending 
under the cover. The solution is heated until all effervescence is 
over. The under side of the cover is rinsed off, the washings 
flowing into the dish. The contents of the latter are then evap- 
orated to thick fumes of sulphuric anhydride; cool; add enough 
water to dissolve the sulphates, heating for about twenty minutes. 
Cool again. Add paper pulp. Filter and wash with 1 : 10 sul- 

* The apparatus shown in Photo No. 1, page 83, or Fig. 1 on page 86, 
omitting the pyrogallic solution, and passing air or oxygen through the 
apparatus instead of hydrogen, can be used for this determination. 
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phuric acid. Wash sixty times, allowing each washing to drain 
off before the next one is added. The residue on the. filter is burned 
at lowest possible heat until pure white, ^^he heat is then raised 
to blast for ten minutes. The crucible is cooled in a desiccator 
and weighed. The contents are blasted again, or until no further 
loss occurs. A few drops of sulphuric acid are added, the cru- 
cible is filled to about two-thifds its capacity with hydrofluoric 
acid and evaporation in a good draft to fumes of sulphuric acid 
follows^ The sulphuric acid is driven off, the crucible is heated 
to bright red and weighed again. The loss of weight is the silica, 
which multiplied by 100 and divided by the weight taken jdelds 
the percentage of the latter oxide.* 

The filtrate from the silica is passed through the reductor 
(page 365) and titrated for iron with potassium permanganate to 
first pink that lasts for a few seconds. The iron is calculated to 
oxide. 

If alumina is also wanted, the filtrate from the silica is first 
precipitated in a No. 7 porcelain dish in about a 600 c.c. volume 
with the faintest possible excess of ammonia water which has 
been filtered free of any sediment or scales of glass. When the 
solution is faintly ammoniacal it is boiled, cooled, and ashless 
paper pulp added in sufficient quantity to secure rapid filtration 
and washing. The aluminum and iron hydroxides are washed 
free from sulphates with ammonium nitrate water. The wash- 
ings are tested with barium chloride, anc^ when no milkiness 
forms in the former on addition of the chloride, the precipitate 
is given ten more washings. The filter and precipitate are burned 
cautiously in a weighed platinum crucible after first drying out 
some of the excessive amount of water held by the pulp. The 
paper pulp is roasted out and the ash ignited to a constant weight 
with a blast lamp. The precipitate is calculated as alumina plus 
oxide of iron. All of the phosphorus present in the graphite will 
be counted as alumina unless it is desired to separate it. In that 
event the solution should be divided before the ammonia precip- 
itation is made. Pour it into a 500 c.c. flask. Dilute to the 500 
C.C/ mark with water. Mix the contents thoroughly and pour 
enough of the latter into a 250 c.c. flask to fill it to the mark. 

♦ There may remain in the crucible, after the evaporation with HF and 
HsSOi, and the ignition, a little stain of iron which should be dissolved in a 
little HCl, evaporated to thick fumes with a few drops of H2SO4, and added 
tQ the filtrate from the silica before the reduction of the iron. 



400 


ANALYSIS OF GRAPHITE 


This gives two portions; one is reduced with zinc and titrated 
with permanganate for iron. The permanganate standard is 
made by dissolving p.727 gram of potassium permanganate in 
water and dduting it to 1000 c.c. One c.c. of this standard equals 
0.001284 gram of iron. In a burned pot the iron is calculated 
to ferric ojdde. T*blirefore the iron found in parts of a gram is 
multiplied by 10 and divided by 7 to obtain the amount of ferric 
oxide. It is necessary to make this calculation in all cases where 
alumina is asked for. In plumbago, or graphite, it is usually 
customary to calculate the iron to protoxide (FeO). To obtain 
the amount of the latter, multiply the weight of metallic iron 
found by f . These weights of oxide are then reduced to percent- 
age in the usual way. 

Phosphorus and Alumina 

The other 250 c.c. portion of the divided sulphate filtrate ip 
precipitated with a faint excess of ammonia, washed, roasted, 
and blasted to constant weight as AI 2 OS, Fe 203 , P 2 O 5 . The 
ferric oxide found in the 250 c.c. reduced with zinc is deducted 
from the total weight of the three oxides found in the second 
portion. This leaves AI 2 O 3 . PzO®. The phosphorus is obtained 
by fusing the oxides with twenty times their total weight of 
sodium carbonate plus their weight of potassium nitrate. The 
melt is dissolved in» a few c.c. of water, filtered into a 5-ounce 
beaker, washing the filter thoroughly with ammonium nitrate 
water. The filtrate is acidulated with 1.20 nitric acid, boiled with 
a slight excess of permanganate solution (see Phosphorus in 
Steel), and the phosphorus is finished as in steel. The phos- 
phorus obtained is calculated to the pentoxide (P 2 O 6 ) as follows! 
For example, suppose 10 c.c. of the alkali standard were used, then 
10X0.0001X1.63 equals 0.00163, which multiplied by U equalp 
the phosphorus pentoxide to be deducted from the weight of 
AI 2 O 3 , P 2 O 6 . This leaves the alumina which came from the 0.500 
gram of sample. It is reduced to percentage by the usual calcu- 
lation. If phosphorus is not asked for, it is unnecessary to divide 
the sulphate filtrate from the silica. It can be precipitated with 
ammonia, filtered, washed, roasted, ignited, and weighed as 
AI 2 O 3 , Fe 203 , ignoring the presence of phosphorus, which is not 
likely to introduce a serious error. The total oxides are then fused 
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with 10 grams of sodium carbonate, the melt dissolved in excess 
of 1 : 3 sulphuric acid (about 85 c.c. of the acid); reduced with 
zinc and titrated with permanganate. The^iron is calculated to 
Fe 203 and deducted from AI 2 O 3 and Fe 203 to obtain alumina. 

• 

Lime and Magnesia 

If lime and magnesia are asked for, the ash from the graphite 
is fused as before, but is acidulated with an excess of hydrochloric 
acid instead of sulphuric acid. 

The silica is removed by evaporating twice to hard dryness 
and filtering between evaporations. It is washed with 1 : 10 
hydrochloric acid. The filtrate and washings are precipitated 
with a slight excess of ammonia that has been freed from carbon 
dioxide as follows: The ammonia water is put in a sulphur flask 
fitted with a No. 6 stopper through which passes a glass tube. 
This tube is connected by rubber tubing with a jar such as shown 
in Fig. 4, page 263, filled with short pieces of stick caustic potash. 
The connection is with the top of the jar. The ammonia water in 
the flask is heated by a Bunsen burner. This drives the con- 
centrated ammonia from the flask over into the jar of caustic 
potash, which removes the CO 2 . The purified ammonia passes 
out at the bottom, and thence via more rubber tubing it 
reaches the glass delivery tube, which dips into a reagent bottle 
containing distilled water that has been boiled for half an hour 
and cooled without stirring. The ammonia is passed into this 
bottle until the water in it smells strongly of ammonia. The 
carbon dioxide-free ammonia is used for all separations of iron 
from lime. 

The filtrate from the iron and alumina is concentrated to 300 
c.c. and made faintly ammoniacal. If the presence of man- 
ganese is suspected, a slight excess of bromine is added, and the 
solution is heated until the brown flakes of manganese separate. 
This is not done unless the carbonate and nitrate fusion of the 
original ash is noticeably green. 

The hot faintly alkaline filtrate is treated with 20 c.c. of sat- 
urated solution of ammonium oxalate to precipitate the calcium 
as oxalate. The latter is permitted to settle several hours. It 
is then filtered out and washed with hot water containing a little 
ammonium oxalate, until free of chlorine test with silver nitrate 



402 


ANALYSIS OF GRAPHITE 


solution.* The precipitate is roasted until white and blasted 
to constant weight. It is weighed as calcium oxide, f which is 
calculated, as such, to percentage. The filtrate from the lime 
is acidulated with HCl, concentrated to a small volume; filtered; 
made slightly ammoniacal; , cooled; 10 c.c. of saturated solution 
of microcosmic salt are added; and then the total volume is 
increased one-fourth with concentrated ammonia. After thorough 
stirring, the precipitate of ammonium magnesium phosphate is 
permitted to settle until the next day. It is filtered on a small 
filter and washed forty times with a mixture of one part of cone, 
ammonia and three parts of water. It is then burned at a low 
red heat until white, and weighed as magnesium pyro-phosphate, 
which contains 36.21 per cent magnesium oxide. 

The filtrate and washings should be treated with more phos- 
phate solution, and, if an appreciable precipitate forms, it is 
collected, washed, ignited, weighed and added to the principal 
residue. 

, Silicon Carbide 

When complete analyses of old pots that present a green- 
colored fracture are made, the analytical data will give evidence 
of the presence of silicon existing in the reduced state, that is, 
not entirely as oxide. If the silica, alumina, iron oxide and lime 
obtained are calculated as such and to their sum is added the total 
carbon as found by the red lead process, the percentages may 
reach the impossible total of 1 15.8 per cent in some instances. 
Such pots when broken present a greenish fracture. When the 
writer first encountered this difficulty he was somewhat puzzled. J 
Such material cannot be burned free of black or gray residue 
in a stream of oxygen. This is characteristic of silicon carbide. 
The combination will not yield its carbon in the electric furnace 
with oxygen alone. It decarbonizes readily if burned with red 
lead. For carbon 0.300 gram of green fracture pots is burned 
with 4 grams of red lead. The blank due to the red lead is deducted 
and the carbon percentage calculated as in pots free from silicon 

♦ Acidulate the washings with a few drops of 1.20 nitric acid before 
testing for chlorine. 

t If the percentage of lime exceeds 0.5 per cent it is necessary to redis- 
solve the CaO in HCl and reprecipitate it as before to insure a perfect sepa- 
ration of the magnesia. (See “The Complete Analysis of Limestone,” etc.» 
Chapter XVIII, Part I.) 

t See page 191, 1st Edition Special Steels, July, 1908. 
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carbide. The ignition loss, which, in a burned pot, will ordinarily 
check within 0.1 to 0.2 per cent of the red load result, will fall 
below the total carbon as much as 6 or 7 per cent in the old pots 
containing the silicon carbide, due to the tact that the carbon 
cannot be burned out of the silicon ^‘arbide except with red lead. 

The writer estimated the carbide as follows: The total carbon 
obtained by red lead combustion and the ignition loss obtained 
by blasting in a stream of oxygen were both calculated to a 1 gram 
basis. The weight of carbon by ignition loss was deducted from 
the weight of the total carbon. The remainder was calculated to 
silicon carbide. Then the excess of pt'r cents above 100 per cent 
was assumed to be oxygen. The amount of silicon required to 
combine with this oxygen was calculated. The silicon was then 
figured to carbide. The per cent of carbide gotten in this manner 
checked fairly well with that found by calculating from the dif- 
ference between the total carbon and the ignition loss. The 
silicon required to combine with the silicon carbide found was 
calculated to silica and deducted from the total silica. The carbon 
remaining after the ignition in oxygen was deducted from the total 
carbon. A sample analysis of an actual case is appended. 

Per Cent. 


Free carbon 38.92 

Silicon carbide 20.14 

Iron oxide (FeO) 4.37 

Alumina 15.11 

Free silica 20.47 

Lime *••• 0-98 


99.99 

Calculations for Silicon Carbide. — After having made a number 
of determinations of silicon carbide in old pots, with green frac- 
tures, the author has found it more satisfactory to obtain the total 
percentage footing of the oxides and carbon. Assuming the 
excess above 100 per cent to be due to silicon existing as carbide, 
instead of oxide, the calculations are as follows: 

ANALYTICAL DATA (Example) 

Per Cent. 


Total carbon 44.90 

Total “silica” obtained 50.60 

Alumina 15.11 

Total iron calculated as protoxide (FeO) 4.37 

Lime 98 

Total 115.96 
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Free Silica. — ^This gives on a 1 gram basis 159.6 milligrams 
excess, which is assumed to be oxygen. This is equivalent to 
30.07 centigrams of, silica: 


^ Si+02— Si02. 

O 2 * Si02 : : O 2 : Si02. 

32 : 60.3 : : 159.6 : x. 

x== 30.07 centigrams Si02 

to be deducted from the total silica, or 50.6—30.07 = 20.53, or 
20.53 per cent free silica in the pot. 

Silicon Carbide. — Silica is reduced to silicon by the factor 
0.4693, therefore the 30.07 centigrams of silica correspond to 
30.07 X0.4693 = 14.11, or 14.11 per cent silicon. This is equiva- 
lent to 20.09 centigrams of silicon carbide. 

Si-hC = SiC. 

Si : SiC : : Si : SiC. 

28.3 : 40.3 :: 14.11 : X. 
x= 20.09 or 20.09, SiC in the pot. 

Free Carbon. — The 20.09 centigrams of silicon carbide corre- 
spond to 5.98 centigrams of carbon to be deducted from the 
total carbon found: 

C+Si=SiC. 

G : SiC : : C : SiC. 

12:40.3: :x: 20.09. 

X =5.98, or 44.90—5.98 = 38.92, or per cent of free carbon in the pot. 


RESULTS 


Excess of Oyxgen Calculated to Silicon 
Carbide. 

Excess of Oxygen Calculated to Silicon. 

Per Cent. 

Per Cent. 

38.92 carbon (free) 

44.90 total carbon 

20.09 silicon carbide 

14.11 silicon 

4.37 protoxide of iron 

4.37 iron oxide 

15.11 alumina 

15.11 alumina 

0.98 lime 

0.98 lime 

20.53 silica 

10.53 silica 

100.00 

100.00 
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Sulphur in Pots and Graphites 

Fuse 1 gram of sample with a mixture of y) grams of sodium 
carbonate ground intimately with 10 grams of potassium nitrate. 
Such a mixture must be heated cautiously as it will flash if heated 
too quickly. When the first action is over, heat until the fusion 
is completely molten and keep it so with the least possible heat 
for a half hour.* Cool; dissolve the melt with water; acidulate 
with hydrochloric acid in a 600 c.c. casserole. Heat with cover 
on until all effervescence is over, rinsing same; evaporate to 
dryness and finish as sulphur in ferro-silicon, page 48, of high 
silicon content. If such a fusion is heated too hot it will boil out 
of the crucible. 

Standardization of Permanganate for Irm . — Weigh into a 
small flask 0.062 gram of oxalic acid c.p. Put into this flask 50 
c.c. distilled water and 20 c.c. 1 : 3 sulphuric acid. Warm the 
solution until the crystals are dissolved and titrate it hot Do 
not let the solution boil. It will usually require 43.1 c.c of this 
permanganate to change the oxalic acid solution to a slight pink. 
Deduct 0.2 c.c. blank. Therefore 0.062 divided by 42.9X8^9 
= 0.001284, or 1 c.c, of the permanganate solution equals 0.001284 
gram of iron. The value of any permanganate solution in terms 
of oxalic is multiplied by | to obtain its iron value. 

For a check, weigh 0.065 gram of oxalic acid. This will 
require 45.2 c.c. to render it pink. Therefore *0.065 divided by 
45.0X8-^9 = 0.001283, or 1 c.c. standard solution equals 0.001283 
gram of iron. 

0.727 grain of KMn04 is dissolved in 1 liter of water for the 
above standard. 

The Determination op Alkalies in Graphite 

The percentage of Na20 and K 2 O sometimes has an important 
bearing on the refractory properties of plumbago. To determine 
the percentage of alkalies, the graphite is burned away at the 
lowest possible heat, using oxygen. The carbon-free ash is then 
analyzed for the content of Na 20 and K 2 O as described under the 
Complete Analysis of Clays. (See pages 411^12.) 

* With the present high price of platinum it would be advisable to deter- 
mine the sulphur as in coke. (Sos page 470.) 



406 


ANALYSIS OF GRAPHITE 


TYPES OF PLUMBAGO (High Grade) 



Ptf>r 

Cent 

Carbon. 

Per 

Cent 

Ignition 

Water 

and 

Sulphur. 

Per 

Cent 

SiOi. 

Per 

Cent 

AhO*. 

Per 

Cent 

Fe*Oi. 

Per 

Cent 

CaO. 

Per 

Cent 

MgO. 

Total. 

American flake. . . 

90.99 

1.41 

3.74 

2.37 

0.95 

0.40 

Trace 

99.86 

American flake . . . 

85.35 

1.37 

7.52 

3.55 

1.69 

0.20 

Trace 

99.68 

Alabama 

88.25 

1.33 

4.44 

3.35 

1.25 

0.62 

0.48 

99.72 

Ceylon 

91.41 

1.49 

4.04 

1 0.31 

1.15 

0.10 

Trace 

98.50 

Madagascar flake. 

90.30 

1.40 

3.72 

2.41 

1.27 

0.10 

0.18 

99.38 

Korean graphite. 

89.86 

0.76 

3.60 

1.89 

2.51 

0.16 

0.68 

99.46 

Ceylon 

89.88 

1.10 

4.62 

2.70 

1.02 

Trace 

Trace 

99.32 

Ceylon 

89.34 

1.18 

4.44 

1 3.55 

0.59 

0.10 

0.07 

99.27 


Alkalies or Mica in Graphites 

When graphites are burned off in oxygen an examination of the 
ash often shows the latter to be a mass of more or less shining 
flakes of mica. The author determines the alkalies as described, 
and calculates the result to potash mica, Muscovite, using the 
formula given by Dana, H 2 KAl 3 (Si 04)3 or what is the same, 
2 H 2 O, K 2 O, 3 Al 203 - 6 Si 02 , i.e., Si02, 45.2%; AI 2 O 3 , 38.5%; K 2 O, 
11.8% and H 2 O, 4.5%. Hence by dividing the alkali per- 
centage by 0.118, the percentage of mica is obtained assuming, 
of course, that it (Exists as potash mica, which assumption answers 
all purposes as either potash mica or sodium mica are bad, being 
very active fluxes. The following table will show what may be 
expected in the way of mica in natural graphites. 


(1) Flake Town Flake (U. S.) 

(2) Crucible Flake 81631 

(3) Flake Graphite 4765 

(4) Ceylon Graphite 

(6) Ceylon Graphite 

(6) Q Graphite 

(7) Clay County (U. S.) 


0.36 K20 = 
none 

0.208 K20 = 
0.225 K20 = 
0.104 K20 = 
0.340 K20 = 
0.322 K 2 O- 


3.05 Muscovite 
none 

1.76 Muscovite 
1.90 Muscovite 
0.88 Muscovite 
2.88 Muscovite 
2.73 Muscovite 



CHAPTER XVI 


Part II 

THE COMPLETE ANALYSIS OF CLAY 

Ignition Loss. — Heat 1 gram of the finely powdered sample 
cautiously to redness and then gradually increase the heat until 
the crucible has reached the full heat of a large sharp flame of a 
Chaddock or M6ker or similar burner. Continue this heating, 
weighing at ten-minute intervals, until the sample no longer loses 
weight. 


Silica 

Mix 1 gram of the finely ground clay with intimate mixture of 
10 grams of sodium carbonate and J gram of potassium nitrate 
in a platinum crucible. Heat slowly at first and then apply 
sufficient heat to bring the clay to a quiet state of fusion. Dis- 
solve out the fusion in water in a platinum dish. Transfer the 
contents of the dish to a large porcelain dish^or casserole; add 
100 c.c. of cone. HCl, keeping the dish covered with a watch glass 
as much as possible to prevent loss by spraying. Add the acid 
very slowly, stirring with a glass rod under the lid to mix the acid 
as well as practicable to prevent a sudden boiling over. Heat 
with the lid on until all effervescence ceases; then remove the lid, 
rinse off its under surface, into the dish and evaporate to dryness on 
a graphite bath. Cool; add 50 c.c. of cone. HCl; heat a while; 
then add 100 c.c. of distilled water; heat and stir until all salts 
are dissolved; mix in the dish a lump of paper pulp from ashless 
filter papers; filter through a double 11 cm, filter paper; wash 
out the iron, etc., with 1 : 10 HCl until no iron test can be obtained 
in the washings; this generally requires at least fifty washings. 
Evaporate the filtrate and washings to dryness; dissolve; filter 
and wash as before to get the last traces of silica. Smoke off grad- 
ually the two sets of filter papers in a 30 c.c. platinum crucible 
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until white; do not rush this part of the ignition. When the resi- 
due is white, then raise the heat to the full temperature of the 
blast lamp; ignite to a constant weight. Then add to the crucible 
a half crucible full' of hydrofluoric acid and a few drops of cone. 
H 2 SO 4 . Evaporate in a good draught to dryness (see page 438), 
and finish for silica as described on pages 47-48. The residue 
in the crucible after the evaporation with HF and weighing of 
the same is fused with 5 grams of Na 2 C 03 , the melt is cooled and 
crucible and all is placed in the main acid filtrate from the silica 
which has meanwhile been evaporating in a 600 c.c. beaker on the 
graphite bath to 200 c.c. 

When the contents of the crucible have all dissolved out, it is 
removed, and all of its surfaces carefully rinsed off in to the main 
filtrate. This main filtrate which should be now of 200 c.c. 
volume is made very faintly but distinctly ammoniacal and heated 
to just boiling for ten minutes. The precipitate, which consists 
mainly of hydrates of iron and aluminum, may contain notable 
amounts of phosphorus, titanium, and zirconium. 

The ammonia precipitate is filtered hot onto a double 15 cm. 
ashless filter paper but before the filtration the precipitate is mixed 
with enough finely divided ashless paper pulp so that the mix- 
ture of precipitate and pulp will occupy three-fourths of the filter. 
Wash with a solution of 1 gram of ammonium nitrate dissolved in 
100 c.c. of water until free of chlorine test. . Ilcdissolve the precipi- 
tate in 50 c.c. of 1 : 1 HCl. The best way to do this is to remove 
most of the precipitate from the paper. Pour the hot HCl through 
the bare paper several times; then stir the bulk of the precipitate 
into this same hot acid; and then pour all on the filter and wash the 
same free of chlorides. This filter and pulp must be saved and 
burned off as part of the iron and alumina, etc., as nearly always 
some alumina remains undissolved. Reprecipitate the filtrate 
and washings containing the Al, Ti, Zr, etc., hot with a slight excess 
of ammonia as before; filter, wash and smoke off in a platinum 
crucible together with the first paper and pulp; blast to a con- 
stant weight and weigh as oxide of iron, alumina, titanium, phos- 
phorus, and zirconium. Fuse the mixed oxides with 15 grams of 
potassium bisulphate, heating very cautiously below redness 
until white fumes begin to come off and then raise the heat slowly 
to bright red until all is in clear solution or no further change takes 
place in the molten mass. 
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When the bisulphate fusion is cool, place crucible and all in a 
400 c.c. beaker with 25 c.c. of 1 : 3 H 2 SO 4 and 75 c.c. of water and 
heat until all is dissolved. Remove the* crucible, rinsing it off 
into the solution. Evaporate the solution and pour it into a volu- 
metric flask and dilute to the 200 c.c. mark. Mix well -and divide 
into two equal parts. Pass one (ftirt through the reductor at a 
speed of 100 c.c. per ten minutes and titrate for metallic iron with 
permanganate. The iron so obtained is calculated to ferric oxide 
multiplied by 2 and deducted from the total oxides. The remainder 
is usually calculated as alumina. If it is desired to report the tita- 
nium, phosphorus and zirconium it is necessary to fuse the ignited 
oxides, after the final blasting and weighing, in sodium carbonate. 
Dissolve the melt in HCl; divide in two parts. Convert one 
part in sulphate by evaporating to thick fumes; redissolve in 
25 c.c. 1 : 3 H2SO4 and 50 c.c. of water and pass through the 
reductor for the iron. The phosphorus in the other half is gotten 
out with the iron by ammonia; converted to nitrates and pre- 
cipitated with molybdate solution. This can be calculated to 
P 2 O 6 (see page 400) and deducted. This leaves the oxides of 
aluminum, titanium, and zirconium. These can be determined 
by a separate analysis, using the method given for the Analysis 
of Crude Zirconia (see page 202). The usual practice is to deduct 
the iron oxide from the total oxides and call the remainder 
alumina. 


Lime and Magnesia 

The filtrates from the two ammonia precipitations of the total 
oxides, page 408, which have been meanwhile evaporating in a 
600 c.c. beaker are taken to 300 c.c. in slightly acid condition, 
having been made acid before beginning the evaporation by adding 
HCl. The lime is precipitated after making the solution again 
slightly ammoniacal, by adding to the hot liquid 40 c.c. of a 
saturated solution of ammonium oxalate. The lime is let stand 
overnight. Filter out; wash with a mixture of 10 c.c. of the oxa- 
late and 500 c.c. and a few drops of ammonia until free of chlorides. 

The filtrate and washings from the calcium oxalate are caught 
in a liter beaker. Add 30 c.c. of a saturated solution of sodium 
ammonium phosphate to the contents of the beaker and 150 c.c. 
• of cone, ammonia and dilute with water to 900 c.c. and let stand 
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ovemightdo secure the complete precipitation of the ammonium 
magnesium phosphate. Filter out the magnesium salt on a double 
9 cm. ashless filter paper; wash it with a mixture of 50 c.c. of 
cone, ammonia, 5 grams of ammonium nitrate, and 500 c.c. of 
water until the magnesium phosphate tests free of chlorides, when 
the washings are acidulated \iJith nitric acid, and a few drops of 
silver nitrate solution are added. 

Ignite the washed phosphate at the lowest redness, after first 
smoking off the filter paper until it is white. This operation 
cannot be hurried. The weight so obtained is calculated to MgO 
by the factor 0.3621. 

Should the lime amount to more than a per cent or two, the 
oxalate precipitate should be redissolved in HCl and the solution 
made slightly alkaline with ammonia and the lime again precip- 
itated with oxalate to insure that it is free of magnesia. This 
should also be done on a new sample if the magnesia be found to be 
very high, in excess of 2 or 3 per cent, as lime will most likely 
contain magnesia although the lime be found to be low. Some of 
the supposed lime may be magnesium oxalate. 

In case the calcium oxalate is redissolved and reprecipitated 
to free it from magnesia, the filtrates and washings from the two 
precipitations of the oxalate of lime are combined and concen- 
trated if necessary and the magnesia is then precipitated as 
already described. 

Complete blanks should be run on all chemicals and filter papers 
and deducted froiA all of the elements found. When a carefully 
conducted analysis fails to account for 100 per cent, the total of 
the oxides found can be deducted from 100 per cent and the 
remainder can be reported as ‘‘alkalies by difference” or 
determined by the method given. 

The sulphur can be determined with sufficient accuracy on 
most clays by the author^s method of ignition in a hot tube in 
a current of hydrogen carrying hydrochloric acid (see page 122). 
However, for an absolute method the fusion in a mixture of sodium 
carbonate and niter, or a mixture of sodium carbonate and sodium 
peroxide as given for coke on page 476 should be used as a 
check. 
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Determination op Alkalies in Clays 

Removal of Silica. — W eigh 1 gram safnple into a platinum dish, 
100 c.c. capacity, cover with platinum lid? Add 10 c.c. hydro- 
fluoric acid, heat moderately for one to two minutes; then add 
about 2 c.c. HNO3 (1.42 sp. §r.). Heat five minutes longer, 
remove lid and rinse with distilled water, then add 5 c.c. H2SO4 
(1.84 sp. gr.), take to heavy fumes of SO3 on stove. Let cool, 
add 25 c.c. HCl (1:1); heat for two or three minutes, dilute to 
75 c.c. with distilled water, and heat until salts are in solution. 

Removal of Iron and Alumina.— Transfer contents of dish to 
a 500 c.c. beaker; dilute to 300 c.c. with distilled water, make 
slightly ammoniacal with 1 : 1 ammonia; let boil two minutes, 
filter oil double 15 cm. filter papers, catching filtrate in a 600 
c.c. beaker. Wash twenty-five times with 1 per cent ammo- 
nium nitrate solution. Discard the precipitate, add a few 
drops of ammonia to the filtrate until it is distinctly, but not 
strongly ammoniacal, then add 20 c.c. of a saturated solution of 
ammonium oxala%c and let stand several hours, preferably over- 
night. Filter through double 11 cm. papers catching filtrate in 
a 600 c.c. beaker, wash twenty times with ammonium oxalate 
wash (10 sat. sol. of ammonium oxalate. 5 drops 1 : 1 ammonia, 
and 500 c.c. distilled water); discard precipitate. 

Correction for Magnesia. — Mix filtrate well, then divide 
exactly in half. Designate one portion (A), the other (B). 
Transfer one portion (A) to an 800 c.c. be&ker, add 20 c.c. sat- 
urated solution of sodium ammonia phosphate. Dilute to 400 c.c. 
with distilled Water, add 100 c.c. ammonia (0.90 sp. gr.) stir and 
let stand overnight. Filter through double 11 cm. papers, wash 
free of chloride with' the following wash; 5 grams ammonium 
nitrate, 50 c.c. ammonia (0.90 sp. gr.) diluted to 500 c.c. with 
water. Burn off in platinum, weigh Mg2P207, deduct blank and 
calculate to MgS04 by the factor 1.081. 

Sulphates of the Alkali Plus Sulphate of Mg.—Make (B) 
just acid with H2SO4 (L : 3), then add 4 c.c. in excess. Clean and 
weigh the original platinum dish, without lid, transfer solution 
(B) to the dish and take to dryness on stove, over moderate heat 
to avoid spitting. Expel ammonia salts by heating at 500^ C. in a 
muffle furnace until white fumes are no longer given off. If 
salts are highly colored add 30 c.c. distilled water to the platinum 
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dish, heat n(a>derately until alkali sulphates are in solution, filter 
through 9 cm. filter papers, wash twenty times with distilled 
water. Clean, dry, and Iveigh the platinum dish, transfer filtrate 
to the dish and evapoi’ate to dryness over moderate heat. When 
dry heat at 500° C. for five minutes, let cool in desiccator, weigh 
as Na2S04-f‘K2S04+MgS04. Deduct MgS 04 obtained from (A). 
Difference equals total alkalies as sulphates. 

For general purposes, the combined sulphates of sodium and 
potassium may be considered as Na 2 S 04 , which is multiplied by 2, 
and calculated to Na20. If both soda and potash are wanted, 
the following procedure is recommended: 

Separation of K 2 SO 4 from Na 2 S 04 . — Dissolve sulphate con- 
tents of dish in the smallest possible quantity of distilled water, 
heat moderately for one or two minutes then transfer to a 100 c.c. 
beaker, add an excess of chloroplatinic acid, i.e., until precipitate 
settles out well or solution becomes yellow. Evaporate until 
solution solidifies on cooling. Add 10 c.c. of 80 per cent alcohol, 
stir well, let settle, then decant the supernatant liquid through 
a 5 cm. filter paper; avoid bringing precipitate on filter. Wash 
five times by decantation, using the same strength alcohol. After 
the final decanting, rinse contents of beaker into weighed porcelain 
crucible (40 c.c. capacity) with a fine jet of hot water. Wash 
the filter several times with a small amount of hot water, catching 
filtrate in the same crucible. 

Evaporate to dryness at 100° C., cover, with a watch glass, 
then dry for one-hal^hour at 120° C. in an air bath. Let cool in a 
desiccator, remove cover, weigh as K 2 PtCle. Deduct blanks 
for reagents, etc., from the gain in weight of crucible and calculate 
to the remainder K 2 SO 4 . . Deduct the weight of the K 2 SO 4 from 
the combined sulphates of sodium and potassium; thus giving 
sodium sulphate by difference. Calculate percentage of K 2 O and 
Na 20 on a basis of one-half the original weight taken for analysis. 

K2Pta6X .36846=K2S04, 

Mg2P2O7Xl.0811 «MgS04, 

MgS04X .3349 «MgO, 

K 2 SO 4 X .6406 =K20, 

Na2S04X .4364 =Na20. 

For a standard, c.p. sodium chloride and potassium nitrate 
should be put through all operations simultaneously with the 
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tests. Any excess is deducted as a blank for each element 
determined. 


CLAYS HIGH IN ALKALIES AND NOT GOOD FOR REFRACTORIES 


• 

No. 1. 

No. 2. 

No. 3. 

Ignition 

8.72 

6.72 

6.18 

Silica 

62.92 

71.43 

65.20 

Alumina 

22.95 

17.78 

20.38 

Iron oxide 

3.01 

2.15 

2.84 

Lime 

0.36 

0.24 

0.38 

Magnesia 

0.36 

0.41 

0.61 

Alkali (NazO) 

1.99 

1.97 

4.04 

Sulphur 

100.31 

0.210 

99.70 

0.088 

99.63 

0.067 


ANALYSES OF CLAYS OF GOOD REFRACTORY PROPERTIES 



Silica. 

Iron 

Oxide. 

Alu- 1 
mina. 

Lime. 

Mag* 

nesia. 

Igni- 

tion. 

Sul- 

phur. 

Total. 

H. W 

54.98 

3.31 

28.03 

0.66 

0.55 

11.38 

0.11 

99.02 

Oak 

52.60 

4.12 

27.64 

0.82 

0.91 

13.74 

0.190 

99.92 

Southern 

53.80 

3.07 

27.97 

0.44 

0.54 

12.58 

0.044 

98.44 

M-N 

47.80 

2.87 

35.95 

0.30 

Trace 

13.261 

0.025 

1100.20 

U. S. A 

53.12 

2.63 

29.41 

0.64 

0.54 

12.90 

0.021 

99.26 




CHAPTER XVII 
Part I 

THE AimEALlNG OF STEEL 

Annealing Temperatures. — First. Cast steel of all kinds that 
has never been reheated should be first brought to a temperature of 
850°-900° C., and held there for one hour. The heat should then 
be lowered as quickly as possible to 700° to 720° C. and held at 
that temperature for ten to twelve hours. The pipes can then 
be drawn and the steel can be cooled as quickly as desired. The 
fact is, that if the steel is once perfectly annealed, it can be with- 
drawn from the furnace, thrown into water and it will be as soft 
as ever. The author took two pieces of steel from the same saw 
plate and annealed them, one lying on top of the other, until he 
knew both were perfectly annealed. He then withdrew the 
pieces from the furnace. One was thrown directly from the 
annealing furnace into a bucket of cold water while still at the 
annealing heat. The companion piece was cooled in the air. 
Both pieces were then pulled in the testing machine and registered 
identically as to tensile strength and elongation, etc. Steel once 
perfectly annealed can only have its softness impaired by heating 
above the annealing range. Rapid coolmg of perfectly annealed 
steel has no effect whatever on its softness. 

However, if the annealer has lowered the heat before the steel 
has been entirely annealed, or in other words has not held it long 
enough within the range of temperature where that particular 
steel anneals most quickly, he stands a better chance of getting 
his steel eventually soft enough for the purpose intended by bury- 
ing it in ashes or lime. He thus, in reality, holds it longer within 
the range of temperature where steel anneals slowly. That is, 
the steel passes .more slowly through the range of slow annealing, 
being the temperatures below 720° C., than if it had not been sur- ^ 
rounded by more or less non-heat conducting substances. 
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Second. The author has found that plain carbon ste^, no 
matter whether the carbon be 0.50 i^r cent or 1.40 per cent, 
anneal best and most quickly between 700® and 720° C. 

This is also true of most chrome-tungsten and chrome-molyb- 
denum steels. It is particularly noticeable in high-speed steels, 
for if one wishes to drill a high-speed test he can render it soft 
enough by annealing it for one-half hour at 720°, whereas it will 
require two to three times that length of time to accomplish the 
same softening at lower ranges. 

Third. On the other hand, high manganese and high nickel 
content lower the annealing heat. Seven per cent nickel steel 
anneals to the perfectly annealed state of the carbon at 520® to 
550° C.* Again, the author has succeeded in softening Hadfeld’s 
manganese steel previous to 1908 so that it could be drilled 
without dulling a high-speed tool at a temperature of 520® to 
550°. The specimen of this steel that the author first experi- 
mented with was of the following analysis: 

Per Cent. 


Carbon 1.40 

Mangdnese 13.42 

Silicon 0.043 

Phosphorus 0.047 

Sulphur 0.030 


Plates of this steel, before annealing, could not be drilled 
even with a high-speed drill. After twenty*four hours’ annealing 
a plate was drilled without sharpening the bit and the latter drilled 
the plate without “ screeching.” In fact, four holes were made in 
such a plate without resharpening. These plates were then 
taken to the planer and machined easily, but they presented 
the peculiar property of being very brittle. The condition of the 
carbon by the acid annealing test showed that the carbon bad 
attained almost entirely to the perfectly annealed state. 

Fourth. Steel that has been reheated and rolled or ham- 
mered need not necessarily be heated above 720° C.f However, if 
the furnace is heated to 850°, for example, and a lot of steel is 

*Read remarks given on page 422 on the annealing temperatures of 
different alloy steels. 

t The author has been able to get better anneals on many forged chrome- 
tungsten steels by first heating the same through for an hour or so at 860^ 
to 900** C. and then holding at 720^ C. 
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charged into it, it can be brought to 720° more quickly. The 
large body of cold steel will absorb its surplus heat. 

Overheated Steel. — If steel ingots are allowed to lie in soaking 
pits or reheating furnaces at temperatures approximating welding 
heats for considerable time, th^ annealer’s task will be greatly 
complicated, as such steel is much harder to bring into the annealed 
state.* Bad cases of overheating or prolonged soaking at high 
heats will require two or three times as long to anneal at the 
regular temperature. There seems to be nothing to do in such 
cases but to re-anneal until the carbon is finally brought again 
into the perfectly annealed condition. 

Fifth. Some steels in the original unforged casting that 
are of the usual high-speed analysis except that the chromium is 
in excess of 5 per cent and the carbon is 0.90 to 1.20, require unusu- 
ally long periods of annealing to render them drillable. The 
annealing temperature for such steels is below 700° C. 

Sixth. Steel that has been heated to 800° to 850° C. and 
quenched quickly in water or oil will attain the perfectly annealed 
condition within thirty minutes to one hour’s time at a temper- 
ature between 620° and 690° C., whether the carbon be 0.50 or 
0.90 per cent, that is, a quenched steel anneals at a lower tem- 
perature than when unquenched, and in less time. 

Formation of Graphitic Carbon and Black Fracture. — On 
three different occasions the author was called upon to investigate 
the temperature most favorable to the formation of graphitic 
carbon, or in other words, to ascertain the real cause of its pres- 
ence. As a result of extended experimental annealing of cold 
rolled steel he has come to assign the cause largely to annealing 
only, within a range of temperature that causes the carbon to 
assume the imcombined state. 

As mentioned, on three different occasions, three different 
lots of cold rolled steel, coming from different steel works, were 
subjected to prolonged annealings, and the progress of the for- 
mation of the graphitic carbon was noted. 

In two lots, the cold rolled steel was free from even traces of 
the graphite at the beginning of the anneals. Anneals were 
continued in some instances for 100 hours, but most periods did not 
aggregate over forty hours. Anneals were interrupted at eight- 

*By reason of the very coarsely crystalline structure formed by the 
excessive heat. 
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to twelve-hour interv'als to make annealing and graphite tests. 
Further, a 1.30 carbon tool steel ingot was put in a lathe and turned 
down until there was nothing left of it bpt a f-inch rod. By 
prolonged annealing between the range of 660® to. 700® black 
fracture was produced. This wai raw cast steel that had never 
been hammered or rolled or forged in any way. The conclusions 
are as follows: 

First. The higher percentages of carbon yield the black 
fracture most quickly, the range from 1.20 per cent carbon and 
above being the most favorable. Percentages under 1.00 per 
cent carbon are perhaps free from appreciable amounts of graphitic 
carbon, at least under any conditions likely to be met with in 
practice. 

Second. The temperature most favorable to the quick forma- 
tion of graphite lies between 660® and 700° C. 

Third. The least favorable temperature for its formation, 
within the annealing and cold rolling range, is below 600°. The 
other extreme of temperature, 720° C., is also less favorable to 
its formation, but scaling goes on so fast as to give undesirable 
finish. 

Also the naturally dark, dense color of the cold-rolled steel 
grain intensifies the blackness of the graphitic fracture, giving to it 
an even texture, making it far more apparent in the earlier stages 
of graphite formation. Graphite formation in an un worked cast- 
ing is not nearly so noticeable, although it may have progressed 
far. The precipitation seems to take place more in spots. The 
working of steel during or before graphite growth gives it an intense 
black clothlike appearance in the fracture. 

Fourth. The reason that black fracture is associated with 
cold rolling is that during this process the steel is worked and 
repeatedly reheated within the range of temperature where 
graphite forms rapidly. The steel has really had a series of 
anneals between 660® and 700° C. 

Fifth. The longer the anneal is continued at any annealing 
temperature, the more graphite will be formed. 

Prior to cold rolling, that is, when the steel gets its very first 
anneal for softening purposes only, hold it at 700® to 720° C. 
Keep it as near the highest annealing heat as possible, as by so 
doing a quick anneal is obtained without formation of graphite. 

But when reheatings occur during cold rolling do this reheating 
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at the lowest heat practicable, for around 580° to 600° C. graphite 
does not form as fast as at 660° to 700°, nor does scale. Let the 
periods of annealing and reheating he as short as possible. 

Sixth. By heating steel to 950° to 1000° C.for one or two hours, 
then turning down the gas so ^lat the steel cools in the furnace 
to 660° to 700°, and continuing to anneal at the latter temperature 
for a given length of time, graphite can be eventually formed in 
steel with carbon as low as 1.04 per cent. Therefore steel that is 
to be cold rolled should not be allowed to remain long in soaking 
pits or heating furnaces at high temperatures. 

Steel containing chromium is not likely to contain graphite 
even with carbon as high as 1.27 per cent and chromium as low 
as 0.6 per cent. The author succeeded in starting a graphitic 
formation in such a steel only by heating it to 900° to 1000° C., 
for an hour or two before annealing at 660° to 700° C. In neither 
this instance nor in the case of the 1.04 carbon plain steel did 
there seem to be any appreciable tendency for a gradual growth 
of the graphite due to prolonged annealing only, even after the 
eleventh trial, making considerably over 100 hours^ anneal. 
Perhaps if these samples had been again heated to 1000° before 
each of the eleven anneals, an appreciable growth of graphite 
would have been noted. In neither instance was there enough 
graphite formed to be noticeable in the fracture. 

To detect small amounts of graphite dissolve 0.100 gram of 
sample in a 152.4 mm. by 16 mm. tube (6 inches by 16 mm.) 
with 4 c.c. 1.20 nitric acid and heat on a water bath in boiling 
water for two hours in the case of chrome steel and one hour in 
plain carbon steel. Of course, where the chromium content exceeds 
a few tenths of a per cent carbides of chromium are formed that 
are in no sense graphitic. For this reason the acid test for graphite 
is not available in such steels. Permit the solution to stand for 
several hours without agitation of the same to detect traces of 
graphite which can be plainly seen in this way in the bottom of 
the tube. 

Acid Test for Annealing. — * Dissolve 0.100 gram of sample 
in 4 c.c. of cold 1.20 nitric acid. Examine immediately in day- 
light. If the undissolved carbon is flaky and floats about in the 
solution the steel is not annealed at all. It is in the condition 

* Reject surface drillings to the depth of at least one-eighth of an inch 
when taking a sample for annealing test. 
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in which it left the rolls or hammers. If on the other hand the 
carbon is in an extremely fine state of division, so much so that it 
does not separate in flakes at all, but rather tends to run up the 
sides of the test tube in a thin film, then the annealing is perfect 
and the steel has reached the highest degree of softness. 

In perfectly annealed steel this finely divided annealed carbon 
will remain in almost complete suspension for some minutes. 
Indeed it cannot be seen to collect and settle as flakes, but settles 
imperceptibly, after some time, so that there exists- a collection 
of fine powder, rather than flakes, in the bottom of the test tube. 
An ordinary 6-inch by 15-mm. carbon test tube * is best suited 
for these tests. Then, if it is desired to examine the sample for 
graphitic carbon, the tube is put at once on a water bath in boiling 
water for one hour. By that time all of the combined carbon 
will have gone into solution and the graphite will be collected in a 
coal-black residue in the bottom of the tube. 

The operator soon learns to pronounce to an absolute 
certainty whether the steel is perfectly annealed or not. He 
also can judge whether much or little graphitic carbon is 
present. 

This annealing test is carried out in ten minutes, and enables 
the chemist to pronounce unfailingly on the quality of the annealing 
before the steel is shipped to the customer. It gives a perfect 
control over the work that is being done by the man in charge of 
the annealing. A scale of annealing can be established. It has 
been the author's custom to call perfect annealing, 5®. Good 
enough for all practical purposes, 45°. Moderately good, 4°. 
Partially annealed, 3°, and so on. The quicker the carbon forms 
in flakes and separates, the poorer the annealing. As stated, 
perfectly annealed carbon docs not separate in flakes at all. 

Annealing Test When Alloys are Present.— When from 0.1 
per cent to 1 per cent chromium is present in steel the annealing 
carbide is formed and acts differently from carbon in plain steel. 
It forms almost coal black; is not flaky; but the individual 
grains are coarser than in plain carl)on steel. 

A well-annealed chrome carbide within the above chromium 
content forms in minute coal black grains that settle rapidly 
to the bottom of the test tube. The quicker the grains form, 

♦ Test tubes must be scrupulously clean, free from the slightest film of 
grease, or dirt, or other coating. 
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the blacker they are, and the more rapidly they settle to the 
bottom, the better the anneal. 

This peculiarity constitutes an infallible test for the presence 
of chromium in steel, but the latter must be perfectly annealed 
to show as small a quantity <^0.1 per cent chromium in 0.100 
gram of sample. More experience is required to pronounce 
on the annealing of chrome steel by the acid test. 

In well-annealed steel containing 3 per cent of chromium and 
over, the carbide is coal black but does not settle to the bottom 
nearly so fast as does the carbide found in perfectly annealed 
steel of 1 per cent chromium and under. The grains settle slowly, 
and there is a well-defined film running up the walls of the test 
tube, but the grains should be in the finest state of division. 

Plain tungsten steel, in the perfectly annealed state, gives 
practically the same appearance as ordinary carbon steel when 
tested for annealing. 

Nickel and manganese steels act exactly as plain carbon steel 
when perfectly annealed. The color of the finely divided annealed 
carbon has perhaps more of a brown shade in high manganese 
and nickel steels, but it does not settle any faster than in plain 
carbon steels. One of the greatest difficulties in annealing steel 
is to obtain uniform heat throughout the entire furnace. The 
dividing line between a good annealing heat and hardening tem- 
perature is very sharp. The author has had a piece of steel but 
2 inches long exhibit perfect annealing on one end, while the 
other end had passed into the hardening range. He has also 
another piece that shows black fracture on one end, and the other 
end less than 2 inches away shows no trace of black fracture. 
These phenomena are due to unequal temperature in the furnace. 

An annealing furnace should have several pyrometer couples 
located in different parts of it. 

Calibration of Pyrometer Couples. — Pyrometers should be 
checked at regular intervals. The most convenient method is 
to use the freezing-point of c.p. sodium chloride. This substance 
freezes at 804° C. A few ounces of the salt can he heated some- 
what above its melting-point in a muffle furnace. The salts should 
be melted in a good clay crucible of low iron content such as the 
best grade of Denver crucible. The crucible is removed quickly 
from the furnace and placed in a receptacle made of infusorial 
brick of just the right size to hold the crucible. The apparatus* 
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lan be covered with a non-heat conductor provided with a hole 
k) admit the fused end of the couple. The bare wires of the 
platinum-rhodium couple can be put directly in the fused salt. 
The temperature of the molten salt is then read^ every ten seconds; 
ind when the drop in temperaturj remains stationary for 100 
seconds, this reading is taken as the freezing-point. If the 
galvanometer of the instrument reads lower than 804® C., this 
number of degrees must be added to its future readings. If it 
reads so many degrees higher than 804® C. its readings are 
reduced by that amount. 

If desired, the instrument can be also calibrated against the 
freezing-point of potassium sulphate (K2SO4), which freezes at 
1072® C. And for a low range, against that of potassium nitrate, 
svhich freezes at 337° C. Taking all three salts, three freezing- 
points are obtained from which a curve can be plotted. 

The freezing-point of salt (NaCl) is the most accurate one 
nf the three. Fresh salts should be used each time. Barium 
3hloride c.p. (anhydrous) freezes at 955® C. This salt can also be 
ipplied to the purpose. 

It should be stated that the ten second interval in the readings 
Df the dropping temperature was chosen because it was found that, 
ivith the heat insulation chamber used, the temperature dropped 
it regular intervals of ten seconds. This interval of drop can be 
lengthened by increasing the thickness of the chamber walls and 
shortened by using a thinner layer of infusorial earth in the walls. 

In like manner a change in the heat insulation layer will change 
the time period of the much longer pause noted above and that 
occurs when the salt freezes. 



CHAPTER XVII 
Part II 

(1) FURTHER ANNEALING TEMPERATURES. (2) SURFACE 
DECARBONIZATION 

Supplementing the annealinji; temperatures given on page 
415, one can calculate approximately the best annealing 
temperature for manganese and nickel steels by deducting from 
720° C., 18^° for every per cent of manganese or nickel present; 
and on account of the similarity of cobalt to nickel the pre- 
sumption is that the rule holds good for cobalt also. To deter- 
mine exactly the best annealing temperature, one should first 
determine the critical point of the steel and then anneal it just 
under the critical point (Ar 2 ). If one has no apparatus for critical 
point, then recourse can be had to the above calculation. The 
result can be checked by the acid annealing test given on pages 
418 and 419 and the annealing trials continued until the chemical 
test shows the annealing is perfect. 

Annealing Temperature for Chrome-Manganese Steel and 
Chrome-Nickel Steel. — In such steels there exists two independent 
annealing temperatures, that is, the steel must be given an anneal- 
ing as though it were chrome steel or first soaked at 850® C. and 
then held at about 720° C. and then the temperature should be 
lowered and the nickel annealed as though it were a manganese 
steel, or a nickel, or cobalt steel, only. 

Some of these manganese-chrome steels require as low as 
350° to 450° C. to soften the manganese combination therein. 

Twelve per cent nickel steel of low carbon (0.50 per cent 
carbon) anneals well at about 500° C. Highly alloyed chrome- 
tungsten-vanadium steels with carbon over 1 per cent, alloyed 
further with 2 or 3 per cent of copper, must first be annealed 
for some hours at about 850° C. and then, curiously enough, 
422 
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must be given as low an annealing as though 10 to 13 per cent 
of manganese were present. It is necessary to perform the 
annealing in this way before the steel can be drilled at all, even 
with the best Rex AA drill. The same kincf of a steel with low 
carbon of about 0.60 per cent C. do^s not require the low anealing 
temperature. This is a striking example of the fact that carbon 
has a marked influence on the annealing temperature in some 
cases. 

The Formation of Bark or Decarbonized Surface on Pipe- 
Annealed Steel. — Several years ago the author investigated the 
cause of this troublesome soft surface and his conclusions were 
published in the following paper: 


The Formation of White Scale on Steel and the Surface 
Decarbonization of Pipe-Annealed Steel * f 

When bars of steel are annealed in pipes, with charcoal, to 
produce a scale-free, frosted, metallic finish, there is frequently 
found at the surface of the metal a coarsely crystalline structure 
H, G, Fig. 34, that is much lower in carbon content than the 
remainder of the bar. Such steel will not harden file-proof on 
the outside. It is rejected for that reason by makers of twist 
drills, though this defect be so slight as to require a magnifying 
glass for its detection. 

In pipe-annealing the bars are put in a^steel tube that is 
welded shut at one end. The spaces between the pieces are 
filled in with wood charcoal. The open end of the pipe is plugged 
with fire brick, fire clay, and a disc of plate steel. A small vent 
hole is located at one end of the pipe to permit the escape of the 
large quantity of carbon monoxide that is generated by the 
reaction between charcoal and the air yet remaining in the vessel. 
As apparently dry charcoal often holds considerable moisture 
in its pores, some water vapor must also be liberated. 

The superficial decarbonization G, /f, /, Fig. 34, is at times 
much more pronounced than at others. The author became 
interested to investigate the process with a view to discovering 

* From a paper read at the March, 1909, meeting of the Pittsburgh 
Section of the American Chemical Society. 

t Reprinted from the Journal of Industrial and Engineering Chemistry, 
Vol. I, No. 7, July, 1909. 
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the primary cause of this very objectionable feature of annealing 
in a closed tube. 

In the first place it was soon noted "that the condition fre- 
quently exists in steel before it reaches the annealer^ due to 
forging at too high temperatures. 

Again, it was deemed possible *that the scale, always existing 
on the steel when it is put in the pipes, might react with the 
charcoal to form CO 2 . Further, that the latter gas would, under 
the existing conditions, decarbonize the steel by the reaction 
C02+C=2C0. 

To test this theory some five-eighth inch Rd., high-carbon 
steel rods were placed in a porcelain tube and heated for eighteen 
hours with a slow stream of pure, dry carbon dioxide passing 
through the enclosure. The following points were noted: 

First. A glittering black scale was produced on the fractured 
or otherwise unpolished surfaces of the bars. On fracturing 
the latter, a distinct ring of coarse crystals was found to exist 
at the margin of the fractures. This scale has a curious prop- 
erty of adhering in a thick, sparkling black mass on rough 
fractured surfaces, but when polished steel is exposed, at a red 
heat, to the attack of CO 2 , only a black discoloration resulted. 
The scale referred to, proved on analysis, to be Fe304. This 
experiment showed that carbon dioxide may cause “bark’^ 
(surface decarbonization) but not to a marked enough extent 
to offer a satisfactory explanation. 

Second. Some pieces of the same bar werePheated in a stream 
of pure, dry hydrogen. A frosted metallic surface was produced 
and also a slight “bark.” Hydrogen, therefore, will decarbonize 
steel by forming hydrocarbons. 

Third. Next, a piece of the bar was heated in the closed 
porcelain tube, packed loosely with charcoal. First air was 
expelled, but, as the heat attained slight redness, large quantities 
of CO escaped at the outlet end. After an eighteen-hour heat- 
ing, at about 750® to 780® C., a handsome’ frosted, metallic 
surface had displaced the black oxide and much decarbonization 
was noted. The carbon content of the bar before annealing 
was 1.08 per cent. The decarbonized zone yielded but 0.84 
per cent. 

Fourth. Thinking that CO gas might be the active agent m 
(3), a small clay boat was filled with about a tablespoonful of 
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charcoal. The boat was then placed in the tube with a piece 
of the steel and the usual period of heating followed. The result 
was the same as in the third experiment. 

Note. Annealing in a stream of natural gas produced a sooty exterior 
and a heavy “ bark ” (sec J, Fig. 34.) 

Fifth. The fourth trial suggested annealing a piece of steel 
in an empty, closed tube with no charcoal or other reducing 
substance. No attempt was made to remove the air except as 
it was partially driven out at the vent end by expansion. The 
only precaution taken was to prevent indrawing of more air, at 
any time, while the tube was hot. The same result was obtained 
as is shown in the white bars at C, Fig. 35, that is, an aluminum- 
like surface with great decarbonization underneath. This experi- 
ment was repeated with steel containing but 0.10 per cent carbon 
and also with steel containing large quantities of chromium and 
tungsten. The 0.10 carbon steel is given at B, Fig. 35. 

The author felt that he had now reached the first goal and that 
the most active agent in surface decarbonization is the rust or 
scale which is actually reduced to metal at the expense of the 
carbon in the steel to which it adheres: 

4C+Fe304=3Fe-f4C0. 

In this connection the question arose, would steel with an 
extra heavy, loosely adhering scale perform in like manner. Or, 
in other words, is close contact necessary for reduction. To 
settle this query a small piece of quarter octagon of saw analysis 
was given a prolonged heating in an open muffle at about 850° 
C. This treatment blistered the bar with a thick scale that 
was so loose that the sample had to be transferred to the anneal- 
ing tube quite carefully to prevent the scale from being jarred 
off. After fifteen hours’ heating no change was noted, that is, the 
scale was still black. After a second heating of eighteen hours 
the mrface of the scale presented a slight grayish caste. After a 
third period of eighteen hours’ heating it was found that the heavy 
black scale was gone and, in its place, a white, loosely adhering, 
aluminum-like scale existed on the steel. Here, apparently, 
the black scale had begun to reduce on its top surface first. 

This fact pointed to the existence of a reducing gas in the 
tube. 



THE SURFACE DECARBONIZATION OF STEEL 


427 



Fxg. 


428 THE SURFACE DECARBONIZATION OF STEEL 


SixTn/t'he author then placed a piece of high-carbon steel in 
the tube, together with a porcelain boat containing some hard, 
semi-fused iron oxide obtained from a carbon combustion of 
steel drillings in oxygen. This hard, baked mass D, Fig. 34, 
was given eighteen hours^ heating at a temperature of about 860® 
to 900° C. The porcelain boat fras removed and found to contain, 
instead of a dense baked mass, a loose, friable substance, and 
that the volume of it exceeded the original about 2J times. The 
steel that had been in the tube was then fractured. It was 
exceedingly tough and disclosed a heavy surface decarbonization 
Cr, Fig. 34. The loose sponge of oxide was put back in the tube 
with a fresh piece of steel and given a second heating. This 
time the substance Ej Fig. 34, in the boat had become light- 
gray in color and was no longer friable but was now adherent 
and almost sticky in its clinging fibers. This material lassayed 
98 per cent metallic iron and, on being cut with a knife blade, 
presented a metallic luster. It occurs that here is a means of 
preparing pure metallic iron from pure oxide by heating it in a 
clo^ tube with a sealed vent (the author used concentrated 
sulphuric acid for a seal), together with a piece of low sulphur, 
high-carbon tool steel. Before turning off or lowering the heat 
it is, of course, necessary to close all vents perfectly, otherwise 
air will be drawn in the tube and metallic iron surfaces will loi» 
the aluminum-like luster and become blued. Metallic iron so 
prepared should certainly be free of occluded hydrogen, which 
constitutes an objection to electrolytic iron. Some specular iron 
ore was ground to a red powder and then reduced to a gray 
powder in this way. 

A piece of steel A, Fig. 35, that had been lying in water for 
weeks and was covered with both black and yellow oxides was 
heated in an empty, sealed tube. The result was a white me- 
tallic surfaced sample. A piece of blue steel was heated four 
hours in an empty tube and the blue surface was replaced by a 
white aluminum-like one. 

Sbvbnth. Further experiments developed the fact that this 
white scale forms much more rapidly at high temperatures, that 
is, those above 700°. The higher the heat the more rapid the 
transformation from rust and black scale to the white and 
metallic scale. ‘ This white scale takes on the white appearance 
long before it is entirely reduced to metal. The author has had 
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white scale that would be brittle and grind to a black powder. 
However, when the reduction is complete the scale is no longer 
brittle and cannot be powdered, but is entirely metallic in its 
properties. 

Eighth. The corollary from thlfe fact that white scale forms more 
slowly below 750° C. is that, at still lower ranges, perhaps below 
660°, it may not form at all. Further experiments covering this 
point will be made. 

Ninth. By annealing steel in a closed tube with a small vent 
to permit egress of gases but sealed against ingress of air, at 
temperatures close to 700° C., the surface decarbonization is so 
slight that no ring of coarser crystallization can be detected. 
Only a -cupped effect can be noted around the margin of the 
fracture (see F, Fig. 34), yet such steel will take on a suggestion 
of the aluminum-like finish. Here the surface decarbonization 
is confined to the thinnest skin. Such steel hardens file-proof 
immediately under this extremely thin zone. 

Tenth. By annealing steel that had been polished free of all 
rust and scale, in a tube from which all oxygen had been 
expelled by CO, no surface decarbonization was noted and the 
steel hardened file-proof. The CO was generated by heating 
wood charcoal. 

Eleventh. A rod of polished steel was dipped in a solution 
of copper sulphate until it was plated with metallic copper. 
After heating this rod in a closed tube, withymt expulsion of the 
air, for a few hours, the rod was removed from the tube and was 
found to be coated with a handsome appearing metallic copper. 
During this experiment the tube was sealed against ingress of 
oxygen. 

Twelfth. By heating tungsten trioxide in a closed porcelain 
tube, and together with, but not in contact with, either a piece 
of Steel or steel drillings, the author was able to produce metallic 
tungsten powder of 99.98 per cent purity. The temperature 
required for this experiment was 1100° C. The tungsten oxide 
was 'in one porcelain boat and the steel drillings were in another. 



CHAPTER XVIII 
Part I 

THE COMPLETE ANALYSIS OF LIMESTONE AND MAGNESITE 

(1) Dissolve 0.9 or 1.0 gram of the sample in 50 c.c. of 
1 : 1 HCl in a No. 5 (4f inch) covered dish. Boil until all 
action is over, remove the cover and evaporate to dryness on 
the graphite bath; heat until the smell of acid is practically all 
gone. Cool; add 40 c.c. of 1 : 1 HCl; cover; boil with the 
lid on and evaporate to 20 c.c.; add 50 c.c. of water; boil with 
the cover on for a few minutes; add ashless paper pulp; filter; 
wash, first with dilute 1 : 40 HCl, and then with water until 20 
drops of the washings do not give even a slight milkiness with 
silver nitrate solution. Smoke off the paper in a platinum 
crucible and then raise the heat to bright redness until all black 
is gone and the ash in the crucible is from a pure white to a gray 
depending on the grade of the limestone. Weigh the ash after 
it has been cooled i^ the desiccator and calculate it as insoluble 
residue. Fuse this insoluble residue, which consists of silica 
contaminated with some lime, oxide of iron and magnesia, with 
twenty times its weight of anhydrous sodium carbonate; dis- 
solve the residue out in water in a platinum dish with heat or 
in porcelain in the cold in HCl if no platinum dish is available; 
acidulate the water solution with an excess of HCl; heat with 
the lid on until all spraying due to the escape of carbon dioxide 
IS over and evaporate to hard dryness, twice, filtering after each 
evaporation. Moisten the residue in the dish with 10 c.c. of 
cone. HCl; heat; add 50 c.c. of water; boil five minutes; tidd 
a little paper pulf); filter and wash as in the case of the insol- 
uble residue; ignite until the ash is pure white and weigh as 
pure silica. As an extra precaution against the presence of 
sodium salt it is more accurate to volatilize silica as in steels 
with HF and a few drops of H2SO4. 
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(2) The filtrate from the pure silica is added to the main 
filtrate and washings obtained from the insoluble residue. These 
combined filtrates contain all of the calcium, magnesium, iron, 
and aluminum. A slight excess of ammonia is added to the 
nearly boiling filtrates to precipitate the iron and aluminum. A 
little paper pulp is well stirred in; the hydroxides are filtered 
off; washed with water; redissolved, and precipitated as before 
to insure the complete separation of the calcium and magne- 
sium from the iron, etc. The reprecipitated iron, etc., is washed 
free of chlorides with water and ignited to a constant weight in 
a platinum crucible as Fe 203 , AI 2 O 3 and calculated as such to 
percentage. 

The ^filtrates from the double precipitation of the iron are 
combined, evaporated to 600 c.c., heated to boiling, and the 
calcium is precipitated with 50 c.c. of a saturated solution of 
ammonium oxalate. This amount of oxalate is added not only 
to precipitate the calcium but to insure an excess of the oxalate 
in sufficient quantity to hold the magnesium in solution as the 
latter is soluble in an excess of the oxalate. When magnesium 
is present in considerable quantity, it has a decided tendency to 
precipitate some time after the oxalate is added, forming crusts 
of magnesium oxalate. To reduce this formation to a minimum, 
the excess of free ammonia should be small. Do not boil the 
solution after the ammonium oxalate has been added. Always 
redissolve and reprecipitate the oxalate of (jalcium as described 
in the method and in the way just given, avoiding much excess 
of free ammonia. 

The oxalate of calcium should stand for at least several hours 
when it is filtered off, after mixing it with considerable paper 
pulp. Wash it with oxalate water (5 grams of ammonium 
oxalate dissolved in 600 c.c. of water) until the washings, acidu- 
lated with a few drops of nitric acid, fail to give a reaction with 
silver nitrate. The calcium oxalate, to insure against the co-pre- 
cipitation of a portion of the magnesium, should be dissolved 
in HCl, the filter thoroughly washed and the calcium reprecipi- 
tated as before, this time adding 25 c.c. of the ammonium 
oxalate. The reprecipitated calcium oxalate is filtered, washed, 
ignited, and finally blasted to constant weight as calcium oxide, 
which weight multiplied by 1.7847 gives the equivalent weight 
of calcium carbonate which is calculated to percentage as such. 
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The filtrates and washings from the two precipitations of 
the calcium oxalate are , combined and evaporated to about 200 
c.c. in the case of limestone, or to about 400 c.c. if magnesite. 
The solution, which should contain no crystals, is made slightly 
ammoniacal and 20 c.c. of a saturated solution of microcosmic 
salt are added if the sample is limestone; if it is magnesite, 50 c.c. 
of the latter salt are used. The volume is then increased one- 
third with strong ammonia. The solution and precipitate are 
given a prolonged stirring, especially if the precipitate is slow 
in forming. After twelve hours have elapsed the ammonium 
magnesium phosphate is filtered off and washed free of chlorides 
with a mixture of 80 c.c. of cone, ammonia, 400 c.c. of distilled 
water and 5 grams of ammonium nitrate. The washed pre- 
cipitate is smoked off in a platinum crucible and then the heat 
is raised to bright redness. The residue in the crucible is stirred 
from time to time until it is finally pure white. It is cooled 
in a desiccator and weighed as magnesium-pyrophosphate, 
which multiplied by 0.7572 gives the equivalent weight of mag- 
nesium carbonate. 

The calcium oxide and the magnesium pyrophosphate, after 
having been ignited to a constant weight, should be dissolved 
in HCl and the milligram or two of silica that is almost invariably 
present should be filtered off, washed, weighed, and deducted 
from the calcium oxide and the magnesium phosphate before 
the final calculation!) to carbonate are made. 

The filtrates and washings both from the calcium oxalate 
and the ammonium magnesium phosphate should be tested in 
every instance with further additions of the precipitants to 
make sure that precipitations have been complete. 


SOME ANALYSES OF LIMESTONE 



No. 1. 

No. 2. 

No. 3. 

No. 4. 

No. 6. 

No. 6. 


% 

% 

% 

% 

% 

% 

Calcium carbonate 

94.20 

93.21 

94.71 

98.80 

81.35 

90.30 

Magnesium carbonate 

1.51 

1.44 

2.02 j 

0.26 

3.08 

1’.86 

Oxides of iron and aluminum 

0.09 

3.20 

1.46 j 

0.26 

3.12 

2.46 

Silica or insoluble residue 

4.16 

1.80 

1.46 1 

0.31 

11.68 

5.26 


Samples Nos. 2, 3, and 4 are good limestones for basic open hearth pur- 
poses, being low in silica and over 93 per cent in calcium carbonate. Nos. I . 
and a are doubtful Np^ $ distinctly bad. 
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SOME ANALYSES OF MAGNESITE. (Btonbd) 



No. 1 . 

No. 2. 

^ No. .1. 

No. 4. 

No. a. 

No. 6. 


% 



% 

% 

% 

Magnesium oxide (MgO) 

8,5.09 

83.33 

85.09 

83.21 

Ao.19 

84.44 

Calcium oxide (CaO) 

3.88 

3 22 

3.88 

4.32 

2.60 

3.24 

Silica (SiOs) 

Oxides of iron and aluminum 

1.84 

1.16 

1.84 

3.00 

4.59 

6.00 

(FejOa, AbOs) 

Ignition loss 

8.38 

8.22 

5.06 

8.38 

8.92 

5.62 

5.00 


In determining the magnesia in burned magnesite lime and hre-briek 
multiply the weight of Mg^P^OT obtained by 0.3b20lj to obtain the e<iuivalent 
in magnesia (MgO). 


FIRE-BRICK ANALYSES. (Silica Brick) 



No. 1. 

No. 2. 

Silica 

Per Cent. 

96.12 

2.00 

1.50 

Per Cent. 
95.99 

1.71 

1.88 

Oxides of iron and aluminum 

Calcium oxide 



The Volumetric Determination of Calcium 

The calcium oxalate obtained as given -iin the gravimetric 
method is washed free of chlorides with water alone. The 
oxalate is washed off the filter as far as possible with a fine jet 
of water into a beaker. The oxalate remaining in the filter 
paper is dissolved out with 40 to 50 c.c. of 1 : 3 sulphuric acid 
and this acid solution is allowed to run into the beaker con- 
taining the main oxalate of calcium. The filter is thoroughly 
washed with 1 : 20 H 2 SO 4 . The filtrate and washings are warmed 
until all of the calcium oxalate is dissolved. The solution is then 
diluted to 350 c.c. with water and heated nearly to boiling and 
titrated to a faint pink with N/10 KMn04, 1 c.c. of which is 
equal to 0.0020035 gram of Ca. 

CaC204+H2S04 = CaS04+H2C204. . . . (1) 


By (1), 1 Ca equals 1 H 2 C 204 > 
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By tSe equation 2KMn04 + 5H2Ca04 + 3H2SO4 *■ KaS04 
+2MnS04+8H20+10C02 ; 2KMn04 = 5H2C2O4, hence 2KMn04 
«5Ca, or 316.06 ^arte by weight of KMn04 correspond to 
200.35 parts of calcium, or 3.16 grams of KMn04} N/10 dissolved 
in a liter volume will have Rvalue of 1 c.c. equals 0.002 gram 
of calcium. 



CHAPTER XVIII 


Part II 

THE ANALYSIS OF OPEN-HEARTH BOTTOM SAND 
AND FIRE-BRICK 

The sample is ground to the fineness of flour in an agate 
mortar. It is then dried for one hour at a temperature of 106® 
to 110® C. While the dried sample is still warm, it is put into a 
clean, dry glass-stoppered bottle, where it is cooled before using. 
One gram and, for a check, 0.9 gram are taken for the analysis, 
being weighed into 30 c.c. platinum crucibles together with 
10 grams of anhydrous sodium carbonate. This flux is well 
mixed with the sample by stirring it with a wire. The thorough 
mixture of sample and carbonate is heated gradually to redness 
and kept at a bright red heat until the mass in the crucible, 
which should be in a molten state, is in quiet fusion, that is, 
with no bubbles of CO 2 escaping. 

The melt is then cooled, and the crucible and contents are 
placed in a platinum dish, containing about 100 c.c. of water 
which is kept just below boiling until the'*fusion is dissolved, 
leaving only a stain in the crucible and a floating mass in the 
dish which should be free from grit. The dissolved fusion is 
then transferred to a 600 c.c. casserole and acidulated with 
60 c.c. of cone. HCl, keeping the casserole covered with a watch 
glass during the very gradual addition of the acid. (In case a 
platinum dish is not at hand, dissolve the fusion in a casserole, 
in an excess of 1 : 1 HCl.) 

The crucible in which the fusion was made is warmed with 
6 c.c. 1 : 1 HCl in it, to dissolve the traces of iron that still 
? adhere to its inner walls. These cleanings are added tb the 
main part in the casserole which is now warmed with the cover 
on uptil the carbon dioxide is mainly expelled. The watch glass 
cover of the casserole is rinsed off and evaporation to dryness 
follows. To render the silicic acid insoluble, the dry residue in 
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the casserole is given a further heating at a temperature of about 
120° C. for an hour. Care should be taken not to exceed this 
temperature to avoid the possibility of loss of iron by volatiliza- 
tion of its chloride! 

The thoroughly baked residue is cooled; moistened with 
cone. HCl, using about 20 c.d! of the acid, to dissolve the oxides 
of iron and aluminum; heated with the cover on to insure 
complete solution of the oxides; warmed with 200 c.c. of dis- 
tilled water for a half hour with frequent stirring to secure as 
nearly as possible a perfect extraction of the large quantity 
of sodium chloride formed. Ashless filter pulp is added to the 
extraction, after it has been cooled, and stirred in with the now 
insoluble silicic acid. The mixture of pulp and silicic acid is 
poured on a double 15 cm. filter, that is, on to a filter consisting 
of two papers folded together. Such a filter will invariably 
secure more rapid and perfect filtration in the long run than a 
single filter. 

The pulp and precipitate are washed, alternately, with water 
and 1 : 20 HCl until the washings are free from iron test, no 
longer giving a reddish tint with potassium sulphocyanate solu- 
tion. Then the washing is continued with cold water until a few 
drops of the washings yield no white turbidity when tested with 
a water solution of silver nitrate. The filters and pulp are then 
removed to an air bath and dried at 120° C. until most of the 
water is gone. The filtrate and washings are evaporated to 
dryness, warmed Svith acid, leached with water, filtered, washed 
free of iron and chlorides, as before, to obtain that part of the 
silicic acid that may have escaped complete dehydration in the 
first evaporation. 

The filtrate and washings from this second filtration are 
retained for the main part of the iron, aluminum, calcium, and 
magnesium. This filtrate and washings for reference are desig- 
nated as A. The residues on the filters from the first and second 
evaporations, after having been freed from the excessive amount 
of wash water retained by the pulp, by drying in the air bath, 
are placed in as large a platinum crucible as is available and the 
volatile matter in the paper is smoked off, cautiously. The 
crucible is. then brought slowly to redness and the heating is 
continued until the ash in the crucible is purp,, white. The blast 
is applied for ten minutes, the crucible is cooled in the air for a* 
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moment, and placed in a desiccator until entirely cold, when it 
is weighed. The crucible is blasted again, cooled, and weighed 
until a weight is obtained that does ndt differ from the last 
weight more than 0.0002 gram. This weight is taken as the 
final weight of the total silica together with a few milligrams of 
the Ca, Mg, Fe, Al, Ti, and a ffttle of the sodium salts that 
cannot be entirely washed out. The true silica is then gotten by 
the loss of weight by volatilization with about 20 c.c. of hydro- 
fluoric acid and 10 drops of cone, sulphuric -acid, as in steels. 
The HF is added a little at a time to prevent loss by too violent 
escape of the silicon fluoride. The evaporation is carried on in a 
good draught until thick fumes of the sulphuric anhydride appear. 
It is advisable to evaporate off the HF in a specially prepared 
place to prevent the etching of the hood windows. Such a|^ 
arrangement can be built in a wide chimney in the form of an 
arched space. The author places therein a large agateware pan 
filled with a layer of graphite. To provide a clean spot on 
which to stand each crucible a number of nickel disks or lids of 
nickel crucibles are arranged on top of the graphite. The pan is 
heated with a Bunsen burner. About two feet above the pan, 
supported by offsets in the brickwork, is a hard asbestos board one- 
quarter inch thick, which entirely prevents any foreign matter 
from falling into the open crucibles during the evaporations. A 
still better plan is to construct a small reverberatory furnace, lin- 
ing it with asbestos board, heating it from above by a flame 
behind a bridge wall. Of course such a furnace is never allowed to 
get above a drying heat for these evaporations. Fig. 36 shows 
the construction of such a furnace, which with natural gas and 
compressed air can be brought to 1300 C., or can be kept at a 
mere desiccating heat by burning a small yellow flame in the 
combustion chamber C. 

When the fumes of sulphuric anhydride no longer appear, 
the crucible is removed from the drying chamber and heated to 
low redness only, in order to drive off any remaining sulphuric 
acid,, and yet not hot enough to volatilize any sodium salts that 
may have contaminated the silica and remained behind after the 
latter was evaporated away as fluoride. The crucible is then 
cooled in the usual way by placing it, while it is still warm, in a 
desiccator and then weighing it when cold. This weight is 
. deducted from the previous weight of the crucible and its con- 
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tents ob^ned by blasting to a constant weight. The difference 
80 obtained is calculated to percentage as silica. 

If the analyst wislfes to be entirely certain that all of the 
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silica has been completely removed; he should repeat the evapo- 
ration with HF; using but 10 c.c. of the acid and also 10 drops 
of the H2SO4. If the crucible does not lose any weight on the 
second evaporation and ignition then the operator has proved* 
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the work. As previously stated, the residue in the crucible, 
after these evaporations, may contain traces of all of the elements 
present in the sand except silica. Therefore, the residue is fused 
with twenty times its weight of the sodium carbonate and is 
dissolved out as in the original qiain sodium carbonate fusion 
of the sample, and the acidulated fusion and the cleanings of 
the crucible are added to filtrate A which will now contain the 
total Ca, Mg, Al, Fe, and Ti in the sand or brick. 

Filtrate A is now evaporated to 350 c.c., heated to nearly 
boiling and filtered; 1 : 1 ammonia is added to it until it smells 
slightly but distinctly of ammonia. Much excess of ammonia 
will prevent a part of the aluminum hydroxide from precipi- 
tating. To avoid the tedium of long boiling, add the slightest 
possible excess of ammonia. If the solution smells strongly of 
ammonia, then the excess of the latter should be neutralized 
with some HCl. Having the conditions of alkalinity just right, 
the solution is boiled for five minutes, the beaker is removed 
from the fire and some paper pulp is stirred in, in large or small 
quantity according as the precipitate seems large or small. 
The precipitate, which will contain all of the Fe, Al, Ti, and 
P in the sample, is filtered off on a double filter and washed 
with a solution consisting of 5 grams of ammonium nitrate dis- 
solved in 500 c.c. of water. This is continued until the washings 
do not give the test for chlorides with silver nitrate. The precip- 
itate is dissolved off the filter with hot HCl and reprecipitated 
as before with ammonia; filtered, and washed. The second 
precipitate is burned off and blasted to a constant weight as 
in the case of the silica. The weight obtained is recorded as 
Fe203, AI 2 O 3 , Ti02. 

The combined oxides are then dissolved by prolonged heating 
with cone. HCl, and if any white, floating residue remains insol- 
uble it is filtered out; washed thoroughly in the same way as 
the main silicic acid, weighed, deducted from the total weight 
of the iron oxide, etc., and added to the total silica. The filtrate 
from* this milligram or two of silica is reduced with stannous 
chloiide and the iron titrated with the dilute potassium dichro- 
mate, page 442, or converted to sulphate and passed through 
the r^uctor (page 365), to obtain the amount of iron present. 
The latter is then calculated to ferrous oxide, FeO. It is also 
calculated to Fe 208 and deducted from the total oxides of iron. 
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alumina, etc. The remainder is calculated to percentage as 
oxides of Al, etc. (AI 2 Q 3 , Ti02, etc.). ‘ 

The filtrates and washings from the two precipitations of the 
iron and aluminum are analyzed for lime and magnesia exactly 
as directed for limestone, beginning at the point where the com- 
bined filtrates from the double precipitations of the iron are 
combined, heated to boiling, and the calcium is precipitated 
with a saturated solution of ammonium oxalate, the only differ- 
ence being that the lime content is only a per cent or two so that 
but 25 c.c. of the ammonium oxalate are used to precipitate the 
calcium present. 

The ignition loss is obtained by blasting 1 gram of the sample 
to a constant weight. The first weight is taken after ten minutes’ 
blasting. The sample is then blasted for five-minute intervals, 
until it either no longer loses more than 0.0002 gram or begins to 
gain weight. 

When analyzing sand or brick, blanks should be run includ- 
ing the fusing of 20 grams of the carbonate of sodium and the 
putting of the solution of this melt through every operation. 
The iron, silica, etc., so found should be deducted from that 
found in the sample. There is almost certain to be some iron 
and silica obtained from the chemicals and glassware. 


Some Analyses of Sands. 

No. 1 . 

No. 2. 

No. 3. 

No. 4. 

No. 6. 

f 

Ignition loss 

% 

0.40 

98.08 

1.37 

% 

0.47 

95.86 

2.84 

% 

1.20 

94.00 

4.4 

0.16 

% 

0.64 

96.86 

2.22 

0.38 

% 

Silica 

96.86 

4.86 

Oxides of iron, aluminum, etc 

Calcium oxide 






Sand No. 1 is not suitable for open hearth bottoms, as it does not bond 
well with the bottom but floats into the slag and, as a result, the steel bath 
cuts through the bottom in places. No. 3 is a good sand as it contains just 
about the right amount of oxides of iron, etc., to bond well. No. 5 should 
also be a good bottom sand. 


Titanium 

Titanium is a frequent constituent of fire-brick. The best 
way to determine this element is to obtain the total iron and 
aluminum from a separate 1-gram portion. The hydrochloric 
solution of this iron, etc., is then fumed with 60 c.c. of 1 : 3 
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Bulphuric acid and this residue is then analyzed as given for 
titanium either by color or gravimetrically^as in steels. 


ANALYSES OF MAGNESITE BiftCKS 


• 

Good Brick. 

Poor Brick. 

f^iOj 

Per Cent. 

3.28 

Per Cent. 

5.81 


4.71 

10.85 

Al,Oi 

0.52 

1.39 

CaO 

2.59 

2.76 

MffO 

89.15 

78.84 






chapt^:r XVIII 


Part III 

THE ANALYSIS OF IRON ORE 

Metallic Iron. — Dissolve 0.400 and 0.500 gram of the floured 
sample (dried at 105® C.) with mild heating in 40 c.c. of cone. 
HCl until the insoluble residue is white and floating and free 
from any dark-colored grit. When the insoluble portion shows 
no further change, the total sample is transferred to a porcelain 
dish and evaporated to dryness, in case the insoluble part is not 
pure white. This evaporation must be done under mild heat to 
insure against volatilization of iron chloride. Redissolve with 
20 c.c. of cone. HCl, using heat and keeping the dish covered. 
Add 50 c.c. of water, stir in a little ashless paper pulp, filter, wash 
with dilute HCl until the washings are free of iron test with 
KCNS. The filtrate and washings will contain all of the iron 
if the residue is pure white before the evaporation; but if it is 
the least bit colored there is possibility of it retaining some of the 
iron. It is at all times advisable, for close work, to burn the paper 
off until all black due to carbon is gone and then fuse the ash with 
twenty times its weight of sodium carbonate at a bright red heat 
for a half hour. This renders all of the iron, in the shape of silicate 
or titanate, soluble in HCl. The fusion is then dissolved out 
with a little water, an excess of HCl is added, and the solution 
is evaporated again to dryness, redissolved, filtered, and washed 
exactly as described for the original main sample. This filtrate 
and washings will contain all of the iron, if any, that remained 
in the original insoluble portion; it is added to the first main 
filtrate and washings obtained after the first evaporation to 
dr3mess. These combined filtrates and washings are concen- 
trated to 200 c.c. and heated to nearly boiling in a beaker. Stan- 
nous chloride is added a drop at a time, with stirring, until the hot 
solution is water white, and then not more than 2 or 3 drops in 
excess. Place the 600 c.c. beakers in cold water until room tem- 
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perature is attained. Then as each test is about to be titrated, 
add to it 40 c.c. of mercuric chloride solution and stir well. This 
should produce a silky white precipitate of mercurous chloride, 
taking care of the excess of the tin chloride. It is undesirable 
to have a large excess of the tii^ chloride, as there ik danger of 
producing a gray precipitate of metallic mercury which renders 
the titration inaccurate; and again a huge precipitate of mer- 
curous chloride is undesirable. 

The solution being properly reduced, it is titrated with a stand- 
ard solution of recrystallized potassium dichromate, until two or 
three drops of the solution of the ore no longer give a blue spot, 
test with the ferricyanide indicator but an orange color, instead. 

Reduction by Metallic Zinc and Titration with 
Potassium Permanganate* 

After getting the ore in perfect solution by any of the fore- 
going means, the solution is converted to sulphates by evapora- 
tion to thick white fumes with 80 c.c. of 1 : 1 H2SO4. The iron 
sulphate is then dissolved again by heating to boiling for some 
time with 100 c.c. of water. The solution is transferred to an 
800 c.c. cone flask and diluted to 200 c.c. A stream of CO2 is 
passed through the flask. A total of 40 grams of zinc are added 
in portions to reduce the ferric iron. Heat, when the action of 
the zinc becomes slow, and continue to pass the CO2 until the 
zinc is all dissolved. Cool to room temper^iture with the CO2 
passing. The CO2 is purified by passing through two wash 
bottles as illustrated on page 359, photo No. 30. 

A blank of the same amounts of sulphuric acid and zinc should 
be run. In a blank the action, toward the last, is very slow, 
and when there remains only about 0.5 gram of zinc, undissolved, 
the heat can be shut off and the solution cooled; a stopper is 
placed rather loosely in the flask and the latter is then let stand 
at room temperature until the next day, when the zinc will have 
completely dissolved and the blank can be titrated and deducted. 
The iron can be reduced with aluminum as described for uranium 
on page 359. 

Use of the Reductor. — ^The most convenient way to reduce 
the ferric solution is by use of the well-known Jones reductor. 

* 3.16 gram KMn04 to one liter of distilled water: 1 c.c. »about 0.00556 
gram Fe. 
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The sulphate solution of the iron is passed through the reductor 
at a standard speed which must be rather slow. The operator 
should determine the speed in drops per minute by passing a 
solution of a standard ore through the apparatus at the speed 
and volume that will give the jpn value per c.c. for c.p. per- 
manganate of potassium. See page 365 for further details con- 
cerning the reductor. (See also page 366.) 

In these titrations the end-point is taken as the first pink 
color that spreads entirely through the solution and lasts but 
a few seconds. 

The permanganate can be standardized by putting a similar 
weight of the “Sibley’^ iron ore standard through all of the 
operations, or with sodium oxalate, page 20 (1) or with oxalic 
acid, as given on page 405. (See also page 360.) 

(1) It would seem convenient, at this point, to give the reac- 
tions involved in the method. 

(2) The reaction between the Jerrom iron and the dichromate 
{M-oceeds as follows: 

K2Cr207+6FeCl2+ 14HCI = 2KCH- 2CrCl3+6FeCl3+7H20. 

(3) The following equation explains the reduction of the 
ferric chloride by the stannous chloride: 

SnCl24 2FeCl3 =2FeCl24SnCl4. 

« 

(4) The excess of the stannous chloride is prevented from 
interfering with (2) by the mercuric chloride reacting to form 
mercurous chloride: 

SnCl 2 4“ 2HgCl2 = Hg 2 Cl 2 4* SnCU* 

(5) If too great an excess of the stannous chloride is present, 
a gray precipitate of metallic mercury is produced which ren- 
ders the titration inaccurate and the analysis must be repeated 
on a new portion: 

Hg2Cl2 “h SnCl2 = SnCl4 + 2Hg. 

Standard ahd Solutions. — The dichromate is made by dissol 
4.9 grams of the recrystallized salt in water and diluting to 1 liter. 

The stannous chloride is made by dissolving 12.5 grams of 
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granulated tin in 125 c.c. of cone. HCl or 20 grams of the stannous 
salt in 100 c.c. of the cone. HCl. 

The mercuric chloride consists of 50 gran^ of the salt dissolved 
in 1 liter of water. 

The ferricyanide for the spot^test has a concentration of 0.5 
gram per 100 c.c. of water and should be made as used. 

Standardization. — ^The standardization is best effected by 
putting 0.3 and 0.4 gram of the U. S. standard “Sibley’* iron 
ore, or some other ore that has been standardized with equal care 
(this latter standard is very convenient in that it is entirely 
soluble in HCl), through all of the foregoing operations and noting 
how many cubic centimeters of the dichromate standard are 
required, to oxidize the known amounts of the iron standard. 
By so doing, an average value, for example, of 1 c.c. of the standard 
equals 0.00546 gram of metallic iron was obtained. 

Manganese . — Dissolve 0.100 and 0.050 gram of the powdered 
ore in 25 c.c. of cone. HCL For close work filter out any insol- 
uble matter, wa^ it and fuse as described under the determi- 
nation of metallic iron. Dissolve out the fusion; acidulate it 
with HCl and add this now completely decomposed residue to 
the main solution; add to the latter 20 c.c. of 1 : 1 H 2 SO 4 and 
evaporate to thick fumes; cool; add 20 c.c. of cone, nitric acid 
and 20 c.c. of water and heat until all of the iron and manganese 
sulphates are dissolved and nothing remains but the floating 
silicic acid. Then transfer from the porcfjjain dish to a cone 
flask, or a 10X1 inch test tube, rinsing with 1.20 nitric acid, 
and finish as in steels. (See page 338.) 

If the manganese exceeds 2 per cent, 1.0 and 0.9 gram are 
gotten into solution as above and the analysis can be finished by 
the phosphate method or by the method given on pages 345 to 
347. (S^ also pages 250-252.) 

Phosphorus and Silica . — Dissolve 0.9 and 1.00 gram, as for 
the metallic iron, using 40 c.c. of cone. HCl, fusing the insoluble 
residue and placing the acidulated melt back in the main solution; 
then evaporate to dryness; adding 1 gram of chlorate of potas- 
sium before evaporating, heating with the cover on the porcelain 
dish until all action caused by the addition of the chlorate is 
over. After the evaporation to dryness, redissolve in 20 c.c. of 
cone. HCl; evaporate to 10 c.c., add 20 c.c. of water; add a 
little ashless filter pulp; filter and wash with 1 : 40 HCl until 
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the washings no longer give an iron test with KCNS; evaporate 
the filtrate and washing? again to dr 3 mess on the graphite, dis- 
solve, dilute, filter ai^d wash as before to insure the separation 
of all of the silica. The filters from the first and second evapora- 
tions to dryness contain the totaltsilica. These papers are ignited, 
weighed, .and finished for silica, purifying with HF+H2SO4. 

The filtrate from the second filtration and washing contains 
all of the phosphorus; it is evaporated low and is converted to 
nitrates, boiled with permanganate, and finished for phosphorus 
as in steel (pages 310 and 318). 

Sulphur.—Fuse 1.0 and 0.9 gram, as given for ferro-titanium 
at the bottom of pages 47-48; running blanks as a check on the 
reagents. (See also page 122.) 

Aluminum f Calcium j and Magnesium . — Get 0.9 or 1.0 gram 
into solution and evaporate to dryness as for silica. The 
filtrate from the second evaporation will contain all of the 
aluminum, iron, manganese, most of the titanium, all of the 
phosphorus, calcium, and magnesium. Make a double basic 
acetate precipitation of the filtrate as described on pages 250 
and 251 and combine the two sets of filtrates and washings for 
the calcium and magnesium. The precipitate from the second 
basic acetate precipitation is burned off at a low heat, blasted to 
constant weight, and weighed as AI2O3, Fe 203 , Ti02, P2O6. The 
residue in the crucible is then dissolved in cone. HCl and divided 
into two parts; th^ phosphorus is determined in the one part 
after converting it into nitrate as described under phosphorus; 
and in the other part the metallic iron is found as given 
under metallic iron, by reducing this half with stannous 
chloride or convert to sulphate and use the reductor. The 
iron so found is calculated to Fe 203 , multiplied by two and 
deducted from the total weight of the oxides. In the same way 
the phosphorus found is calculated to P 2 O 6 , multiplied by twiCX-t 
and deducted. This leaves only the weight of the AUOa and 
TiOa. The latter is determined on a separate portion and cal- 
culated to a 1-gram basis and deducted, leaving the aluminum 
only. 

Also these same weights of ore can be gotten into solution 
as for silica, the silica filtered off; the filtrate and washinj^ 
theiefrom can be transferred to a 1 liter boiling flask and the 
iron, manganese, and titanium can be removed by two or three 
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peroxidations. The filtrates and washings from peroxidations 
can then be made acid and the aluminum precipitated at once 
with ammonia; redissolved and reprefiipitated to remove the 
sodium salts that are inevitably preseift in the aluminum 
hydroxide. The reprecipitated aluminum hydroxide is weighed 
as AI 2 O 3 , P 2 O 6 . The phosphoric anhydride is determined by 
fusing the two oxides in twenty times their weight of ahhydrous 
sodium carbonate; the melt is dissolved in nitric acid and is 
then evaporated to 40 c.c. and finished as in steels, pages 310 and 
318. 

This latter scheme is decidedly to be preferred if calcium 
and magnesium are not needed. 

Calcium and Magnesium . — ^The filtrates from the two basic 
acetate 'precipitations are combined and evaporated nearly to 
crystallization with 100 c.c. of cone. HCl. Then 200 c.c. of 
water, or more, are added and heat is applied until the salts 
are all dissolved. If any dirt or dust has crept into the solution 
the same is filtered out and the filtrate and washings are finished 
for Ca and Mg m in limestone from the point where the filtrates 
from the iron have been obtained and are ready for the addition 
of the oxalate. (See page 431.) 

Also, if it is desired to obtain the latter elements in a separate 
portion one can proceed exactly as given for limestone (page 430). 

Titanium . — Fuse 1 gram with 20 grams of acid potassium 
sulphate and finish for titanium as directed on page 49; 
(“Transfer to an 800 c.c. beaker '0, if* the titanium con- 
tent of the ore amounts- to more than 1 per cent. If the 
per cent of titanium is less than 1 per cent, fuse as above 
lout boil the sulphuric acid solution of the fusion obtained as 
directed on page 61 with strong nitric acid and compare it with 
an iron ore, containing a known amount of titanium, that has 
been put through all of the operations. Dilute the sulphuric 
acid solution of the fusion to 100 c.c.; boil it five minutes with 
25 c.c. of cone, nitric; cool and compare as given for steels on 
page 64. 

Copper and Nickel . — ^Dissolve the ore as far as possible with 
HCl, using 20 c.c. of the cone, acid per gram, heating a little 
below boiling in an 800 c.c. beaker until the insoluble residue 
does not show any further change, that is, does not become any 
whiter. Use 15 grams of the finely ground sample if the copper 
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and nickel 9[o not exceed 1 per cent. When the HCl ia appar- 
ently having no further effitet, then add cautiously 10 c.c. of 
cone, nitric per gram of ore taken and also a total of 10 c.c. of 
hydrofluoric acid aifd digest the contents of the beaker for at 
least one hour. 

Evaporate to moist drynei£, but do not bake for fear of 
rendering the nickel insoluble; redissolve in 100 c.c. of HCl and 
evaporate until the solution does not seem to have a great excess 
of HCl; convert the solution to nitrate by evaporating until 
further additions of cone, nitric acid no longer produce red 
fumes, or until a few drops of the solution give but little, if any, 
milkiness with silver nitrate solution. Then finish for copper and 
nickel as given on pages 210 to 212. Run as a standard an iron 
ore containing a known amount of copper, or if such a standard 
is not at hand, then add to the ore a known amount of copper 
and nickel and also run the same ore without any copper and 
nickel, performing the standardization in the same way as given 
for pig iron on pages 206 and 207. 

Chromium , — Determine the chromium exactly as given for 
chrome ore on pages 184 and 185. 

Ignition Loss, Carbon Dioxidef and Moisture . — ^The ignition 
loss is obtained by heating 1 gram of the sample at a bright red 
heat for an hour. 

Carbon dioxide and organic matter can be determined together 
as CO 2 by burning 1 gram of the sample in the electric combus- 
tion furnace for ohe hour in a stream of oxygen as in steels. 
The CO 2 existing as such can be determined by heating the ore 
with cone. HCl in a flask through which a constant stream of 
air is drawn and purified from CO 2 in the same manner as the 
oxygen is purified for the determination of carbon in steel. The 
flask should be provided with a No. 6 rubber stopper. The 
flask shown for sulphur work on pages 330 and 332 will answer. 
The stopper should be pierced with a funnel tube as shown on 
page 332; also an inlet tube for the .purified air which should 
extend one-quarter inch below the acid in the flask; the stojpper 
must also have an outlet tube extending through the stopper into 
the flask, but not touching the fluid in the same. This tube 
*wfll conduct away the COi liberated by the digestion with 
HCl by means of gentle suction with a water pump connected to 
the outlet of the weighing apparatus. The weig^g apparatus 
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and thei. train between it and the outlet of the digesting flask 
can be made exactly as the same part of the carbon comibuation 
apparatus. The whole apparatus can be thought of as parallel 
to the carbon outfit with the flask taking the place of the electric 
furnace. If it is more convenient oxygen can be forced through 
the apparatus, during the digelting period, instead of drawing 
air through the outfit. The weighing apparatus /, page 279, 
should be weighed after air or oxygen has been drawn through 
it during an hour’s digestion. J is again attached and air passed 
through it for another half hour, but during this second passage 
of the air, or oxygen, no heating should be necessary. If there 
is no more gain of weight than a blank gives at this point, then 
it is proven that all of the CO 2 has been drawn over into the 
weighing apparatus. The operator can check his apparatus and 
the accuracy of his manipulations by determining the CO 2 in 
limestone containing a known amount of calcium carbonate or 
by taking a known weight of calcite crystals. 

The moisture is determined by weighing 1 gram of the sample 
and drying it to a constant weight at 106° C. 

Combined water is determined as in an unburned crucible, 
page 398, using 1 gram of the sample that has been already 
dried for one hour at 105° C. and kept in a glass-stoppered bottle 
after the drying. 

Vanadium is determined in the same manner as given for 
camotite ore, page 369. 



CHAPTER XVIII 
Part IV 

THE ANALYSIS OF FLUORSPAR 

Exact Method. — As this mineral is not completely decomposed 
by fusion with sodium carbonate alone, it is the general practice 
to fuse the finely ground mineral with a mixture of sodium and 
potassium carbonates, and finely ground precipitated silica. The 
author uses, for the melt, an intimate mixture of 1 gram of the 
sample with 10 grams each, of the two carbonates mentioned, 
together with 3 grams of precipitated silica. 

The 1 gram Of the spar is stirred carefully through the fiux 
in a thirty-gram platinum crucible and the whole is gradually 
brought to a bright red heat and held at this temperature until 
all bubbling due to the evolution of CO2 ceases, indicating that 
the reactions are complete as follows: 

3C§F2+3Si02=CaSiF6+2CaSi03, . . . . (1) 

CaSiF6+4Na2C03=CaC03+Na2Si03+6NaF+3C02. . (2) 

When the fusion is finished in the manner indicated, it is run 
around the sides of the crucible; and, when cooled, the crucible 
is placed in a platinum dish and its contents dissolved in water 
with heat. If no platinum dish is available, then the melt must 
be dissolved in the cold in a porcelain dish. When all is dis- 
solved except the floating portion, cool, add paper pulp, filter into 
a large casserole and wash the residue on the filter with 2 grams 
of sodium carbonate dissolved in 500 c.c. of water, giving the 
filter at least fifty washings, obtaining residue R on the filter, 
and the filtrate and the washings A, which latter will contain all, 
or nearly all, of the fluorine as NaF and much silicic acid as 
sodium silicate, according to (2). 
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The win silica in filtrate A is separated according to the 
method of Berzelius, by heating with ammonium carbonate 
and removing the last traces with an ^mmoniacal solution of 
zinc oxide as follows: 20 grams of ammdnium carbonate, in 
powdered form, are added to A and the same is heated for an 
hour at 40® C. A is then filterea after twelve hours. Consider- 
able ashless filter pulp is stirred in with the precipitated silicic 
acid. The mixture of pulp, silicic acid and perhaps some iron 
and aluminum hydroxides is filtered out and washed with one 
gram of ammonium carbonate dissolved in 500 c.c. of water, at 
least fifty times, allowing each washing to drain off completely 
before the next one is applied. This filtrate and washings can 
be designated as B and contain the major part of the sodium 
fluoride and still some of silicic acid. The mixture of pulp and 
silicic acid on the filter from A can be marked M. 

The residues R and M are smoked off in a large platinum 
crucible and then the heat is raised until the ash is free of char- 
coal and of a light-brown color. In this way nearly all of the 
original added silica is returned to aid in attacking any unde- 
composed spar that may have escaped decomposition in the 
original fusion. Place on top of the ash from R plus M a ground 
mixture of 10 grams, each, of the carbonates of sodium and 
potassium. Stir this flux all through the ash R plus M with 
a stout ni-chrome wire and then repeat the fusion as described 
in the first place, and all of the other foregoing operations. 
The water-insoluble residue R* from the second fusion is washed 
with sodium carbonate water as in the case of R. This water- 
insoluble residue R^ contains all of the calcium, barium, mag- 
nesium, iron, and some of the aluminum. The filtrate and 
washings from R' contain any remainder of the fluorine and 
nearly all of the silicic acid and aluminum (if A1 be present). 
This filtrate and washings are heated with ammonium carbonate 
as in A, allowed to stand for some hours, filtered, washed with 
ammonium carbonate water, obtaining a residue M' on the filter 
consisting of nearly all of the silicic acid plus a little iron and 
aluminum. The filtrate and washings from Af', i.e., cont^ 
the last traces of the silica. This filtrate combined with B 
contains all of the fluorine as sodium fluoride and the remainder 
of the silica as sodium silicate. This silica is removed as follows: 
Evaporate these filtrates to dryness in a casserole; take up 
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with A8 little water as possible; add a (ew drops of an alcoholic 
solution of phenolphthalein and then add 1 : 1 HCl until a few 
drops of this acid ju^c discharge all pink color. The solution 
is then boiled to nbte if the pink color may reappear, and if it 
should, a drop or two more of the acid is added to just remove 
the pink and so on until no pink reappears on heating. The 
solution will then be neutral and is ready for the removal of 
the last traces of the silicic acid by means of a saturated solution 
of zinc oxide in ammonia, prepared as follows: Dissolve 10 grams 
of zinc oxide in 50 c.c. of cone, ammonia and filter off the undis- 
solved zinc oxide. Add 10 or 12 c.c. of this filtrate to the neu- 
tralized B plus B* to precipitate the silicious matter still remain- 
ing therein, as zinc silicate. After adding the ammoniacal zinc 
solution, boil until the smell of ammonia is gone, and then filter 
out the mixture of zinc silicate and zinc oxide and wash it with 
5 c.c. of the ammoniacal solution of zinc oxide diluted with 
500 c.c. of water, obtaining filtrate and washings C which contain 
all of the fluorine as sodium fluoride and free of silica. The 
silicic acid gotten from B plus B* as zinc silicate is freed from 
zinc by dissolving it off the filter with nitric acid, 1.20, and 
evaporating the filtrate and washings so obtained to dryness. 
The dry residue is taken up with 1.20 nitric acid and filtered 
off, after dilution with water, on the same filter from which the 
zinc silicate was dissolved with nitric acid. The residue on this 
filter is washed thoroughly and burned off with 

The Calcium fluoride . — ^The filtrate C is heated to boiling 
and the fluorine is precipitated from it while boiling by means 
of a saturated solution of calcium chloride. Some recommend 
the addition of a little sodium carbonate before adding the pre- 
cipitant, thus causing a precipitation of some calcium carbonate 
along with the calcium fluoride to aid in the subsequent filtration. 
The calcium fluoride is filtered and washed thoroughly with 
water. It has been the writer^s experience that it requires not 
less than fifty washings to completely wash a large precipitate. 
The CaF 2 is burnt off in a platinum crucible at a very low Jieat, 
just smoking off the paper, and then at low red to remove the 
carbon. 

The ash, which consists of a mixture of oxide, fluoride and 
carbonate of calcium, is dissolved with dilute acetic acid (three 
parts of the acetic acid diluted with 1 part of water), by heating 
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and evaporation to dry^iess on the water bath. The c^cium 
fluoride remains insoluble* and the calcium carbonate and oxide 
are dissolved. After the evaporation to dtyness, 60 c.c. of water 
are added to the dry residue and heat is appHed for about a half 
hour. The insoluble calcium fluoride is filtered off and washed 
with water, dried, ignited at a low heat and finally at redness 
until the CaF 2 is white, when it is cooled and weighed and cal- 
culated to percentage as such. As a check on the purity of the 
CaF 2 it is evaporated to dryness with 5 c.c. of cone. H2S04* 
The excess of sulphuric acid is driven off at a low red heat and the 
residue is weighed as calcium sulphate, 1.7437 grams of which 
equal 1 gram of calcium fluoride. 

Silica . — ^The water-insoluble residue R' is smoked off in a 
platinum crucible and then heated at redness until all carbon 
from the paper is gone. The ash which contains the main 
calcium, etc., is transferred to a porcelain dish and boiled for 
a few minutes with 30 c.c. of 1 : 1 HCl until all but perhaps 
a little silica is dissolved. The latter is filtered off, washed, 
designated as M” and burned with M\ The ash from the 
burning of M' plus M" contains the total silica, that is, the 
silica that was added plus that contained in the sample. The 
total silica is then evaporated as usual with an excess of HF 
plus 5 drops of cone. H2SO4. The HF should be added very 
cautiously, and in small installments, to prevent loss by spraying 
during the formation of the volatile silicon fluoride. The silica 
is then determined by the loss of weight affer the removal of 
the excess of the two acids as in steels. Any residue remaining 
in the crucible after the removal of the silica may contain some 
calcium, iron, etc., and is fused with a little sodium carbonate, 
dissolved in HCl and added to the filtrate from M". 

Ca, Mg, Ba, Fe, and Al are now all in solution in the filtrate 
just mentioned. The first step is to remove any barium present 
by adding to the solution 2 c.c. of cone, sulphuric acid diluted 
with 600 c.c. of water. Any precipitate formed by the addition 
of the very dilute sulphuric acid is filtered off, ignited and weighed 
as barium sulphate. The filtrate and washings from the barium 
sulphate are then analyzed for Ca, Mg, iron, and aluminum as 
described for limestone, beginning at the point where these 
elements are all in solution and free of silica. (See page 431.) 

Blanka , — It is very necessary to run blanks by fusing 3 grains 
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of the same lot of precipitated silica as used in the decompo- 
sition of the spar with 10 grams, each, of the sodium and potas- 
sium carl)onates. The melt is dissolved out in water and then 
put through all ot the operations given in the method. The 
silica, iron, calcium, magnesium, and aluminum so found are 
deducted from the amounts of these elements found in the 
analysis of the sample. These blank analyses should be made in 
duplicate, as should the analysis of the spar, also. 

Lead . — Dissolve 0.9 and 1.0 gram of the sample in a mixture 
of 20 c.c. of cone. HNO 3 and 10 c.c. of cone. HCl. If the spar 
is high in CaF 2 it will dissolve almost (iompletely in this mixture. 
Heat until all spraying is over and evaporate to moist dryness; 
redissolve in 20 c.c. of cone, nitric acid, dilute, filter, wash with 
dilute nitric acid, and evaporate the filtrate and washings to 
10 c.c. Add 75 c.c. of cone. HCl and evaporate to 15 c.c. Dilute 
with water to about 100 c.c. Make the diluted solution just 
neutral with ammonia; add 4 drops of HCl and pass H 2 S through 
the hot solution until the black precipitate of lead sulphide 
settles well. Filter off the lead sulphide and wash it with H 2 S 
water. Pass H 2 S through the filtrate and washings to make 
certain that all of the lead has been precipitated. The lead 
sulphide is dissolved in 50 c.c. of 1.20 nitric acid and its solution 
is evaporated to heavy fumes with 75 c.c. of 1 : 3 sulphuric acid, 
in a porcelain dish. Cool, dissolve as far as possible with 200 c.c. 
of water and one-third this amount of alcohol. Allow the lead 
sulphate to settle for several hours before filtering; filter off 
the lead sulphate and wash it with a mixture of 2 parts of water 
and 1 part alcohol. Burn the residue at a very low heat in a 
'porcelain crucible until the paper is all gone. Cool the white 
residue and moisten it with a drop or two of H 2 SO 4 and ignite 
the residue again at a dull red heat. 

The weight so obtained is multiplied by 0.6832 to reduce to 
the metallic basis. If the sulphur found is reported as such then 
the lead can be conveniently reported as metal. The lead, how- 
ever, usually is present as the sulphide. 

Sulphur . — The author uses the carbonate and niter fusion, 
melting the spar with 20 grams of carbonate of soda and 4 grams 
of niter. The analysis is then finished as in ferro-vanadium high 
in silicon (see page 34 near the bottom of the page). There is 
no reason why the sulphur could not be obtained by fusing the 
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mineral in a mixture of 10 grams of sodium peroxide and 5 
grams of sodium carbonate, then dissolving out the melt in 
water. The water solution could be acidulated with a consider- 
able excess of HCl and the analysis finished *as in the carbonate 
and niter fusion. ^ 

In cither method blanks should be run through all the opera- 
tions and deducted. 

Carbon Dioxide , — Ignite 1 gram of the sample in the electric 
combustion furnace in a stream of oxygen for one hour, as in the 
determination of carbon in steel. The carbon dioxide is usually 
combined with calcium, as carbonate, in the mineral. 

Approximate Method. — The usual approximate method is to 
attack the spar with acetic acid. The author proceeds as follows 
(he regards the approximate method accurate enough for all 
technical purposes): Moisten the finely ground spar to a thin 
paste with water, add 20 c.c. of glacial acetic acad and evaporate 
to dryness on the water bath in a porcelain dish. To the dry 
residue add 50 c.c. of water; stir; boil a few minutes; add 
ashless paper pulp; mix again, filter, and wash with hot water, 
obtaining residue It on the filter and filtrate and washings F. 
The residue H contains all of the CaF 2 , silica and the main portion 
of the iron, aluminum and lead. Barium if present as sulphate 
would be mainly in R. 

The filtrate and washings from R contain calcium, mag- 
nesium and some of the iron and aluminum^ and are analyzed 
for these elements as in limestone (see page 430). If lead is 
present some of it will also be in this filtrate and should be first 
removed by H 2 S precipitation of the hot, faintly acid solution. 
The lead sulphide is washed with H 2 S water and the filtrate and 
washings are evaporated low to remove the excess of H 2 S, add- 
ing some potassium chlorate to oxidize the iron, at the beginning 
of the evaporation. The amount of lead found at this point is 
only a small portion of the total amount of the lead present; at 
least, this is the case in the samples containing lead as galena. 

Silica and Calcium Fluoride . — ^The residue R is ignited at a 
low red heat in a weighed platinum crucible, cooled and weighed. 
Twenty c.c. of c.p. HF are added to R after the weighing. 
Evaporation to dryness removes the silica. The remainder 
in the crucible is then heated to lowest redness, cooled, weighed 
again, and the loss of weight due to the evaporation and ignition 
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is calculated as silica. Three c.c. of cone. H 2 SO 4 are dropped 
into the crucible and the contents of the latter are taken to 
dryness; ignited at a low red heat, cooled and weighed as calcium 
sulphate (CaS 04 ). The calcium sulphate so found is calculated 
to calcium fluoride after deducting from it any Ba, Pb, Fe, 
and A1 found as given below. 

Add 15 c.c. of cone. HCl to the weighed calcium sulphate and 
boil it until the sulphate either dissolves to a clear solution after 
twenty minutes’ slow boiling, or there remains some white 
insoluble residue which would indi(!ate the presence of barium 
sulphate. If such a residue be found, then dilute the solution to 
200 c.c. and let it stand for several hours to permit the barium 
sulphate to settle. Filter it out; wash it with water; ignite; 
cool; weigh, and deduct it from the weight of the calcium sulphate. 
The filtrate and washings from the barium sulphate are diluted 
to 400 c.c. and H 2 S is passed for an hour and the solution is 
then permitted to stand for several hours to give the precipitate 
of PbS time to separate out. If there be sulphide of lead in the 
spar (usually in the form of galena), then some of it will have 
been counted as calcium sulphate. The lead sulphide is burned 
at a very low red heat in a porcelain crucible, moistened with a 
few drops of cone, sulphuric acid and the latter is evaporated. 
The residue is burned at a low red heat, weighed and the weight 
is then deducted from that of the calcium sulphate. The filtrate 
and washings froip the lead sulphide are evaporated to dryness 
with a gram or two of potassium chlorate and analyzed for any 
small amounts of iron and aluminum that may be present in 
this part of the analysis; that is, the small residue in the evapo- 
rating dish is dissolved in 10 c.c. of HCl, precipitated with a 
slight excess of ammonia, the small precipitate of iron and 
aluminum hydroxides are filtered out, washed, weighed, and the 
weight also deducted from the weight of main calcium sulphate. 
The main calcium sulphate as stated, after these deductions, is 
then calculated to the total calcium fluoride. These small por- 
tions of the Fe and A1 are also added to the main oxides of iron 
and aluminum found in F, The main filtrate F contains all of 
the calcium and magnesium not existing in the mineral as fluo- 
rides; also the remainder of the lead if any is present and the main, 
portion of the iron and aluminum. The lead is removed first, 
after acidulating F with a slight excess of HCl to prevent the 
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coprecipitation of any iron, by means of hydrogen sulphide. 
The filtrate and washings from the lead sulphide are evaporated 
to. dryness with an excess of at least 20* c.c. of cone. HCl and 
1 gram of chlorate. The dry residue is then taken up with 10 c.c. 
of 1 : 1 HCl and the iron, alum^ium, calcium, and fiiagnesium 
in the solution are determined as in limestone. As stated, the 
lead, iron, and aluminum found here arc added to any portions 
of these elements found in the filtrate from the hydrochloric 
solution of the calcium sulphate. 

Calculations 

In the exact method, the calcium required in the calcium flu- 
oride found is deducted from the total calcium found. Any 
calcium remaining is usually calcnilatcd to calcium carbonate. 
The author prefers for the sake of simplicity to calculate to 
calcium oxide, the calcium found in excess of that necessary to 
produce the calcium fluoride; and report the carbon dioxide 
found, as such instead of attempting to' distribute it as carbonate. 
In the same way the sulphur found is reported as such instead 
of entering into a tedious computation for the purpose of cal- 
culating a part of it to lead sulphide and any remaining sulphur 
to sulphide of iron. Similarly the oxides of iron and aluminum 
obtained are reported as oxides. For commercial and technical 
purposes this seems the logical procedure, and entirely answers 
purposes of the iron and steel metallurgist. In harmony with 
the reporting of the sulphur as such, the lead found is recorded 
as metal. 

Calculation of thk Calcium Existing as CaO by the 
Exact Method 

Suppose that 83.46 per cent of CaF 2 were found. Then in 
1 gram of the sample there would be 0.8346 gram of calcium 
fluoride. Further, in 1 gram of this sample there was found 
a total of 0.6956 gram of calcium oxide in the filtrate from Af", 
page 453; then as calcium fluoride is converted to its equivalent 
weight of calcium oxide by the factor of 0.7182 we have 0.8346 
multiplied by 0.7182 or 0.5994 gram of calcium oxide coming from 
the calcium in the calcium fluoride. This is deducted from 
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the total calcium oxide; 0.6956 minus 0.5994, or 0.0962 gram of 
calcium oxide to be reported as such, being 9.62 per cent. 


Calculation of CaS04 to CaF2 in the Approximate 
Mi|thod 

The calcium sulphate found is multiplied by the factor 0.5735 
to obtain the equivalent weight of calcium fluoride. 

SOME ANALYSES OF FLUOltSPAR 


Sample op Fairview Gravel 



Approxinmfo Method. 
Per Cent. 

Kxiiet Method. 

Per Cent. 


83 . 70 

83.46 

Silica 

2.02 

3.20 

Oxides of iron and aluminum 

3.16 

3.20 

Calcium oxide 

0.40 

9.61 

Sulphur 

0.010 

0.016 



Sample of Fluorspar Gravel Containing Sulphide op Lead 



Approximate Method 
Per Cent. 

Exact Method. 

Per Cent 

Calcium fluoride 

84.24 

84.36 

Silica 

5.44 

5.79 

Oxides of iron and tiluipinur.i 

1.32 

1.41 

Calcium oxide 

1.83 

1.90 

Carbon dioxide 

2.20 

2.20 

Sulphur 

0.92 

0.92 

Metallic lead 

2.00 

2.00 

Moisture 

0.35 

0.35 


Selected Sample by the Approximate Method 



Per Cent. 


Per Cent. 

Calcium fluoride 

97.58 

Oxides of iron, etc . . . 

0.77 


0.20 

Oxide of calcium .... 

0.62 




Evolution Method for Fluorine. — J. B. Krak in The Chemist- 
Analyst, July, 1914, gives the following evolution scheme: “ Weigh 
the substance (he does not state how much, presumably 1 gram) 
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into a 700 c.c. flask provided with a separatory funnel. Connect 
the flask with a condenser and a train of three Fresenius nitrogen 
bulbs. Pour into the dissolving flask 100 c.c. of phosphoric acid 
of 85 per cent strength. Add 100 c.c. of water. Close the funnel 
stopcock. Apply low flame and continue to heat until 100 c.c. of 
the solution in the flask has been flistilled over (Fig. 37). 



Add 100 c.c, more of water and distill this over also. The 
nitrogen bulbs contain an absorbing solution consisting of 90 c.c. 
of 3 per cent calcium acetate and 5 per cent sodium acetate made 
acid with acetic acid. The theory is that the fluorine is absorbed 
as HF in the calcium acetate, forming a precipitate of CaF 2 . 
Any silicon tetrafluoride that may be formed is also distilled 
over forming CaF 2 and sodium silicate. The author has never 
tested this method, but its simplicity leads him to publish it for 
those of his readers that may be interested to* test its accuracy. 

The contents of the nitrogen bulbs are poured out into a large 
beaker, 20 c.c. of a saturated solution of ammonium acetate are 
added, evaporation, boiling, and filtering out of the CaF 2 follow. 
Wash the CaF 2 with a dilute solution of ammonium acetate; 
ignite at a low heat, and weigh as CaF 2 . 




CHAPTER XIX 
Part 1 

THE TESTING OF LUBRICATING OILS 

As the steel works chemist is frequently required to report on 
the lubricants used about the plant, a brief outline of the more 
important tests may save the busy reader of this book much delv- 
ing into the vast amount of literature written on this subject. 
The tests about to be described constitute all that the mechanical 
engineering department of a large works usually cares to know, or 
asks for. If the reader wishes to inform himself further, he can 
consult the writings of L(^wkowit(;h, Benedict, Gill and others. 

Saponification Number 

This test is a direct index of the proportion of animal matter 
in the lubricant for the reason that mineral oil (usually present 
in most of the oils u^d for lubricating) has no saponification value. 
The saponification number simply means that 1 gram of the sample 
tested requires that many milligrams of potassium hydroxide to 
combine with (saponify) the fatty acids present in it. The test 
is also known as the Koettstorfer’s value. 

Method. — Weigh 1 to 2 grams of the oil or lubricant into a 
250 c.c. conical flask. Place also in the flask 25 c.c. of half normal 
potassium hydroxide. Insert a stopper carrying a return con- 
denser firmly in the neck of the flask. Turn a current of water 
into the condenser and start to heat the flask on a water bath. 
(See photo No. 38.) Some operators add 20 c.c. of ether to the 
contents of the flask before putting in the condenser. Heat the 
flask on the water bath for one hour. Then shut off the heat, 
turn off the water, cool, add several drops of phenolphthalein 
indicator and drop in from a burette half-normal HCl until the 
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pinkish color or shade given to the solution by the indicator just 
disappears. The number of c.c. of N/2 KOH added, less the 
number of c.c. of H(yl required to discharge the pinkish color 
produced by the KOH, multiplied by the* factor 28.05 (1 c.c. 
N/2 KOH contains 28.05 mgs. of KOH) and divided by the weight 
of the oil taken gives the saponification number of the sample. In 
weighing the oil place the tared flask on the balance pan and 
drop in some of the sample from a pipette until about th(‘ desired 
weight has been put in the flask. Then weigh the oil exactly. 



Photo 38. 


When titrating the oil with N/2 HCl use alcohol to wash 
down the sides of the flask, as water is liable to cloud the solution. 
To check the operations place 25 c.c. of the N/2 KOH in the cone 
flask together with the 20 c.c. of ether. C'onnect the condenser 
and heat the flask for one hour in the water bath, cool and titrate 
wit i the N/2 HCl. Any KOH that may have been so used is 
ded icted from the apparent amount used by the sample, before 
calculating the saponification number as given above. 

A convenient standard for checking the operator’s work is 
the purest rapeseed oil. A very pure sample obtained by the 
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author gave a saponification value of 185. A German rape oil 
known as double refined was found to be 182 in saponification. 
Pure lard oil is given as 195. These pure oil standards should 
be kept in a cool dark cupboard, in sealed bottles, when not in use. 

« 

The Preparation of Half-Normal (N/2) HCl and 
Half-Normal KOH 

A normal solution is usually defined as the hydrogen gram 
equivalent of the active substance dissolved in a liter volume. 
The author would like to offer the following definition, which 
may seem long drawn out but more explanatory: 

A normal solution is the gram molecular weight of the reacting 
substance dissolved in a liter volume, or that fraction of its gram 
molecular weight dissolved in a liter volume which is the equivalent 
of the gram atomic weight of hydrogen. The required fraction 
of the gram molecular weight may be different for the same com- 
pound, depending on the nature of the reaction for which the normal 
solution is to be used. 

The first requisite is then to write the equation and from it 
decide whether the full molecular weight in grams or only a 
fraction of it is needed to meet the conditions of normal solution. 
Suppose the normal solution of permanganate of potassium is 
desired for the oxidation of ferrous sulphate, according to the 
equation: 

(A) 10FeSO4+2KMnO4+8H2SO4 = 5Fe2 (804)3 +K2SO4 
+2MnS04 +8H2O, 
or 


(B) lOFeO • SO3-I-K2O2 • 2Mn03+8H20 • SO3 - 5Fe203(S03)3 
-f K2O • SO3+ 2 MnO • SO3+8H2O. 

By equation (B) we see how the oxidation expressed by (A) 
takes place: The ferrous oxide united to the sulphuric radical 
and containing 10 atoms of oxygen becomes ferric oxide, ^till 
united to the sulphuric radical, and gains 5 atoms of oxygen. 
This gain comes from the permanganate as by equation (B) the 
potassium peroxide part of the permangmiate loses 1 atom of 
its oxygen to the ferrous sulphate, becoming potassium sulphate; 
and the two parts of manganic trioxide give up 4 atoms of oxygen 
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to the ferrous sulphate, and become 2 molecules of manganous 
sulphate. Hence we have permanganate equivalent to 5 atoms 
of divalent oxygen or 10 atoms of mon^alent hydrogen; there- 
fore 2 molecules of the permanganate beftig equivalent to 10 
atoms of hydrogen then two-tentjjs or one-fifth of a gram molecule 
of the KMn04 will be the equivalent of the gram atom of hydrogen. 
This makes it necessary to weigh one-fifth of 158.03 or 31.6 grams 
of the KMn04, dissolving the same in a liter volume. 

A normal solution of the ferrous sulphate: It has been seen 
that the sulphate of iron has taken up 5 atoms of oxygen which 
are equivalent to 10 atoms of hydrogen, hence, since 10 molecules 
of the ferrous sulphate are equivalent to 10 atoms of hydrogen, 
then 1 molecule of the sulphate is equivalent to 1 atom of hydrogen. 
It will be fulfilling the definition if 278 grams of FeS04, 7H2O 
are dissolved in a liter volume, or the entire gram molecule. 

An example of a normal solution for a precipitation reaction 
is afforded by the following: H2S04+BaCl2=BaS04+2HCl. 
In this equation the active sulphuric acid molecule precipitates 
the divalent barium atom which is equivalent to 2 atoms of the 
monavalent hydrogen atom, therefore one-half the gram-molecular 
weight of the sulphuric acid, or 49.04 grams of the 100 per cent 
acid or its equivalent in a dilution, in a liter volume constitutes 
its normal solution. 

(C) This brings one to the neutralization normal, or half- 
normal solution: HC1-|-K0H = KC1-|-H20. In this reaction 
whether it is desired to consider the normal solution for the 
potassium hydroxide or the hydrochloric acid it is an example of 
one molecule reacting with a monavalent atom. In either case 
the entire gram molecule would be required in the liter volume 
or one-half this amount for the half-normal solution, also in a 
liter volume. This would be 36.47 grams of the HCl and 56.11 
grams of the KOH in a liter volume for the normal solution, or 
18.23 grams of HCl and 28.05 grams of KOH dissolved in a liter 
volume for the half-normal solution (N/2) of these salts. 

.Half-normal HCl.— As the hydrochloric solution will remain 
constant, 7 liters are prepared as follows: 350 c.c. of about 1.20 
specific gravity acid are diluted to 7000 c.c. with water and well 
mixed. The acidity is then tested against pure sodium carbonate 
[Spared from c.p. sodium oxalate which can be obtained to the 
best advantage from the U. S. Bureau of Standards. 
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Weigh 1 gram of the standard oxalate into a platinum crucible 
and gently ignite until it is charred and then raise the heat until 
it is pure white but do*hot heat it above redness. Dissolve the 
sodium carbonate thus formed in a little water and transfer it 
with great Care to a 250 c.c. cone^ask. Add 1 or 2 drops of methyl 
orange solution and titrate it with some of the above HCl solution 
until one drop of the acid just turns the fluid in the cone flask pink. 
The reaction is as follows; 

Na2C03+2HCl=2NaCl+H20+C02. ... (2) 

The sodium oxalate on ignition is decomposed to sodium car- 
bonate in the manner shown by the equation, 

Na2C204+0=Na2C03+C02 (1) 

By (1) one molecule of sodium oxalate yields 1 molecule of sodium 
carbonate and by (2) we see that 1 molecule of sodium carbonate 
is also equivalent to 2 molecules of hydrochloric acid. Or in 
terms of equivalent weights, 134 parts of sodium oxalate yield 
106 parts of sodium carbonate, which require 72.94 parts of HCl 
(2HC1) for neutralization. One gram of sodium oxalate will give 
of a gram of sodium carbonate, or 0.791 gram. Suppose that 
the trial titration of 7 liters of HCl showed that 0.791 gram of 
sodium carbonate required 25.0 c.c. of this HCl to give a pink with 
the methyl orange. By (2) we have seen that 72.94 parts by weight 
of HCl unite with 106 parts of sodium carbonate or 1.4532 grams 
of Na2C03 equal f gram of HCl. N/2 HCl according to (C) 
contains 18.23 grams of H(fl to the liter, therefore 1 c.c. of N/2 HCl 
= 18.23 X 1.4532 -r 1000, grams of sodium carbonate, or 0.02650 
gram of Na2C03. As an average of several titrations it 
was found that 25 c.c. of the solution of HCl being tested neu- 
tralized 0.791 gram of Na2C03, hence 1 c.c. of this acid equals 
0.791 gram 25, or 0.03164 gram of Na2Co3. As 1 c.c. of N/2 HCl 
should equal 0.02650 gram of Na2C03 then 1 c.c. of the acid being 
tested should be diluted in volume as many times as 0.0265 is 
contained in 0.03164, or 1.194 times. Suppose after making .the 
trial titrations there remains exactly 6800 c.c. of the HCl, then 
this solution should be diluted to 6800X1.194 c.c., or to 8119 c.c., 
when it should be an exact N/2 normal solution. 

In general divide any number of c.c. of the acid being stand- 
ardized into the amount of sodium carbonate that it will exactly 
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neutralize; divide the result by 0.02650 and then multiply this 
last quotient by the exact number of c.c. of the acid remaining. 
This will give the volume to which the remaining acid must be 
diluted to make it of N/2 strength. 

The Preparation of N /2 KOH.-*-Weigh about 40 grams of KOH, 
marked purified by alcohol, into a glass-stoppered bottle and 
dissolve it in a liter of ethyl alcohol that has been distilled with 
some KOH. 

This distillation can be accomplished by placing the alcohol 
and KOH in a boiling flask, in boiling water and connecting 
the same with a Bunsen condenser. The distillate is then used as 
above. In the alcoholic solution a gram or two of barium hydrox- 
ide are also placed to remove any carbonate present in the KOH 
solution. It is then allowed to settle for twelve hours, when the 
clear liquid is siphoned off, leaving all of the cloudy portion 
behind. This clear portion is diluted to one liter and well mixed 
in a glass-stoppered volumetric flask. The redistilled alcohol is 
used for this dilution also. Exactly 50 c.c. of this KOH are 
withdrawn from the 1000 c.c., and 25 c.c. of it are titrated with 
the N/2 HCl. Suppose it is found that 28.7 c.c. of the N/2 
HCl are required to just turn the 25 c.c. of the KOH pink; then 
1 c.c. of the KOH = 28.7 25, or 1.148 c.c. of the HCl. 
Hence the 950 c.c. of the KOH that remain must be diluted to 
950X1.148, or 1090 c.c. to make them the equivalent of the 
N/2 HCl and therefore an N/2 KOH solutiqp. This dilution is 
made as in the others with the alcohol that has been distilled in 
the presence of KOH. 

Calculations , — In actual work the N/2 KOH does not remain 
for any length of time exactly of N/2 strength so it is more con- 
venient to determine its exact relation to the N/2 HCl, which 
latter acid should remain unchanged. Suppose it is found as a 
result of the mean of several titrations of the HCl against the KHO 
that the 29.2 c.c. N/2 HCl equal 30 c.c. of the KOH. Since 1 c.c. 
of N/2 HCl reacts with exactly 28.05 mgs. of KOH, 1 c.c. of the 
KOH solution being tested is equivalent to 28.05X29.2-5-30 c.c., 
or 27.30 mgs. of KOH, which value can then be used at that time, 
instead of the factor 28.05 which can be used only when the KOH 
is exactly normal. 

Flash and Fire Tests . — ^The author uses the open fire tester of 
Tagliabue. 
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Place a bed of chip graphite in the bottoip of the tester. Fill 
the reservoir with the oil to within one-quarter inch of the top and 
raise the temperature at the rate of 15° per minute; try^for a 
small flash of flame across the surface of the oil every 7°. After 
getting the flash make note el the temperature and continue 
to raise the same until the oil takes fire and note this temperature 
which is the fire test. For an igniter use a small glass jet in a 
rubber hose connection so that the flame coming from the jet is 
not more than one-eighth of an inch long. In using this small 
igniting flame draw it across the diameter of the surface of the oil 
and keep the little flame on a level with the top of the tester, 
making sure that the jet does not touch the oil at any time. Keep 
the tester surrounded with a sheet iron cylinder during the testing 
to protect it from draughts. This test should be always carried 
out under exactly the same conditions or the results will be dis- 
cordant. When the burning test has been completed smother the 
flame at once with the cover that goes with the instrument, as 
this serves to put out the flame and makes the tester easier to 
clean for the next sample. 

Consult Technical Paper No. 49, Dept, of Interior, Bureau of 
Mines, by Allen and Crossfield, 1913, on the Flash Point of Oils. 

Cold Test . — Fill a 4-ounce, wide neck, glass-stoppered bottle 
about half full of the oil and place it in a freezing mixture consisting 
of 2 parts of ice and 1 part of salt, which can be kept in a small can 
wrapped with asbestos. After the oil is solid, let it stand in the 
mixture for about an hour. Then take out the bottle and place a 
thermometer in it and stir with the thermometer until the oil will 
just flow from one end of the bottle to the other. The cold test 
is that temperature at which the oil will just flow. 

Test for Free Add . — This test is usually reported in grams of 
free oleic acid and N/6 KOH is used for the purpose, 1 c.c. of which 
is equal to 0.047 gram of free oleic acid. Weigh 8 to 10 grams of 
the oil, accurately, into a 250 c.c. cone flask. Add 100 c.c. of the 
redistilled alcohol prepared as given under Saponification. Put 
the flask in a water bath and bring the cdjutents quickly tor just 
60° C. Then take the flask off the bath at once and titrate with 
the N/6 KOH until the first pink color just spreads through the 
test. Do not carry the titration any further or the result will be 
too high due to a certain amount of saponification 'tiiking place. 
The number of c.c. required to produce this first pink, midtiplied 
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by 0.047 and divided by the weight taken gives the amount of free 
oleic acid per gram which is then reported in percentage. 

The alcohol used in these tests can be recovered by distilling 
off the same after the tests are completed. Add some quick- 
lime to the fluid before distilling oj^ the alcohol to remove any water. 

Viscosity . — Any of the viscosimeters on the market can be used 
for this test. The author also uses the Tagliabue instrument for 
this work. Full directions go with these instruments so that but 
a brief hint or two is all that is necessary. For testing the oil 
at 70® attach the nipple marked 70® to the outlet and be sure that 
the oil has no dirt in it. If the room temperature is above 70° 
pour 90 c.c. of the oil into the container and just as soon as the 
oil reaches the required temperature allow 70 c.c. to pass through 
the nipple, timing its flow in seconds with a stop watch. The 
number of seconds required multiplied by two gives the viscosity. 

To test oil at 212° water is brought to that temperature in the 
boiler of the viscosimeter, and the steam coming from the water 
passes through the steam jacket of the instrument which sur- 
rounds the oil container. Eighty c.c. of the sample which has 
already been heated to 22® or more are now placed in the oil 
container, and when the 212® are reached in the oil, as shown by 
the thermometer that goes with the instrument, 60 c.c. of the oil 
are withdrawn through the nipple marked 212® and the time of its 
flow is recorded in seconds with the stop watch. The seconds 
required multiplied by two give the viscosity. 

The Engler viscosimeter refers all viscosity values to the same 
figures obtained by passing distilled water through his instrument. 
The figures obtained on the oil tested are divided by those gotten 
from water in the same way. This gives what he terms the specific 
viscosity. 

The viscosimeter should be cleaned with ether after each test 
to prevent any gummy coating forming on the walls of the nipples, 
which would impair the accuracy of the instrument. The vis- 
cosity of water for this instrument used in this laboratory was 
found to be 40 at 7^® and 75 at 212®. 

Specific Gravity.— For the determination of ^specific gravity the 
Eichhom picnometer is used. Cool the oil to 60® F. and fill the 
little bulb slowly with the oil so that no air bubbles enter 
with the oil, ^ the presence of air in the reservoir renders the result 
entirely inaccurate. Hold the picnometer at about a 70° angle 
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when filling it so that the bubbles may be worked out to a better 
advantage. When the bulb is entirely full of the oil, and free of 
air, stopper it, wipe it »rree of oil, place it in a cylinder ofVater 
which is at 60® F. aikid read the specific gravity from the gradua- 
tion of the instrument that is tangent to the meniscus curve of 
the surface of the water. 


Some Specifications for Oils 


Engine oik, 

1. Flashing-point above 400® F. 

2. It must be a pure mineral hydrocarbon oil, free from 

adulteration. 

3. Its specific gravity must be between 26® and 30® Baum6. 

4. Its viscosity (compared with water at 60® F., using a P.R.R. 

standard 100 c.c. pipette) must be, when determined at 
80® F., not less than 2.6. 

5. The oil must be free from acids, sulphur compounds or 

any other corrosive substances, and free from dirt or 
any other gritty material. 

Heavy Dark Engine Oil, 

1. Flashing-point above 460® F. 

2. Its viscosity (compared with water at 60® F., using a P.R.R. 

standard 1<00 c.c. pipette), when determined at 80® F., 
must not be less than 2.6. 

3. The oil must be free from all sulphur compounds, acid or 

any other corrosive substances of any kind, and free 
from dirt or any gritty substances. 

4 . Its specific gravity must be between 26® and 30® Baum4. 

Cylinder Oil, 

1. It must have a flashing-point of not less than 660® F. 

2. Its specific gravity must be between 26® and 26® Baum4. 

3. Its viscosity (compared with water at 60® F., using a P.R.R. 

standard 100 c.c. pipette), when determined at 330® F., 
must not be less than 1.26. 

4. It must" contain no saponifiable animal oil, wd be a pure 

mineral hydrocarbon oil, free from adulterations. 
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5. The oil must be free from sulphur compounds, acids or 
any other corrosive substances of any kind, and must 
be free from ^rt or any gritty substances. 

Journal and Roll Neck Grease. 

1. It must be free from all dirf and grit of any kind, acid or 

corrosive substances. 

2. It must be absolutely neutral in reaction and free from 

metallic oxides, other than lime. 

Torch Oil. 

1. It must have a flashing-point of not less than 125° F. 

2. It must show a fire test not below 150° F. 

3. Its specific gravity must be between 44° and 48° Baum4 

at 60° F. 

4. It must not become cloudy when cooled at 0° F. 

5. This oil must be pure petroleum oil, free from dirt, grit, 

lumps, water, etc. 

Paraffine Oil. 

1. This oil must be neutral in reaction, free from all dirt or 

similar substances, and may have a flashing-point as low 
as 200° F. It must be pure petroleum oil. 

2. Its viscosity (compared with water at 60° F., using a P.R.R. 

standard 100 c.c. pipette), when determined at 60° F., 
should not be less than 1.2. • 

Screw Cutting Oil. 

1. This oil shall consist of paraffine oil of about 27° Baum4 

gravity compounded with not less than 25 per cent by 
weight of fat oil, cotton seed preferred. 

2. The compounded oil shall have a flashing-point not below 

300° F. and a burning point not above 425° F. 


Fish OH, 

1. It must have a flashing-point of not lower than 525° F. 

2. It must congeal at 43° F. 

3. It must be free from soaps of any kind. 

4. It must have a specific gravity of 21° Baum6. 

5. It must be free from dirt and impurities. 
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Ban^ must be in good condition, and should any barrel 
contain water, dirt, or other impurities it will be rejected. 

Note. — The foregoing specifications follow very closely those gotten out 
by the Philadelphia & heading R. R. under Robt. Job. 

Viscosity by the Universal ^Standard Saybolt Viscosimeter. — 

The following viscosity figures were recently recommended to 
the author by a chemist of much experience in the manufacture 
of lubricants: 

Engine oil at 100° F., 150 to 200 viscosity; average 160 to 180. 

Heavy, dark engine oil at 130° F., 176 to 250 viscosity; average 

200 . 

Cylinder oil at 212° F., 150 to 200 viscosity; average 160 to 
170. 

Paraffine oil at 100° F., 110 to 150; for light work, 100, and for ^ 
heavy work, 150 viscosity. The Saybolt viscosimeter is widely 
used. 
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RESULTS OF SOME OIL TESTS 


Cylinder Oil 



Add 

Test. 

Flash. 

• 

Fire. 

Visodt- 

ity, 

212“ F. 

8p. 

Qrav. 

.?S; 

Cold 

Test. 

2/7/12. 

United 

Per Cent 
0.168 

Degrees 

546 

Degrees 

628 

153 

0.895i 

20.53 

Degrees 

40 

Cylinder oil 

0.279 

555 

630 

184 

0.89 

22.61 

37 

Capitol 

0.232 

566 

646 

197 

0.898 

22.24 

36 

Dark crescent 








3/18/12. 








Capitol 

0.126 

505 

558 

161 

0.914 

18.30 

30 

8/13/12. 








Special 600 

0.00496 

492 

526 

139 

0.910 

' 22.45 

26 

High standard 

0.00215 

508 

552 

185 

0.918 

17.84 

30 

No. 1 Oil City Oil. . . 

0.0010 

590 

642 

189 

0.890 

16.93 

37 

No. 2 Oil City Oil . . . 

0.00108 

555 

622 

162 

0.884 

16.45 

32 


0.00223 

505 

570 

148 

0.880 

21.25 

42 


0.003 

462 

522 

125 

0.882 

8.98 

44 

Capitol cylinder oil . . 

0.002 

551 

618 

178 

0.893 

6.41 

41 


Lubbicatino Oil 


. _ . . 

Add 

Test. 

Flash. 

Fire. 

Viscos* 

212^’F. 

^Sp. 

Qrav. 


Cold 

Test. 

•Brook's 

0.144 

558 

628 

160 

0.892 

17.60 

35 

Young’s 

0.113 

530 

588 

134 

0.895 

30.24 

46 

Voegley 

0.258 

546 

624 

185 

0.896 

21.78 

40 

W. V. Lub 

0.139 

357 

399 

lo/ 

0.884 

8.020 

15 


Miscellaneous Oils 


j 

Add 

Test. 

Flash. 

Fire. 

Viscos- 

2l2“'F. 

Bp. 
Qrav. 
60“ F. 

Cold 

Test. 

Sap. 

Val. 

8/22/12. 

RolloU 

Tempering oil 

Torch oil 

0.016 

0.0038 

404 1 

488 

205 

450 

552 

229 

187 

142 

50 

0.870 

0.860 

0.844 

17«F. 

35.6T. 

20.12 

2.82 

5.5 


Sap. 

Value. 

Visooo- 
ity at 
70“ F. 

Visooe- 
itvat 
212® F. 

Flash 

Point. 

Fin 

Tort. 

8/27/11. 

Mineral lard oil cutting oil 

61 

183 

02 

384 ‘ 

452 











UilAnHiK AIX 
Part II 

THE TESTING OF COAL 

External Moisture. — By this term is meant the rain, snow, 
or mine, or barge water adhering to the surfaces of the coal. 
For this determination samples should be put at once into Mason 
jars supplied with screw tops and rubber washers or gaskets. 
The jars should be filled at the place of sampling and the tops 
screwed down, tightly, on the rubber. The jars can then be 
taken to the laboratory and allowed to attain the room tem- 
perature and weighed without opening them. After getting this 
weight, the jars are opened and the contents are spread out in 
thin layers, taking care that this operation is performed without 
the smallest loss of the weighed coal. The opened jars are 
placed in a bath of hot air to dry. The rubbers are removed and 
marked the same as their respective jars during the drying of the 
latter at a temperature of about 80° C. The contents of the jars 
are also labeled and are dried, without any crushing, at a tem- 
perature of 100° C. for several hours until all evidences of external 
dampness is gone and the fines in the samples have a tendency 
to be dusty. The tests are then returned to their respective 
containers; the rubbers and tops are also returned to their jars. 
The jars and their dried contents are again weighed after regain- 
ing the room temperature. The dry, empty jars with caps and 
rubbers on were also weighed in the meantime. The weight 
of the jars and the wet contents less the weight of the jars and 
the dry contents equals the weight of external moisture. The 
weight of the external moisture multiplied by 100 and divided 
by the weight of the corresponding jar and wet contents, from 
which has been deducted the weight of the dry empty jar, con- 
stitutes the per cent of external moisture. All weights referred 
to are taken with the caps and rubbers on the jars and aro made 
472 
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on a torsion balance. This balance is of 10 kilos capacity and 
sensitive to a tenth of a gram. For these tests large samples are 
taken, from 1 to 2 pounds. ^ ) 

Internal Moisture . — ^Thc sample after l^ii^ used for the deter- 
mination of the external moisture is crushed to 100 mesh or finer 
and 1 gram of the powdered coal 4s dried for one hour at 105° C. 
The loss of weight constitutes the internal moisture which is 
reported in percentage. The sample is dried in a 20 c.c. platinum 
crucible. 

Volalile Matter . — Place the crucible containing the sample on 
which the internal moisture determination was made in a 
ni-chrome triangle supported 8 cm. above the top of a Bunsen 
burner and play a flame 10 cm. high back and forth across the 
bottom of the crucible which is covered with a tightly fitting 
lid. Continue this heating for four minutes. Then place the 
burner directly under the crucible with the flame stationary and 
increase the length of the flame to 20 cm. Continue to heat 
for seven minutes more. Cool in a desiccator and weigh. The 
loss of weight constitutes the volatile matter. 

The Committee on Coal Analysis of the American Society for 
Testing Materials and the American Chemical Society recom- 
mend that the volatile matter be determined in a 10 gram plati- 
num crucible, using a capsule lid, that is, one that fits inside the 
crucible. The crucible and its 1 gram sample can then be placed 
in a muffle heated to 950° C. and maintained at this tempera- 
ture for seven minutes. The author would prefer to use an elec- 
trically heated muffle furnace* which every laboratory should 
have, without fail, and can make at a low cost for this purpose. 
See Making and Repairing of Laboratory Electric Furnaces, 
page 505. The crucible is placed on a ni-chrome triangle support 
bent so as to keep the bottom of the crucible clear of the floor 
of the furnace. 

Fixed Carbon and Ash . — ^The residue remaining in the crucible 
after the determination of the volatile matter is heated to a dull 
red and maintained at this heat until all carbon is burned away. 
The operation can be facilitated by supporting the crucible in a 
slanting position with the lid only partly covering it. Also 
occasional stirring of the mass in the crucible, using great care to 

*The electric muffle is ventilated by a regulated stream of air drawn 
from the compressed-air pipe. 
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ptevent Icibs 6f th^ ash, will expedite the removal of the carbon. 
When the ash has assumed a uniform gray or reddish color free 
of tfll black material, thfi crucible is transferred to a desiccator, 
(50oled and weighed. i The loss of weight due to this remoyal of 
carbon is calculated to percentage as fixed carbon, on a basis 
of 1 g^am. ‘ ^ ^ 

The ash found in the fixed carbon determination can be 
calculatkl as such to percentage or the ash can be gotten on a 
separate 1 gram sample^ The freshly weighed sample is at first 
smoked of! on a Bunsen burner as described in ;the determi- 
nation of the volatile matter. The crucible is then raised to a 
dull red heat after all smoking is over and the heating is continued 
as already described. The extensive preliminary report of the com- 
mittee above mentioned can be found in the Journal of Industrial 
and Engineering Chemistry, Vol. 5, No. 6, pages 517-528. 

Heat Units. — ^Any of the well-known calorimeters can be used 
for this work. As the details of the operations of the instruments 
are always furnished with the latter, it seems quite unnecessary 
to repeat them here. The author would recommend that operator 
check his work and the instrument against some convenient 
material of known heat units. For this work the author has a 
standard coal powder on which the heat units were determined 
by the U. S. Bureau of Standards and a sample of the standard 
benzoic acid which is also furnished by the same institution for 
a small fee. The checking should be done at frequent intervals 
during the operation^ of the calorimeter. 

Sulphur. — Grind together in an agate mortar 4 grams of 
magnesia and 2 grams of sodium carbonate until an intimate 
mixture of these materials is obtained. Mix thoroughly with 
four-fifths of this mixture 1 gram of the finely powdered coal 
in a platinum or porcelain crucible. Then put the other one- 
fifth of the mixture as a layer on top of the mixture of coal 
powder, magnesia and sodium carbonate. Place the crucible in 
an inclined position over the low flame of a Bunsen burner. 
Move the flame slowly back and forth under the crucible until 
it is very gradually brought to a low red heat on the bottom, 
and the mixture glows faintly under the top layer, as can be 
ascertained by giving the mass a slight stir with a ni-ohrome 
wire. Continue this low heating until all black due to carbon 
is gone. Stir the nuuss at intervals. 
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Tfansfer the residue in the crucible, when thef carBbn is gone^l 
to a casserole. Rinse out the crucible with about 40 c.c. of 
water,* addmg the rinsings to the residue in the casserole. Add 
70 c.c. pf bromine water to the casserole, coner'it with a watch > 
glass, boil ten minutes, remove the cov«r, add 60 c.c, of cone. 
HCl and evaporate to drynesp. (5ool, add 20 c.c. of cone. HGI, 
heat, add 100»c.c. of water, filter out any insoluble matter and 
wash with dilute HCl. Dilute the filtrate and washings to 300 c.c. 
Heat to boiling and add 25 c.c. of a saturi^d solution of barium 
chloride diluted with 75 c.c. of water. Let the barium sulphate 
settle for several hours, preferably overnight. Finish as in 
gravimetric sulphur in steels. 

For a check the operator can carry through the factor weight 
as recommended by the before mentioned committee. The 
above is a modified form of the Eschka method. Blanks should 
be carried through all of the above operations and deducted. 

For a checlc method 1 gram of the powdered coal can be fused 
in the calorimeter bomb with sodium peroxide and potassium 
chlorate per directions given with the calorimeter. Also 0.5 gram 
of coal can be fused in a platinum crucible with a mixture of 16 
grams of sodium carbonate and 5 grams of potassium nitrate, 
dissolved out in water, transferred to a casserole, acidulated 
^vith HCl and finished as in the Eschka method. A further 
check method is to fuse 0.5 gram of the powdered coal with 
a mixture of 15 grams of sodium peroxide and 7.5 grams of 
sodium carbonate in an iron crucible. Tho melt is dissolved 
out in water, acidulated with HCl and finished as in the other 
methods. 

The barium sulphate, obtained by any of the methods given, 
must be moistened with a few drops of dilute sulphuric acid 
after it has been ignited free of carbon. It is then ignited again 
to free it of the excess of the sulphuric acid. This insures . 
against the presence of barium sulphite due to the reducing 
action of the burning filter paper. 

Phosphorus . — Obtain the ash from 1.63 grams of the coal by 
burning the same on a low flame in a 20 gram platinum crucible. 
Fuse the ash with twenty times its weight of sodium carbonate 
and 0.100 gram of niter. Dissolve otit the fusion with water, 
and transfer it to a casserole and acidulate with HCl, keeping 
the casserole covered to avoid loss. Heat until all spraying is 
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over; el5ap6rate to dryness, cool, redissolve by first heating with 
10 c.c. of cone. HCl. Add 50 c.c. of water. Heat, filter, add a 
few drops of ferric chh)ride solution unless there is enough iron 
present to give a red precipitate with ammonia in the filtrate and 
washings. . Wash the ammonia precipitate a few times with water 
and then dissolve it off the fil6ir with 20 c.c. of 1.20 nitric acid. 
Use the acid hot and pour it back on the filter until all of the 
iron hydroxide, which will carry all of the phosphorus, is dis- 
solved off the filter. Wash the filter with some 1 : 40 nitric acid 
about twenty times or until the washings do not give an appre- 
ciable iron test with KCNS. Evaporate the filtrate and wash- 
ings to 15 c.c. Add 15 c.c. of water, boil with a slight excess of 
KMn 04 solution, clear the excess of manganese oxide away with 
ferrous sulphate, add molybdate to the hot solution and finish 
as in steel. 

Those who are interested in more elaborate details are referred 
to the preliminary report of the committee already referred to, 
or to Technical Paper No. 8 of the Department of the Interior, 
Bureau of Mines, Washington, D. C., Entitled Methods of 
Analyzing Coal and Coke, by Frederick M. Stanton and Arne C. 
Fieldner. The authors also give the method they use for the 
determination of nitrogen in coal. The preliminary report of the 
Committee on Coal Anal 3 rsis can be found in Vol. 5, No. 6, of 
the Journal of Industrial and Eng. Chemistry. 

Coke Analysis. — Carbon . — ^The author determines the total 
carbon, as in the aikialysis of graphite, by burning 0.200 gram of 
the coke in the electric combustion furnace. 

The sulphur is obtained by fusing 0.5 gram of the coke in an 
iron crucible with 15 grams of sodium peroxide mixed with 10 
grams of sodium carbonate. The fusion is then dissolved out 
with water and finished as given for sulphur in coal. 

The ash is obtained as in coal. 

The Determination of Sulphur in Crude Petroleum 

Method No. 1. — The steel chemist is occasionally odled 
upon to report on the sulphur content of crude oil. The 
following methods check nicely: Make an intimate mixture 
of 15 grams of dry sodium peroxide and 7} grams of sodium 
carbonate. Place about two-thirds of this mixture in an iron 
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crucible. Stir into it 0.2 gram of the oil. Do not use over 
0.3 ^am of the oil or it will explode when the heat is applied. 
Then put on the top of the oil and the I?a 202 +Na 2 C 03 mixture, 
the balance of the Na202 and sodium caroonate. Then apply 
heat gently until the reaction«is over. Then heat until the 
flux is melted; dissolve out the fusion; acidulate it with HCl; 
evaporate; take up in HCl and water; filter and precipitate the 
sulphuric acid formed with.barium chloride, and finish the sulphur 
in the usual way. 

Method No. 2. — Place 1 gram of potassium chlorate, 0.2 gram 
of benzoic acid, and 15 grams of sodium peroxide in the cartridge 
of a Parr or other calorimeter. Stir into this 0.2 gram of the 
oil until the mixture is complete. Then fire the mixture as in 
a heat unit determination. This method is given by Parr. 
Finish as in Method No. 1. 

An oil that gave very high sulphur steel when it was used as 
fuel in the open hearth furnace showed the following sulphur 
by the two methods: 



No. 1 Method. 

No. 2 Method. 

Sulphur 

Per Cent. 

3.89 

Per Cent. 

3.70 

3.71 





CHAPTER XX 
Part I 

THE PERCENTAGE REDUCTION OF A SUBSTANCE IN SOLUTION 
TO ANY DESIRED PERCENTAGE 

Let P=the ^rcentage of the substance in the concentrated 
solution; 

p=the lower and desired percentage of the substance; 

A = the specific gravity of the concentratecj solution; 

W = the amount of water necessary to add to 1 c.c. of the 
cone, solution to reduce it to the desired lower per- 
centage. 

Then 

Calculations , — Suppose the specific gravity of a given sample 
of nitric acid is found by means of a hydrometer to be 1.400 at a 
temperature of 20° C. By table No. 1 we find that the difTerence 
in specific gravity for 1° C. between 1.37 sp. gr. and 1.405 is from 
0.0013 to 0.0014, or a total difference of 0.0001 for a variation of 
0.036 in specific gravity. Now 1.400 is 0.030 above 1.37 in specific 
gravity, therefore the correction for 1° at 1.400 is 0.0013 
of 0.0001, or 0.0013 +0.000085, or 0.001385. Since the tem- 
perature was 20°, then the specific gravity of the given acid if 
cooled to 15° would be 1.40+0.00138X5, or 1.4069. By the 
table we find that the nearest specific gravity, or 1.405, gives a 
percentage of 66.40. Further, the percentage correction at this 
point for 0.001 of specific gravity is 0.220. Therefore, the 
percentage of the given concentrated acid at 15° would be 66.40+ 
0.220 X 1.9, or 66.4+0.418, or 66 . 9 I 8 , or P in the reduction formula. 

For example, if it is desired to reduce this 66.818 per cent 

j u 66.818-32.00^ 

acid at 15 to 32 per cent acid at 16 , then we have ^ 
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1.4069, or 1.4069, or 1.088X1.4069, or 1.530, or every c.c. 

of the acid requires 1.5307 c.c. of watei to reduce it to 32 per 
cent at 15® C. By consulting table No. 2*it will be seen that 
1000 c.c. acid of 1.407 specific gravity requires 1531.8 c.c. of 
water to reduce it to 32 per cent^acid at 15® C. 

In like manner, if it is required to obtain 20 per cent acid from 

66.818 per cent acid: 1.4069, or 1^x1.4069, 

or 2.3409X1.4069, or 3.2934. That is, 1 c.c. of 66.818 per cent 
acid requires 3.2934 c.c. of water to dilute it to 20 per cent acid 
at 15® C. 


Use of Table No. 2. — Having by means of table No. 1 calcu- 
lated the observed specific gravity to 15°, then from Table No. 2 
the amount of water required to reduce such an acid to 32 per 
cent or 20 per cent is read either direct or by interpolation. 

In a similar way one can reduce concentrated ammonia to any 
desired lower percentage, the only difference being that in cal- 
culating to 15® C. the correction for percentage is subtractive 
instead of additive as in the case of acids, the reason, of course, 
being that the greater the density of ammonia solution in water, 
the lower the percentage of NH 3 therein. 

If one needs to prepare from concentrated ammonia an 11.50 
per cent solution, first, dilute 2 parts of the former with 1 part 
of water and cool to the room temperature. Let the reading 
be 0.9385 at 23° C. The correction for 1 ° 0. at 0.938 by Table 
No. 3 is 0,0004 for specific gravity. The total correction for 
the 8 ® is 0.0004 X 8 , or 0.0032. The specific gravity of the 
ammonia at 16® is therefore 0.9385+0.0032, or 0.9417. By the 
table the nearest lower specific gravity is 0.940, which corre- 
sponds to 15.63 per cent ammonia. The percentage correction 
for 0.001 of specific gravity at this point is 0.295. Therefore, 
the total correction is 0.295X1.7, or 0.5015. Hence, the per- 
centage for a specific gravity of 0.9417 is 15.63—0.5015, or 
15.1285. To reduce this percentage to 11.50 the formula gives 
the following: 


15.128-11,50 

11.50 


X0.9417 = 0.297, 


or 1 liter of this ammonia would require 297 c.c.^.of water to 
dilute it to 11.50 per cent at 15® C. 
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TABLE I.— AQUEOUS SOLUTIONS OF NITRIC ACID 

From a Table by Lunge and Rey. Specific Gravities and Percentages HNOj. 


Specific 

Gravity, 

Percent- 

age 

HNOi. 

Diffei^'nce 
in Specific 
Gravity 
for V C. 
between 
13“ and 
17“. 

Difference 
in Per- 
centage 
for 0.001 
Specific 
Gravity. 

• 

Specific 

Gravity 

'‘-p-c. 

Percent- 

age 

UNO*. 

Difference 
in Specific 
Gravity 

for 1® (5. 

between 
13“ and 
17“. 

Difference 
in Per- 
centage 
for 0.001 
Specific 
Gravity. 

1.055 

9.84 

0.0003 


1.280 

44.41 

0.0009 

0.154 

1.060 

10 .'68 

0.0003 

0.168 

1.285 

45.18 

0 0010 

0.154 

1.085 

11.51 

0.0003 

0.166 

1.290 

45.95 

0.0010 

0.154 

1.070 

1 12.33 

0.0003 

0.164 

1.295 

46.72 

0 0010 

0.154 

1.075 

! 13.15 

0.0004 

0.164 

1.300 

47.49 

0.0010 

0.154 

1.080 

! 13.95 

0.0004 

0.160 

1.305 

48.26 

0.0010 

0.154 

1.085 i 

1 14.74 

0.0004 

0.158 

1.310 

49.07 

0.0010 

0.162 

1.090 I 

1 15.53 

0.0004 i 

0.158 

1.3J5 

49.89 

0.0011 

0.164 

1.095 

16.32 

0.0004 

0.158 

1.320 

.50.71 

0.0011 

0.164 

1.100 

17.11 

0.0004 1 

0.158 

1.325 

51.53 

0 0011 

0.164 

1.105 

17.89 

0.0005 

0.156 

1.330 

52.37 

O.OOll 

0.168 

1.110 

18.67 

0.0005 

0.156 

1.335 

.53.22 

O.OOll 

0.170 

1.115 

19.45 

0.0005 

0.156 

1.340 

54.07 

0.0011 

0.170 

1.120 

20.23 

0.0005 

0.156 

1.345 

54.93 

0^.0011 

0.172 

1.125 

21.00 

0.0005 

! 0.154 

1.350 

.55.79 

0.0011 

0.172 

1.130 

21.77 

0.0005 

0.154 

1.355 

.56 66 

0.0012 

0.174 

1.135 1 

22.54 

0.0006 

0.154 

1.360 

57.. 57 

0.0012 

0.182 

1.140 i 

23.31 

0.0006 

! 0.154 

1.365 

58.48 

0 C012 

0.182 

1.145 1 

24.08 

0 0006 

1 0.154 

1.370 

59.39 

0.0013 

0.182 

1.150 

24.84 

0.0006 

1 0.152 

1.375 

60.30 

0.0013 

0.182 

1.155 1 

25.60 

0.0008 

1 0.152 

1 380 

61.27 

0.0013 

0.194 

1.160 1 

26.36 

1 0.0006 

1 0.152 

1.385 

62.24 

0.0013 

0.194 

1.165 1 

27.12 

0.0007 

0.152 

1.300 

63.23 

0.0013 

0.198 

1.170 

27.88 

1 0.0007 

0.152 

1.305 

64.25 

0.0013 

0.204 

1.175 

28.63 

i 0.0007 

0.150 

1.400 

65.30 

0.0013 

0.210 

1.180 

29.38 

1 0.0007 

0.150 

1.405 

66.40 

0.0014 

0.220 

1.185 

30.13 

0.0007 

0.150 

1 410 

67.50 

0.0014 

0.220 

1.190 

30.88 

o.dbo7 

0.150 

1.415 

68.63 

0.0014 

0.226 

1.195 

31.62 

0.0007 

0.150 

1.420 

69.80 

0.0014 

0.234 

1.200 

32.36 

0.0007 

0.148 

1.425 

70.98 

0.0014 

0.236 

1.205 

33.09 

0.0003 

0.146 

1.430 

72.17 

0.0014 

0.238 

1.210 

33.82 

0.0008 

0.146 

1.435 

73.39 

0.0014 

0.244 

1.215 

34.55 

0.0008 

0.146 

1.440 

74.68 

0.0015 

0.258 

1.220 

35.28 

0.0008 

0.146 

1.445 

75.98 

0.0015 

0.260 

1.225 

36.03 

0.0008 

0.150 

1.4.50 

77.28 

0.0016 

0.260 

1.230 

35.78 

0.0008 

0.150 

1.455 

78.60 

0.0016 

0.264 

1.235 i 

37.53 

0.0008 

0.150 

1.460 

79.98 

0.0015 

0.276 

1.240 

38.29 

0.0008 

0.152 

1.465 

81.42 

0.0015 

0.288 

1.245 

39.05 

0.0008 

0.152 

1.470 

82.90 

0.0015 

0.296 

1.250 

39.82 

0.0009 

0.154 

1.475 

84.45 

0.0015 

0.310 

1.255 

40.58 

0.0009 

0.152 

1.480 

86.05 

0.0015 

0.320 

1.260 

41.34 

0.0009 

0.152 

1.485 

87.70 

0.0015 

0.330 

1.265 

42.10 

0.0C09 

0.152 

1.490 

89.60 

0.0015 

0.420 

1.270 

42.87 

0.0009 

0.154 

1.495 

91.60 

0.0016 

0.400 

1.275 1 

43.64 

0.0009 

0.154 

1.500 

94.09 

0.0016 

0.498 
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TABLE II.— DILUTION OF CONCENTRATED NITRIC ACID 

To 20 and 32 Per Cent. 


Specifio 
Gravity 
HNOs 
at 15“ C. 

Water Added to 
1000 c.c. 

% 

Variatiuii 
in Weight, 
Water for 
1“ C. 

Specific 
Gravity 
- HNOi 
•t 15“ C. 

-j 

WitfBR Added to 
1000 c.c. 

Variation, 
in Weight, 
Water for 

1“ C. 

20 Per 
Cent. 

32 Per 
Cent. 

20 Per 
Cent. 

32 Per 
Cent. 

1.395 

3086.4 

1405.9 

1.38 

1.433 

3790.5 

1831.7 

1.88 

1 .390 

3103 3 

1415.8 

1.39 

1.434 

3810.6 

1843.9 

1.90 

1.397 

3120 2 

1425 7 

1.40 

1.435 

3830.7 

1856.1 

1.91 

1.398 

3137.1 

1435 7 

1.41 

1.436 

3852.0 

1869.0 

1.92 

1.399 

3154.0 

1445.6 

1.42 

1.437 

3873.3 

1881.9 

1.94 

1.400 

3171.0 

1456 9 

1 43 

1.438 

3894.6 

1894.8 

1.96 

1.401 

3188.7 

1467 1 

1.44 

1.439 

3915.9 

1907.7 

1.98 

1.402 

3206 4 

1477.4 

1.46 

1 440 

3937 0 

1920.6 

2.00 

1.403 

3224 1 

1487.6 

1.47 

1.441 

3958.5 

1933.7 

2.02 

1 404 

3241 8 

1497 9 

1 48 

1 1.442 

3980.0 

1946.8 

2 03 

1.405 

3259 6 

1510.4 

1.49 

1 1.443 

4001.5 

1959 9 

2.05 

1 406 

3277 8 

1521.1 

1.50 

1 1 444 

4023.0 

1973.0 

2.06 

1.407 

3295 5 

1531 8 

1.52 

' 1.445 

4044.6 

1986.0 

2 07 

1.408 

3313.2 

1542 5 

1.53 

1 1 446 

4066.2 

1999.2 

2.09 

1.409 

3330 y 

1553.2 

1.55 

1.447 1 

4087.8 

2012.4 

2.10 

1.410 

3318 8 

1564.2 

1.57 

1.448 

4109 4 

2025 6 

2 11 

1 411 

3367.2 

1575.3 

1 58 

1.449 

4131.0 

1 2038 8 

2.12 

1.412 

3385 6 

1586.4 

1.59 

' 1.450 

4152.8 

1 2051.8 

2.13 

1 413 

3404 0 

1597 5 

1.60 

1.451 

4175.1 

! 2065.2 

2 15 

1 414 

3422 4 

1608.6 

1.61 

' 1.452 

4197.4 

2078.6 

2.17 

1.415 

3440.6 

1619.7 

1.62 

1.453 

4219 7 

2092.0 

2.19 

1.416 

3459.6 

1631 2 * 

1.63 

1.454 

4242 0 

2105.4 

2.21 

1 417 

3478.6 

1642.7 

1.65 

! 1.455 

4263.2 

2118.8 

2.22 

1.418 

3497 6 

1654.2 

1.66 

1.456 

4286.3 

2132.9 

2.24 

1.419 

3516.6 

1665.7 

1.68 

' 1.457 

4309.4 

2147.0 

2.25 

1.420 

3535.8 

1677.4 

1.70 

1.458 

4332.5 

2161 . 1 

2.26 

1.421 

3555.1 

1689.1 

1.70 

> 1.459 

4355.6 

2176.2 

2.27 

1 422 

3574.4 

1700.8 

1.70 

1.460 

437^5 

2189.1 

2.28 

1.423 

3593.7 

1712.5 

1.70 

1.461 

4402.6 

2203.7 

2.30 

1.424 

3613 0 

1724.2 

1.70 

1.462 

4426.7 

2218.3 

2.32 

1.426 

3632.3 

1735.8 

1.72 

, 1.463 

4450.8 

2232.9 

2.34 

1.426 

3651.9 

1747.6 

1.72 

1.464 

4474.9 

2247.5 

2.36 

1.427 

3671.5 

1759.4 

1.74 

1.465 

4499.0 

2262.3 

2.38 

1.428 

3691.1 

1771.2 

1.77 

1.466 

4623.8 

2277.6 

2.41 

1.429 

3710.7 

1783.0 

1.79 

1.467 

4548.6 

2292 7 

2.44 

1.430 

3730.2 

1795.1 

1.82 

1.468 

4573.4 

2307.9 

2.47 

1 431 

3750.3 

1807.3 

1.84 

1.469 

4598.2 

2323.1 

2.60 

1.432 

3770.4 

1819.5 

1.85 

1.470 

4623.2 

2338.3 

2.55 


For further illustration, suppose it is necessary to obtain the 
percentage of ammonia corresponding to a specific gravity of 
0.947 at 22°. The correction for specific gravity per 1° of 
temperature at the nearest point in the table (0.946) is 0.00036. 
As the reading was taken 7° above the 15°, then the total cor- 
rection is 0.00036 X 7, or 0.0C252, and the corrected reading is 
0.947+0.00252, or 0.9495. The nearest lower specific gravity in 
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Table No. 3 is 0.918, being equivalent to a percentage of 13.31. 
Now the correction for percentage at this point is 0.285 for every 
0.001 of specific gravity. The total correction is 0.285X1.5, or 
0.427. The percentage of the ammonia for 0.9495 at 15° is 
13.31—0.427, or 12.88 per ceqj;. 

TABLE III.— SPECIFIC GRAVITIES OF AMMONIA SOLUTIONS 


Lunge and Wiernik. 


Speciflo 
Gravi^ 
at 15“ C. 

Per Cent 
NHi. 

Difference 
in Specific 
Gravity 
for r C. 

Difference 
in Per Cent 
for 0.001 
Specific 
Gravity. 

Soecific 
Gravity 
at 15“ C. 

Per Cent 
NHi. 

Difference 
in Specific 
Graviyr 
forl“C. 

Difference 
in Per Cent 
for 0.00 1 
Specific 
Gravity. 

0.980 

4.80 

0.00023 


0.930 

18.64 

0.00042 

0.305 

0.978 

5.30 

0.00023 

0.250 

0.928 

19.25 

0.00043 

0.305 

0.976 

5.80 1 

0 00024 

0.250 

0.926 

19.87 

0.00044 

0.310 

0.974 

6.30 

0.00024 

0.250. 

0.924 

20.49 

0.00045 

0.310 

0.972 

6.80 

0.00025 

. 0.250 

0.922 

21.12 

0.00046 

0.315 

0.970 

7.31 

0.00025 

0.255 

0.920 

21.75 

0.00047 

0.315 

0.968 

7.82 

0.00026 

0.255 

0.918 

22.39 

tf. 00048 

0.320 

0.966 

8.33 

0.00026 

0.255 

0.916 

23.03 

0.00049 

0.320 

0.964 

8.84 

0.00027 

0.255 

0.914 

23.68 

0.00050 

0.325 

0.962 

9.35 

0.00028 

0.255 

0.912 

24.33 

0.00051 

0.325 

0.960 

9.91 

0.00029 

0.280 

0.910 

24.99 

0.00052 

0.330 

0.958 

10.47 

0.00030 

0.280 

0.908 

25.65 

•0.00053 

0.330 

0.956 

11.03 

0.00031 

. 0:280 

0.906 

26.31 

0.00054 

0.330 

0.954 

11.60 

0.00032 

0.285 

0.904 

26.98 

0.00055 

0.335 

0.952 

12.17 

0.00033 

0.285 

0.902 

27.65 

0.000,56 

0.335 

0.950 

12.74 

0.00034 

0.285 

0.900 

28.33 

0.00057 

0.340 

0.948 

13.31 

0.00035 

0.285 

0.898 

29.01 

0.00058 

0.340 

0.946 

13.88 

0.00036 

0.285 

0.896 

29.69 

0.00059 

0.340 

0.944 

14.46 

0.00037 

0.290 

0.894 

30.37 

0.00060 

0.340 

0.942 

15.04 

0.P0038 

0.290 

0.892 

31.05 

0.00060 

0.340 

0.940 

15.63 

0.00039 

0.295 

0.890 

31.75 

0.00061 

0.350 

0.938 

16.22 

0.00040 

0.295 

0.888 

32., 50 

0.00062 

0.375 

0.936 

16.82 

0.00041 

0.300 

0.886 

33.25 

0.00063 

0.375 

0.934 

17.42 

0.00041 

1 0.300 

0.884 

; 34.10 

0.00064 

0.425 

0.932 

18.03 

0.00042 

0.305 

0.882 

34.95 

0.00065 

0.435 




CHAPTER XX 


Part II 

PLAN AND VIEWS OF CHEMICAL LABORATORY FOR STEEL WORKS 
PRACTICE 

The working drawings show an extension planned by the 
author, and added to the laboratory of the Park Works of the 
Crucible Steel Co. of America. (Pages 484 and 490 ) 

Central 4<)uble tables are located at Z), D, and single side 
tables at H, F, E, J, /, and a single center one at (?, Fig. 39-1. 
Tables D, H, and E are supplied with gas at 8-ounce pressure, 
compressed air at about 80 pounds and water as shown. At 
the small deep stone sinks on the ends of the tables are brass 
water power pumps. Illustration 20, page 298, gives a view of 
one of these suction outfits where four chromium-vanadium tests 
can be filtered through porous alundum thimbles, connected to 
one pump by means of a glass manifold. The circles represent 
the large wash bottles that are placed on high pedestals. 

View 40 shows these bottles above the tables. No. 41 shows 
the hoods. The halves of D, D, Fig. 39-1, facing the center 
aisle are used for combustion work. There is abundant room 
for eight outfits, four on each half. View 42 shows four combus- 
tion furnaces with trains. The other halves of D, D, are for 
general analytical work and serve the hoods C and B, Fig. 39-1. 

All hoods are equipped with water and extra heavy lead waste 
pipes for condensers. View 43 shows one of these brass water 
cocks of which there are two in each division of the hoods. View 
43* also shows the way in which the gas is distributed to the 
various burners from gas cocks concealed in the hood cupboards 
below. All working surfaces of the hoods and the tables are 
covered with stone slabs. All heating apparatus is placed on an 
upper slab set on wooden cross pieces leaving an air space of 
about li inches. This removes danger of the stone slabs being 
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Fia. 39-1. 









View 40. 




View 41. 
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View 42. 



View 44. 
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cracked by radiated heat. The back walls of hoods are of acid- 
proof brick with a white surface as shown in Views 41, 43, 44. 
The latter show the way the hoods are gtted with sliding doors 
and are framed with cabinet-finished straight-sawed oak. The 
sliding doors the author has found to be far superior to any 
others. The hoods along the wftlls of the laboratory are much 
to be preferred to center hoods. The latter cut off the light, do 
not have a good draught and cannot be backed with acid-proof 
material. Again the center hood is peculiarly subject to dirt 




J 



dropping from its upper parts and its flues. If bits of mortar 
drop from flues, slanting sash can be set up as shown in the 
hood at the rear of View 44. These frames are supported on 
iron rods and can be removed in a few moments when it is 
desired to clean out the hoods. All tables, hoods, and exposed 
flopr lines have stone baseboards to prevent the marring of 
the woodwork when the floors are mopped or scrubbed. The 
large sinks near the doorways are made of heavy acid-proof 
stoneware. The nipple at the outlet of the sink fits into a terra- 
cotta sewer via a trap of the same material. All joints are 
caulked with oakum and on top of the latter is poured hot 
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asphaltum. The sinks of this description arc practically inde- 
structible. Fig. 45 gives the author’s design and dimensions 
of this acid- and alkali-proof sink. The ^wer from such a sink 
should never lead away from it in a horizontal direction. The 
terra-cotta sewer from any sink into which acid, alkali, or any 
corrosive waste is poured should drop vertically to the basement 
to prevent stoppages and leaks. To prevent broken glass and 
other odds and ends from getting from the sink into the sewer, 
a false bottom of oak, perforated with one-quarter inch holes, 
should be provided. To prevent the pitch from running out of 
the joints in hot weather, it is safer to finish off the joints with a 
final layer of cement plastered firmly on top of the pitch; it is 
absolutely necessary to do this when it is impossible to avoid 
placing a length or two of pipe horizontally. 

The elevation of the balance table used in room 6 is shown 
in the drawing at H — 1, Fig. 39-2, page 484. The elevations of 
the hoods and tables in rooms Nos. 4, 5, and 6 are given at 
1, 5—1, C— 1, D— 1, 5—1, F— 1, G— 1, /—I, and J— 1, 
respectively (see Figs. 39-2-3). 

The stone tops of all of the work tables are covered with sheet 
rubber packing of about one-eighth* inch thickness. This mate- 
rial makes a nice appearance and prevents considerable breakage 
of glassware. 



CHAPTER XX 
Part III 

MICROSCOPIC EXAMINATION OF STEEL 

Preparation of Samples. — The author gives the following to 
save much time reading the long list of works on this subject 
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For this work it is necessary to have several cutting-off 
machines. A power ha(;k saw is required for cutting soft steel 
and annealed steel. The Starrett hack* saw with 14-inch blade 
answers very well for cutting soft steel specimens or annealed 
steel (Photo 46). ^ 

For cutting hardened steel, Wilmarth Morgan No. 1.26 
surface grinder equipped with alundum elastic cutting wheels 



Photo 47. ,V 


12 inches diameter, 3 ^ inch thick by If inches, grit 24, grade O, 
running at 1500 r.p.m., will speedily cut through the hard high- 
speed steel. See Photo 47. 

The section to he examined is cut from the piece submitted 
with power hack saw, if it is soft steel; grind off sharp edges 
and rough spots that arc liable to hold 6 ne particles of grit on a 
carborundum wheel. A convenient stone for this operation is 
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an 8-inch diameter by 1 inch thick, grit 80, Grade G-5 (Carbo- 
rundum Co.’s make). See Photo 48. 

It is also necessary to have a two-wheel machine for this 
carborundum wheel.* The surface to be polished is held against 
the side of this carborundum grindstone until the scratches of 
the previous cutting are removed. With every change of position 
during the cutting, the piece should be turned so that the new 
scratches will be at right angle to the previous ones. See 
Photo 48 for two-wheel machine. 



Photo 48. 


It is next held against a wheel covered with No. F Aloxit cloth 
(made by the Carborundum Co.) glued on a backing of a fiber 
board, screwed to a metal wheel disk on the two-wheel grinder. 
The scratches from the grindstone are held against the cloth 
until all scratches are gone. Also an endless belt polisher is 
very desirable at this stage. See Photo No. 49. It is next 
rubbed back and forth on No. 1 Hubert paper (French emery 
held by mucilage on plate glass). It is then further rubbed by 
hand on Nos. 0, 00, 000, French emery paper, if necessary. It 
is not always required to use all these grades of the Hubert paper. 

As the cutting paper becomes finer the pressure on the piece 
should be lessened and care must be taken that no grit or dirt 
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gets on the paper while rubbing the sample on it. After the 
final hand rubbing on No. 000 paper has been finished the piece 
is ready for the canvas wheel and carb®rundum mixture. The 
canvas wheel travels at 1275 r.p.m. See Photo No. 50. 



Photo 49. 

This wheel is made by stretching canvas over a brass disk 
and tying it to the wheel. The polishing medium is made as 
follows: 


Carborundum (60 minutes) 300 gms. 

Water 2400 c.c. 

HNO 3 concentrated 20 c.c. 


Mix in a large bottle (3000 c.c.) and allow to stand till the 
liquid is clear or very nearly so. By means of a siphon draw ofif 
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the supernatant liquid and discard it. Fill the bottle with 
water again to the same mark and allow to stand. When clear or 
nearly so, siphon and diccard the top liquid as before ; and sO on, 
until free of acid, on until supernatant liquid retains a milky ap- 
pearance. This indicates the removal of all of the acid. Decant 
this cloudy liquid. 

Fill the bottle again with water to the mark and shake 
thoroughly. Make the mixture very faintly ammoniacal. Shake 



Photo 50 . 

it and let settle for ten minutes, siphon off the liquid to within 
about three-fourths inch from the bottom. 

Keep this part just siphoned; shake it well and allow it to 
settle fifteen minutes. Siphon off the top liquid again, and 
keep the bottom mixture, which is the desired part. 

For use dilute this bottom layer with about 10 parts of water. 
To use apply it to the center of the revolving canvas-covered 
wheel with a wash bottle. The sample is held lightly against 
the canvas. The canvas wheel has a copper guard which 
catches the excess polishing mixture and drains same away. 

Buffing or Final Polishing. — French felt, 10-inch jeweler’s 
buffing wheel is used for this operation. Wheel travels at 1275 
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r.p.m. The felt wheel is also encased in copper guards to catch 
excess moisture and drain same off. The felt is coated with 
alumlna-castile soap mixture made as follows: 


Aluminum oxide 300 gms. 

Water •. 2400 c.c. 

KNO 3 20 C.C. 


Mix in a 3-liter bottle and allow to settle till almost clear, 
taking about twenty-four hours. Siphon off the top liquid, fill 
again with water and repeat the operation after settling. Fill 
up again with water to 3 liters make very faintly ammoniacal. 
Shake thoroughly and set aside for fifteen minutes. Then siphon 
off and discard the sludge. Shake the siphoned fluid and set 
aside for thirty minutes. Siphon off the top liquid and keep the 
residue on the bottom which is of the desired fineness. This part 
is added to a^olution made by dissolving 100 grams castile soap 
in 800 c.c. water, boiling the mixture of soap and alumina. 

This mixture is applied to the felt wheel from a wash bottle. 
In polishing th§ piece it should l)e held very lightly against the 
wheel until all scratches are gone and the surface has a mirror- 
like appearance. The polished piece must be washed in running 
water and dried on a soft towel and is then ready for the micro- 
scope for examination and to be photographed for cracks and 
honeycombed structure (minute round cavities due to gas en- 
trapped during the freezing of the metal). These are found in 
steel that has not been thoroughly killed before casting. Also slag 
enclosures and oval segregations of manganese sulphide are best 
shown in the unetched photograph. 

On the microscope table a small wood block covered with the 
best grade of chamois skin should be at hand for rubbing dust 
particles or finger marks from the polished surface, immediately 
before microscopic examination. 

The Etched Photograph. — ^The microstructure of the carbides, 
ferrite, pearlite, cementite, martensite, and austenite; and transi- 
tion bodies such as sorbite and troostite are brought out by 
etching with various solutions. A good etching medium is 1 c.c. 
of cone, nitric acid mixed with 10 c.c. of absolute alcohol. Hard- 
ened steel is held in this solution from fifteen to thirty seconds. 
Then washed off in alcohol alone and blown dry at once with 
compressed air filtered through a large bottle filled with glsiss 
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wool. Unhardened steel etches more rapidly and is held in the 
etching solution for from one second to thirty seconds, depending 
on the kind of steel. ^ 

Picric Etch. — Make a solution of picric acid in alcohol 10 grams 
dissolved'in 100 c.c. of alcohol.^ To this add an equal volume of a 
solution of 2 c.c. of cone, nitric acid dissolved in 98 c.c. of alcohol. 

Rosenhain’s Reagent to Detect Phosphorus Segregation. — 
Dissolve 30 grams of ferric chloride, 100 c.c. of HCl, 1 gram of 
cupric chloride, and 0.5 gram of stannous chloride in 900 c.c. of 
water. For further details of etching solutions consult The 
Microscopic Analysis of Metals, by Osmond and Stead; Sauveur’s 
Metallography of Iron and Steel, and the numerous other works 
on this subject. 

Photographing of Samples . — Focusing Specimens . — The author 
uses the Leitz cam era. See Photo No. 51. The specimens to 
be photographed should be placed on the table aboye the objective 
and the little arc light adjusted until the light is evenly distributed 
over the entire field. This is an important operation, as unde- 
sirable shading on the plate will occur unless each part of the 
field receives the same intensity of light. By means of the rack 
and pinion on the table bring the section to be photographed 
in the center of the field, after getting the correct focus. The 
field now is just as the finished photograph will appear. 

Consult the chart showing the camera extension in centi- 
meters, using the various eyepieces and objectives. For the 
ordinary work use eyepiece No. 2 and objective No. 3, the 100 
diameter magnification requires the camera to be extended 
68.5 cm. Pull out the eyepiece, which then allows the reflected 
light from the specimen to go through the camera and strike on 
the ground-glass plate in the back of the camera. Examine the 
figure closely to see that the picture is properly focused and the 
light evenly distributed. The light from the arc, if used directly, 
is entirely too strong, so a light filter must be used. Best results 
are obtained by using a green glass filter No. “B.” Place the 
filter in the slot in the back end of the large condensingr lens. 
Examine the image again on the ground-glass screen and then 
by means of the shutter on the condensing lens, cut off the 
light. 

From the dark room get the plate holder containing the plate 
with the sensitive side of the plate next to the slide. Very 
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arefully, so as not to disturb the position of the specimen, 
2move the ground-glass plate and insert the plate holder. 

Exposure of Plate . — Pull out the slide on the plate holder, 
nd with a stop watch at hand open the shutter on the con- 
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densing lens, at the same instant starting the watch. The time 
allowed is a very important feature and must be estimated by 
several factors, namely, light intensity, nature of the piece being 
photographed, the kind and type of plate used, and the result 
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to be produced. Unetched pieces require much less time for 
exposure than etched ones, as they reflect more light. 

For our work we (ire at present using Wratten and Wain- 
wright “M” plates, made by the Eastman Kodak Co. These 
plates require about ten seconds’ exposure for unetched specimens 
and about twenty-five seconds for etched ones. During the time 
of the exposure do not jar the apparatus, as the picture may 
become blurred. When the exact time of exposure is reached, 
close the shutter and push back the slide on the plate holder. 
Remove the plate holder and replace the ground-glass plate and 
push in the eyepiece. The apparatus is then ready for the next 
specimen. 

Developing . — ^Take plate holder to the dark room and remove 
the plate from the holder, the only light being that from the 
green safe light. The sensitive side of the plate is the white 
side; near one corner, on this side, mark the number of the 
picture with a pencil. ‘ 

Inunerse the plate in the developer with the sensitive side 
up and at the same time, start the stop-watch. The developer 
is made as follows, and should be poured into the mixture in the 
order as numbered below: 


No. 1 1.4 grams of metal 

No. 2 5.8 grams of hydroquinone 

No. 3 21.0 grams of sodium sulphite 

No. 4 39.0 grams of sodium carbonate 


The above should be mixed in 900 c.c. distilled water. 

In a large graduate measure 900 c.c. of distilled water. Use 
part of this water to dissolve each of the above in separate 
beakers. When the contents of each beaker are dissolved, pour 
all into a brown glass bottle and add the remainder of the water. 
A roll of strip zinc is kept in the bottle acting as a preservative 
for the developer. To use, pour enough developer in a hard 
rubber tray to cover the plate. Make up fresh as needed. 

Using this developer, the time as stated before will require 
three minutes to develop the plate to the right point. When the 
time is up, remove the plate and hold by the edges under water, 
sensitive side down. With the fingers of the free hand rub off 
the black backing, being sure to remove it all. Turn the plate 
over; hold under the faucet and with the heel of the hand rub 
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lightly the whole surface of the plate. Then place the plate 
in the tray containing the fixing bath made as follows : 


Sodium thiosulphate . 480 grams 

Sodium sulphite 30 grams 

Potassium aluminum suiphate. . . A 30 grams 


A solution of glacial acetic acid, 28 c.c. and 72 c.c. water 

Dissolve the alum separately in 200 c.c. of water, the rest 
of the ingredients in 2000 c.c. of water. Then add the alum 
solution last, to prevent clouding. 

After the developed and washed plate has been in this fixing 
solution for four minutes, light will not attack the plate, so it 
may now be examined by holding against an electric light. Keep 
it in the fixing bath for at least ten minutes, preferably fifteen. 
After this time is up place the plate in a tray of running water, 
film side up, aivl allow the water to wash it for a half hour or more. 
When washed, place in a plate drying rack till thoroughly dry. 
Care must be taken not to allow any dust to settle on the plates, 
and also during handling not to scratch the films. The proper 
temperature for all solutions is 60® to 65° F. When it is thought 
that the plate may have been over-exposed, add several drops 
of 10 per cent KBr in water to the developer. This retards the 
development. 

Printing . — Place the plate in the printing frame with the film 
side up, then hold up to the light and adjust the mat over the 
part desired on the print. Hold the mat >\^th the thumb and 
turn off the bright light, during printing a ruby lamp or orange 
shade should be used. Place a sheet of printing paper over the 
mat with the film side against the film side of the plate. Glossy 
velox paper is satisfactory. On the side of the paper which is 
now up, mark the same number which is on the plate. Put on 
the heavy blotter over the paper and then the back frame of the 
holder; snap the springs under the catches. Place the printing 
frame in the holder in the top of the light box (five lamps, 60 
watts under ground-glass cover) . The time of exposure depends on 
the intensity of the plate. The best method to get the correct 
time for exposure is to make several trial prints. The time of 
exposure varies from five seconds to 1^ minutes. 

Ordinarily, plates of etched specimens require about ten to 
fifteen seconds* exposure. After the print is exposed remove 
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the paper and place in a tray containing the same kind of developer 
used for the plates with several drops of KBr solution added. 
Immerse quickly and rock the tray slowly until the picture is 
at the desired irfcensity. Remove quickly and wash under the 
faucet for several seconds. ^^Then place in a tray containing 
the same fixing bath used for the plates. It should remain in 
the fixing bath for twenty minutes. Light will not affect the 
print as soon as it is placed in the fixer. After the print is fixed 
for twenty minutes it should be washed in the same manner 
as for plates for at least one hour in bath of running water. Use 
a small tank with plate rack in it supporting the plates on 
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edge in the rack. After washing, place picture side against the 
drying tin plate and with the rubber roller roll off as much water 
as possible. The print will drop off the drying plate when the 
drying is completed and picture is ready for mounting. The 
prints are cut on a trimming board (Eastman’s). 

Deep Etching with Dilute Sulphuric Acid. — In the second edi- ^ 
tion of “Special Steels,” page 223, the author called attention to a. 
scheme for detecting segregation; defects; and lack of soundness^' 
by etching polished steel surfaces with dilute H2S04< The aut^|| 
now uses a mixture of 5 parts by volume of cone. sulphuri4|||||| 
diluted with 20 parts of water. In this way, by allowing 
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acid to act for several hours, all sorts of defects can be detected 
that are never found by the microscope because of the exceedingly 
small poition of the area of the sample included in section taken 
for microscopic examination. By the etching method there is 
no limit as to size of the piece of steel that can be examined, 
except the dimensions of the etcHing tank. For such tests, 
except for the detection of exceedingly small flaws, a high polish 
is not necessary. Simply a comparatively smooth surface is 
needed. The pickling should be continued until all of the scale 
has been removed from the unpolished parts. Photo No. 52 
shows a sample of steel containing many minute defects that the 
flow of the metal during high polishing may hide or the section 
being polished may not include. A long etch of several hours 
tells the story of why the steel failed. 

Etchinj Solution for 14% Chromium Steel and Stellite 

Immerse for two minutes, if necessary, in the following: 
Dilute 5 c.c. of cone. HCl with 20 c.c. of iso-amyl-alcohol and 
add 8 to 9 c.c. of a saturated solution of picric acid in alcohol 
(grain alcohol). Fig. B shows the structure of stellite after 
being etched by the foregoing mixture which is substantially the 
same as recommended by Kourbatoff. (Revue de Met. mars., 
1905, p, 186.) 

Fio. B 



Stellite XdOO Trans. SteUite. X300tfN|.«|^ 
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Pabt IV 

THE liAKmO Ain> REPAIRING OF LABORATORY ELECTRIC 
FURNACES 

It is quite an economy and instructive for the chemist to 
build and repair his own electric muffle and combustion fur- 
naces.* The modern laboratory cannot afford to be without 
such equipment. The author used a true ni-chrome wire of Ger- 
man manufacture. For the carbon combustion furnaces, No. 20- 
gauge wire, 0.032 diameter, is a convenient size. Its resistance 
is 0.537 ohm per foot. With a voltage ranging as high as 240, 
direct current, 90 feet of this size is about right and gives a service 
of three or more months, running twenty-four hours per day. 
The wire is coiled around a three-sixteenth diameter rod held in 
guides and run by a one-half horse-power motor. 

The expressage is saved to and from the professional repair- 
man and the delay of waiting for the return of the apparatus 
is avoided. o 

The coiled wire is wrapped spirally around the clay core, taking 
precaution that the turns of the spiral do not touch each other 
as they wind around the core. The ends of the coil are secured 
at each end of the core with asbestos cord, being tied to the latter. 
The turns of the wire are then covered with a blanket of alundum 
or zirconia cement. The core is put in a warm place until dry. 
At each end of the coil 2 or 3 inches of the wire are left uncoiled 
for connection with the power. One of the cores with the wire 
on it is shown in Fig. 18, page 293. The cement is plastered 
over the spiral of wire, shown in the figure. The chemist can 
readily follow these details by taking such a furnace apart, t 

* The author ventilates his electric muffle furnaces when igniting filter 
papers, etc., by blowing a regulated stream of air through the furnace. 

t The author is now trying the plan of wiring directly on his tapered day 
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A large muffle furnace can be built by any laboratory. A 
sheet iron frame can be used for the sides. The top and bottom 
of thtf shell can be in the form of lids of the same material. It is 
well to place at the top and bottom of each corner of the frame, 
and on the inside of it, right an^le strips of hoop iron. These 
make the shell more rigid. The opening for the muffle should 
be central and the frame or shell should be just as deep as 
the muffle is long, so that the muffle will rest in the frame 
and come just flush with the outside of the shell. The muffle 
opening in the frame should fit exactly around the outside of 
the ends of the muffle, so that very little plastering around it 
with the cement will be necessary. The author uses No. 17 
gauge wire for the muffle furnaces, that is, 0.045 inch diam- 
eter. Three coils are wound around the muffle and connected 
in parallel. The writer places the parallel leads on the (mtside of 
the furnace shell, thereby keeping the leads away from the heat, 
and more accessible. The leads are enclosed in red fiber insulating 
tubes and supported in brass brackets. One lead is placed on 
the right side of the furnace shell and the other on the left side. 
This gives a neat appearance. Where the ends of the coils pass 
through the metal shell, they are carried through small quartz or 
piperclay insulating tubes to join the leads. Each coil is 120 feet 
long for a 240 volt, direct current. The heat is regulated by means 
of a rheostat (see Photo No. 3, page 119) of 14 to 25 amps, capacity. 
The doors are sheet iron, lined with fire-brick. They slide up and 
down* in sheet-iron guides and are hung oif a lever. The leads 
are of No. 8 gauge ni-chrome wire of the same make as the heating 
wire. The furnace shell is given a coat of stovepipe enamel and, if 
preferred, it can be then given a white finish consisting of two coats 
of aluminum paint. Fifty pounds of magnesia oxide are needed to 
fill in all spaces around the core and retain the heat. The entire 
inside of the shell except the space occupied by the muffle is filled 
with this non-conducting powder. Four right-angle strips of sheet 
brass about one-eighth inch thick will be needed to support the 

combustion tube. This gives a combustion furnace that will come to full 
heat in thirty minutes, and saves the cost of the core tube. 

* Or the door can be made to open on side hinges, horizontally. Such a 
door can be lined with a fire-brick that fits the muffle opening and projects 
into the same. This liner keeps heat in better than one that slides up and 
down. The author finds it convenient to mold and bum his own liners. 
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leads. The whole cost is a mere trifle compared to the price one 
must pay for such a furnace made to order. The muffle is rec- 
tangular; it is SiXfljrX 14 inches. The furnace shell is inches 
deep to flt the length of the muffle. It is 16} inches wide and 15 
inches high. To hold such a {pmace at any desired temperature 
from 200° C. to 1000° C. the current should be controlled with a 
dimmer or rheostat of from at least 12 to 2.5 amperes and a 
resistance of not less than 60 ohms. 



CHAPTER XX 


Part V 

SOME IMPROVED ELECTRICAL LABORATORY APPARATUS 

I. Quick-heating Electric Furnace for the Determination of 
Carbon in Steel, etc., with Train. — ^The train (Photo No. 8, page 
278) consists of (1) a mercury tube to detect leaks and stoppages: 
(2) a safety jar containing a 1 : 1 solution of KOH; (3) a tower 
filled looselj^ with a plug of glass wool followed with anhydrous cal- 
cium chloride, a layer of soda lime and another plug of the wool; (4) 
a jar of short pieces of stick caustic potash with a plug of glass wool 
at the top and at the bottom; (6) a clay and rubber connector doing 
away with rubber stoppers at the charging end; (6) the vitrified 
clay combustion tube with the tapered outlet doing away with 
the rubber stopper at this point also; (8) is the jar of granulated 
zinc to stop acid and sulphur; (9) is a jar of phosphoric acid powder 
and (10) is the bulb for absorbing and weighing the CO 2 . This 
train was designed by the author, being a si«nplification of liis train 
described in J. Am. Chem. Soc., May, 1908. 

The author has now used the tapered clay combustion tubes 
for over six years for the determination of carbon in steel, etc., 
and has been using them for oxygen determinations also. 

The new split muffle type of furnace was designed by the 
author. It is of most simple construction, consisting of a split 
muffle of kieselguhr, a coil of ni-chrome wire embedded in alundum 
cement as a replaceable heating element, and a supporting stand. 
The furnace will heat from the cold to 1000® C. in twenty to 
twenty-five minutes with a current consumption of 3 to 4 amperes. 
It can be cooled rapidly, if desired, by lifting off the top half of 
the split muffle. The author supplanted for some time in this 
laboratory, and in another laboratory under , his direction, all of 

* Reprinted from the Journal of Industrial and Engineering Chemistry, 
Vol. VII, No. 11, page 960, November, 1916. 
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the type introduced by him in 1908 * with this new type shown in 
Photo No. 2, page 89, and Photo No. 3, page 119. 

This type of electric furnace can be built in any length of boat- 
ing surface with coilrf' connected in parallel. The type shown in 
Photo No. 2, page 89, is 13 incjies long by 3^ inches outside 
diameter and Ixf inside diameter. The author built the same 
type for organic work 18 inches long. By using three rheostats 
a long furnace can be made to heat to three different temperatures 
at once or it can be heated in one part if desired. 

The furnace presents a bright neat appearance with its white 
muffle; new heating elements can be kept in stock and quickly 
put in place in case of a burn-out, as there are no screws or pow- 
dered heat insulation to bother with. In case the muffle becomes 
soiled it can be put in a muffle furnace and heated to a red heat 
for about twenty minutes, when it becomes as white as new. The 
simple construction makes the furnace a very inexpensive one. 

By using a split insulation muffle of 5g inches outside diameter 
and 2^ inside diameter, the author obtained a furnace of this 
type which is developing 1020° C. with a current consumption of 
only 2.7 amperes. 

n. A New Type of Portable Laboratory Rheostat.— Photo No. 
3, page 119, shows the rheostat designed by the author with a 
view to making repairs more easy and to have a piece of apparatus 
with sufficient capacity to fill the needs of most laboratories. 

The rheostat occupies but a few inches of table width and can 
be set behind the otfier apparatus as illustrated in Photo No. 7, 
page 276. Repairs are easily made and the white frame of hard 
asbestos board gives a cheerful effect. If desired, two such 
rheostats can be bolted together, making a double instrument. 
The rheostat is practically indestructible so long as its capacity 
is not exceeded as there is nothing about its design to get out of 
repair. 

• J. Am. Chem. Soc., XXX (1908), 773. 
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Photo 53 . Photo 54 . 




CHAPTER XX 
Part VI 

RHEOSTATS AND LARGE FURNACE FOR HEAT TREATING 

Photo No. 3, page 119, shows a rheostat suitable for a heat- 
treating or ignition laboratory muffle furnace with a muffle of 



Photo 66. 

14X5iX7| inches, Photo No. 4, page 119. It will control a 
maximum current consumption of 15 amps, at 220 volts, giving 
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Photo 56. 



Photo 67.— Detail of muffle shown at M in Photo No, 56. 
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any temperature of 300® C. or less, to 1100® C., without the 
rheostat wires overheating. It consists of ten steps of 2t ohms 
(about ten coils of 9 ffeet each, ni-chrome wire of 15 gauge) ; 
nine coils 4i feet, eac\i 15 gauge (about 10 ohms) and two coils 
of 6 feet, each 11 gauge (about #0.9 ohm), making a total of 
30.9 ohms. Phoenix or Climax wire will answer just as well as 
ni-chrome except when exposed to dampness and fumes, in which 
case the ni-chrome does not rust away so soon. This rheostat 
must be connected in series with the furnace and the internal 



Photo 58. ' 


resistance of the furnace tnust be at least about 18 ohms at 
220 volts. 

Photo No. 5 shows a rheostat suitable for an electric carbon 
combustion furnace such as is given on page 278. It has eleven 
steps consisting of one coil of 8 feet, 14 gauge, equal 1.27 ohms, and 
ten coils 5 feet each, 17 gauge, equal to 16 ohms or a total of 17.3 
ohms. Internal furnace resistance should be about 29 ohms. 

Photo No. 54 shows how two rheostats can be arranged on 
one supporting frame. 

Photo No. 55 shows a large heat-treating muffle furnace with 
a muffle 7J X 1 1 J X26 inches. Photo No. 56 shows how the brick 
are arranged. At A are infusorial brick; at H, H, B, are refrac- 
tory fire brick. Photo No. 57 shows the rheostat to control this 
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furnace, which consumes about 30 amperes at 220 volts. The 
rheostat contains 114 coils of 15 gauge Driver-Harris No. 194 
nickel steel wire. These coils arranged^ in steps consisting of 
three coils of 25 feet each (in parallel) per step, and each of thirty- 
eight such steps are connected in series with each other, and the 
entire rheostat is connected in series with the furnace. Photo 
No. 58 shows the arrangement of the top of the rheostat. 
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CHAPTER XXI 


Part I 

AN AUTOMATIC STEAM WATER STILL 

After submitting to considerable annoyance from several 
types of water stills, the author decided to try steam coils as a 
source of heat. 

The boiling of water by this means is not a new idea, but after 
more than a year’s trial, there was finally evolved a form of still 
which has proven so satisfactory and the flow of the water has 
been so abundant that the details of the apparatus may be of 
assistance to someone else. (1908.) This type still in use (1920). 

Two of these stills are in use in our laboratory, operating but 
part of each day. The supply is ample for all analytical needs 
and for drinking water, which is also furnished to a large office 
force. 

Cold water from the tap enters the condenser jacket C, Fig. 59, 
through the cock A. The condenser jacket fe,a cylindrical copper 
vessel 11 inches in dianieter and 15 inches high. The cooling 
water overflows at R to /j. ^ink not shown. A glass * tube siphon 
»S', 8", S'*'t dipping into' the water slightly below the level of B, 
carries hot water continually to the heating chamber D by way 
of the large copper feed funnel F', F". 

When the water in D has risen several inches the steam is 
turned into the worm coils of D at the valve F. These coils 
consist of two 12-foot lengths of three-quarter inch bore copper 
pipe,t brazed together and coiled around the inside walls of-Z). 
The steam from the boiling water rises into the dome and passes 

* A braBs tube is now used, as it is more durable. 

fThe outside diameter of the copper pipe is 1|V inches and the wail 
is i inch. 
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off through a block tin condensing pipe of five-eighths inch * inside 
diameter at T and travels through this pipe, which is coiled in a 
worm 'as shown in C. , 

The tin pipe passes through the tubular ^ outlet O', 0" and 
delivers the distilled water on an absorbent Cotton filter, supported 
by a C-inch ribbed glass funnel The filter catches any oily 
matter or other particles carried over with the steam. 

The distillate is delivered to the receiving funnel at the rate 
of one liter every three minutes when sufficient pressure is main- 



tained in D to keep the copper funnel F', F” filled nearly to over- 
flowing with hot water. 

The water reservoir is a 9-gallon bottle, in the neck of which 
the funnel W rests. The bottle, which is not shown, is inclosed 
in a cupboard in which is an electric light to dispel darkness and 

• The larger the inside diameter of the tin worm the better to seoure rapid 
condensation and a large output of water. 

The block tin worm now in use is H to 1 inch outside diameter; | to A 
wall; and |-inchbore. The regular commercial sizes appro xim ati ng these 
dimensions are used. A number of these stills are now in use. The worm is 
28 feet long. 
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roaches. This bottle rests in a copper pan, which is drained to 
the sewer. The tin pipe is bent into an elbow at so that any 
condensation of moist'ire on damp days drips off at E instead of 
running down the i)ipe into W* 

Steam pressure furnished fijpm the mills is liable to continual 
variation. The amount of pressure may be nicely adjusted at 
Vj but subsequent increase of pressure often causes the water to 
boil ever at F and splash down into the copper pan P', P", P'", 
which is drained at P^ The pan is 5 inches deep and large 
enough to contain the entire apparatus. 

To clean the still the tin pipe is unscrewed at N, the dome 
head is removed, and water is played on the interior of D with a 
hose, washing the sediment out through the cock at P'". 

The steam dome rests in the neck of D and is calked steam 
tight with cheese-cloth. The cloth is stretched in a diaphragm 
across P', P", with enough excess of cloth for calking purposes. 

The boiling of the water in P', P" in no way prevents the action 
of the siphon S', S", S'". The heating coils of D are joined to 
ordinary steam pipes of the same diameter at J', J". 

This still could be made in any size to suit a greater or less 
production than that mentioned, a smaller size for a household 
or small laboratory, and in larger sizes for office buildings or 
for manufacturers needing a large supply of distilled water. A 
number of these stills are now in use. 
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Part II 

CLAY COMBUSTION BOATS 

The clay boats are made from Klingenberg clay.* A typical 
analysis of it is given herewith: 

Pel cent. 


Protoxide of iron 2.67 

SUica 62.48 

Alumina 29.46 

Ignition loss 14.18 


Any plastic clay of similar analysis free from grit would answer 
just as well. The clay is ground to pass a SO-mesh sieve, and 
is thoroughly kneaded to a stiff dough with water. It is then 
rolled in a towel. By wetting the towel occasionally, the clay 
can be kept ready to use as long as desired. 

The clay is rolled on a moist plaster-of-par^s slab into a cigar 
shape and pressed into the plaster-of-paris mold with the thumbs. 
The excess clay is scraped off with a thin-edged piece of wood. 
The guide strip is then laid on the mold. It is the exact duplicate 
of the face of the mold, or pmno as shown in the plan. This 
strip, of course, has an opening in it coinciding exactly with 
IcdJj Fig. 60. The strip can be fastened on by a gum band at 
each end. The wooden tool T is plunged down through this slot, 
and, while being held perfectly vertical it is slid along the wooden 
guide strip, scooping out the clay and shaping the interior of 
the l5oat. The tool slides along the strip on its surfaces at R 
and R'. The distances from c' to R and from R' to df are equal 
and conform to the thickness of the guide strip. The distance 
c'd' equals cd, c'V and 7'd' regulate the thickness of the walls 
of the boat. V/'F' forms the interior of the boat. The tool T is 

* A blend of days gives better results. 
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rounded on one side and is trimmed to a thin edge on the rounded 
side. The tools are kept in water, when not in the operator's 
hand, to prevent |ihe clay from sticking to them. The interior 
of the mold has a flat bottom: The author prefers a boat of the 
following outside dimensions Vhen burned: 15 mm. wide at 
top by 7 mm. wide at bottom by 9 mm. high .by ISlJ mm. long 




The bowl of the mold should be about 6 per cent larger in all its 
dimensions to allow for shrinkage. 

After the interior has been properly shaped, the guide strip 
is removed, the face of the mold scraped clean, and the mold put 
away in a warm place for the clay to dry. Slow drying for one 
or two days is the best. When the boats no longer seem damp 
to the touch, they are removed from the molds and dried for 
several hours in an air bath at a temperature of 120^ G. They 
are then put in a muflle furnace, and the latter is lighted and ' 
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the heat brought slowly to a temperature of 850° to 900° C. 
(very bright red-heat) and kept at that temperature for from 
two tg four hours. The heat is then turned ofif and the boats 
are ready for use. A boy can easily mold f jrty boats in three 
hours, and, after the molding is completed, the remaining opera- 
tions require but a few moments*%ttention to make the transfers 
from the drying space to the air bath, and from the latter to the 
mufRe furnace. 

The boat should have walls and bottoms about one-sixteenth 
inch thick. Boats made as described answer all of the purposes 
of porcelain boats, and, one can readily see, are extremely cheap. 



The author first experimented with a view to making his own boats, 
more than twelve years ago, and has used them for all combustion 
work ever since. 

It is convenient to have the dimension Kh^ 62 mm.; hg, 177 
mm., and the total thickness of the mold 25 mm. 

When the boats have been burned, two or three from each 
batch should be placed in the combustion furnace and a blank 
analysis made. If the weighing apparatus shows a gain of more 
than 0.0002 gram, it is an indication of imperfect burning of the 
boafs. They should be reburned until free from all carbonaceous 
matter. 

The Ni-chrome On^piece Triangle. — Fig. 61 shows a one-piece 
triangle designed by the author which anyone can make in a 
few minutes from the well-annealed ni-chrome wire. It is 
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practically indestructible. The one shown was made from No. 8 
gauge wire. 

Sanitary Laboratory Wash Bottle.— Fig. 62 shows a wash«bottle 
that is much used t‘his laboratory for washing precipitates. It 
has the advantage that the lips do not touch it. It is operated by 
a slight push of the thumb on the rubber bulb A, The little tube 



at P enables the operator to relieve pressure instantly when a 
washing is finished, avoiding spattering of the washing fluid and 
excessive amounts qf the wash per application. 

The rubber bulb is attached to the glass tube G. The capacity 
of the flask is 500 c.c. It has a fire-finished ring neck and t^es a 
No. 6 rubber stopper. 
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Part III 

LABORATORY REFRACTORIES 

Laboratory refractories should be of such design and com- 
position that they will stand rough usage and sudden expansion 
and contraction. This is especially true of boats for carbon 
combustion determinations; muffles for ignitions; Bunsen burners 
of the Chaddock type, chimneys for Argand burners, combustion 
tubes, pyrometer protection tubes, and crucibles. 

Combustion Boats. — ^The combustion boats should also be of 
such composition that iron oxide and lead oxide do not slag with 
the walls of the boats at temperatures approaching 1100® C., to 
an appreciable extent'. A well-designed boat of the proper com- 
position, burned at the correct heat in the kiln, of the correct 
size and filled about half full of some neutral body like crude 
oxide of zirconia, or chrome iron ore, or some other suitable well- 
ignited metallic oxide of high fusing point — a boat of this type and 
so protected will be good for from 500 to 600«carbon combustions 
of steel. It should be said also in this connection that there is 
nothing gained by running the oxygen at a high rate of speed or 
by running the combustion furnace at temperatures in excess of 
1000° C. Some chemists have a mistaken idea that the tempera- 
ture must be such as to entirely melt up the sample of steel. This 
procedure not only will destroy any combustion boat in a few runs, 
but often cause low results due to unburnt steel occluded by the 
suddenly formed slag and perhaps due to the formation of some CO, 
f hoto No. 63 shows six sizes of boats which offer ample range 
irf capacity for any laborato^'s needs. No. 1 is fgX4 inches; 
2, liX4; 3, i*X4; 4, «X6i; 5, |iX5i; 6, «X5i. 

Combustion Tubes. — Photo No. 64 shows three sizes of com- 
bustion tubes of the author’s design which he has used in several 
laboratories under his direction for a number of years. The 

621 



522 


LABORATORY REFRACTORIES. 


composition should be such as to be non-porous under' pressure; 
not readily attacked by metallic slags, and vitrifying iij such a 
way as to withstand trupture when cold bodies are repeatedly 
charged into it whOn it is at a high temperature. It is also a 
great advantage to have it of such composition as to not conduct 
away heat at the projecting ends like fused silica tubes, thereby 
avoiding a large loss of the expensive electrically supplied heat; 
also avoiding the nuisance of cooling devices at the ends that 
project from the furnace. 

The convenient sizes are 24 Xj inches inside diameter by 
1-inch outside diameter with tapered ends; also 27 inches long by 



Photo 63. 


inside diameter by 1} inches outside diameter, also a middle 
size ft-inch bore X 27 inches long. The author has found that the 
larger bore tube with the thicker wall lasts longer; although 
either size should last for months if the foregoing conditions are 
fulfilled. A good heavy wall tube of proper composition should 
last six months or more even though in daily use with a daily 
run of from 80 to 180 combustions. 

Chimneys for Argand Burners.— Photo No. 63 also shows 
convenient chimneys for Arg^d burners. Here, again it is 
especially necessary to have a Tomposition that will not crack 
with sudden changes of temperature. A chimney of pit^r 
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composition is non*«rackabIe and will last for yeare as far as heat 
cracks are concerned. Two convenient sizes are No. 8 and No. 9; 
in photo No. 63, No. 8 is designed to be used in the sulphur appa- 
ratus given on pages 331-^32. 

Porous Filtering Crucibles. — At No. 7 in photo No. 63 is shown 
a porous crucible. Such a crucibl#should be of sufficiently open 
grain to permit the passage through its pores of turbid fluid to its 
total capacity in fifteen seconds, when mild suction is applied, 
i.e., ordinary one-quarter inch bore one-sixteenth inch wall tubing 



Photo 66. 


should not collapse; and the filtrate should be perfectly clear and 
sparkling. 

New Modified Refractory Bunsen Burner of the Chaddock 
Type. — ^The author has designed the modified Chaddock with the 
following new features. 1 in Photo No. 65 shows the burner 
proper; 4 shows the bell-top chimney, which can also be used as 
a crucible cover to raise the temperature around the whole cru- 
cible at 5. This bell top can also be inverted and used as an 
extension support as shown at 6. At 2 the rubber hose is shown 
entering at‘ a half-round opening. This makes the setting of 
the glass nipple tube much easier, aS anyone will appreciate who 
has used a Chaddock. 
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This style of burner should be made of a mixture of refractories 
that will not crack with suddenly applied heat. A proper selec- 
tion of materials will secure immunity from heat cracks. 

Kipp Apparatus Consisting of Three Replaceable Parts. — 
The author designed an apparatus for generating H, H 2 S, and CO 2 
of the Kipp type, consisting of three replaceable parts, and of 
acid-proof stoneware. The bottom part holds 2500 c.c. and the 
top bulb 2000 c.c. The total height is 23 inches. The parts are 
interlocking and connected together with acid-proof cement (see 
Photo No, 66); making the whole apparatus perfectly rigid as 



Photo 68. 


though of one piece. The advantage of the apparatus lies in its 
replaceable parts. If one part be broken a new one can be put 
in its place making the generator is like new. The parts are 
very strong, being of heavy stoneware. The separate parts are 
shown in Photo No. 66 and the complete generator in Photo No. 67. 

Photo No. 69 shows how this Kipp can be made in four replace- 
able parts. The inner tube pa.ssing through a rubber stopper to 
melt the top bulb 1 at 2 l)eing joined to it by the rubber con- 
nector and also a copper clamp not shown, but which is screwed 
fast around the rubber sleeve at 2. Photo No. 70 shows a bat- 
tery of these generators. 
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Muffle, Assay Crucible, and Heat Insulation, Split Cylinder 
of Infusorial Earth. — The above are shown in Photo No. 68 at 6, 
7, and 8, respectively. The dimensioni oj the muffle are 14X5} 
X7i inches. The crucible is 6 inches top diameter by 9 inches 
high by 4 inches bottom diannftter. The split cylinder is IJ inches 
inner diameter by inner diameter by 12} inches long. The latter 
is the heat insulation jacket for the carbon combustion furnace 
shown on page 278. 
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CHAl*rEU XXII 
Part I 

ENGLISH CHROME-VANADIUM STANDARD STEEL “V.’* 

This standard was analyzed by twenty-five English and three 
American laboratories. The reports were handed in blind. 
Nothing more was heard of the matter until the printed report 
was mailed to the co-operating chemists together with a very 
generous portion of this valuable standard (October, 1919). 

It is interesting to note just how closely the three American 
chemists came to the general average of all of the results: 


Laboratory; 


U. S. Bureau of 

%c 

%Si 

0.152 

0.170' 

%s 

%P 

%Mn 

%Cr 

%v 

Standards 

0.559 

0.059 

0.028 

0.634 

0.859 

0.278 

Batdmn Locomotive 
Works 

0.563 

0.174 

0.060 

0.021 

0.532 

0.890 

0.270 

Crucible Steel Co. ok America: 

{Park Works Lab.) 0.654 0.170 

0.059 

0.064 

0.065 

j 

0.024 

0.540 

0.860 

0.276 

General Average of 
All Laboratories.. 

0.548 

0.161 

0.063 

0.024 

0.542 

0.861 

0.273 


Of course, Park Works results were obtained by the methods 
as given in the foregoing pages. See copy of Ridsdale & Co.’s 
report, page 530. 
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Part II 

SHORT METHOD FOR MOLYBDENUM IN STEEL 
(Absence of Tungsten) 

(A) Dissolve 3 grams of steel drillings in 50 c.c. 1:1 HCl. 
Warm until action ceases, then add a few crystals of potassium 
or sodium chlorate, that is, enough to dissolve all black residue 
on further h&ting. 

(R) Boil down quickly to about 15 c.c. to remove excess of 
free acid, as molybdenum is not precipitated completely by 
H 2 S in the presence of much free acid. 

(C) Dilute to 150 c.c. with water. 

(D) Pass a rapid stream of H 2 S for about fifteen minutes. 
Filter off sulphide. Wash the same thoroughly with H 2 S water. 

{E) Bum off the sulphide in a porcelain crucible at a heat 
not exceeding 550® C. until all char is gone. Cobl, and weigh. 
This weight represents the molybdic oxid^ plus a little silicon 
plus copper oxide, tin oxide, etc. 

Extract this ash with 40 c.c. of filtered ammonia. Warm in 
the crucible until the residue is light and floats easily, showing 
that all of the heavy molybdic oxide has been dissolved. Filter 
again. 

Wash with ammonia water thoroughly so as to remove all 
molybdenum. Ignite at a red heat and weigh again. The 
difference between this weight and the first weight equals the weight 
of, the molybdic oxide present, plus any copper dissolved by the 
ammonia. Tin oxide is not dissolved. 

If the filtrate from the ammonia is blue, copper is present and 
for very accurate work, a correction must be made. This cor- 
rection is usually small, and unless the filtrate is very deep blue, 
can be dispensed with, especially when bath tests are being run. 
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If ihe correction is to be made, the filtrate^is made slightly 
acid with hydrochloric and evaporated to a low volume and 
made faintly but distinctly alkaline with ammonia. * 

The copper determination is then finished by titrating to the 
disappearance of the blue colo^ with standard KCN solution in 
the same manner as-for copper in steel. The copper thus found, 
is calculated to GuO and deducted from the weight of MoOs 
plus CuO already obtained. 

The remainder is figured to Mo by the factor 0.6666. 

Omitting the copper correction, this method can be carried 
through, in duplicate, in 2 hours. 

This method assumes the absence of tungsten. If tungsten 
be present in sufficient quantity to separate out as yellow residue, 
then after (C), it should be filtered out, washed, and the filtrate 
and washings finished as given in (D) and (E). The WO 3 can 
be examined for MoOa if much W and Mo be present in the steel. 



CHAPTER XXIII 

• 

Part I 

The Analysis of Ferro-cerium and Cerium Steel. — The 

determination of large quantities of cerium (the mixed metals of 
the cerium group) is comparatively simple, but to determine, gravi- 
metrically, a small amount of cerium in the presence of a large 
amount of iron is fraught with many interferences. Any attempts 
in this laboratory, for example, to precipitate ten to twenty milli- 
grams of cerium content away from 5 grams of iron have thus far 
resulted in the precipitation of a large portion of the iron with the 
cerium, or a large amount of iron and no cerium with it. This is 
true whether the attempt be made either by the phosphate method 
or the oxalate method. The iron interferes at all points, when 
it is present in large excess. The volumetric methods to be 
described later are the only quantitative methods for small 
amounts of cerium thus far developed in this laboratory when 
large amounts of iron are present. Both methods are inter- 
fered with by the presence of chromium, and one is interfered 
with by the presence of both chromium and manganese. 

Cerium in Ferro-cerium (Gravimetric) 

The author uses the well-known method of precipitating the 
cerium (mixed cerium group) away from the iron (less than a 
gram of iron present) in nearly neutral sulphate solution with a 
saturated solution of ammonium oxalate. 

Dissolve one gram of the ferro-cerium in 50 c.c. of 1.20 sp. gr. 
nitric acid; evaporate to dryness; ignite to destroy the nitrates; 
dissolve in cone. HCl; dilute and filter out silica. Wash the 
inspluble silica; ignite it to an ash; weigh it; remove the silica 
with HF and a few drops of cone. H2SO4 as in silicon in steel. 
Fuse any residue left in the crucible from the HF evaporation 
with sodium carbonate; dissolve in HCl; fume it with H2SO4; 
add water; heat until the sulphate is dissolved and add the 
solution to the main filtrate and washings obtained from the first 
filtration to remove silica^ 
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j'j 

This main filtrate will now contain all of the cerium. It is 
nearly neutralized with 1 : 1 ammonia water, and to tl^e cold 
solution which should now be of about 400 c.c. volume, 60 c.c. 
of a saturated solution of ammonium oxalate are added and the 
cerium oxalate is allowed to iettle for about two hours; it is 
filtered; washed with ammonium oxalate water; ignited to the 
reddish cerium oxide (Ce02) which contains 81.42 per cent Ce. 
This reddish oxide may contain some iron so it must be 
transferred to a porcelain dish; gotten into solution with HCl 
(chlorine forms hence the removal from the platinum crucible 
before dissolving); converted to sulphate and passed through 
the zinc reductor. The iron so found is deducted from the Ce02 
before calculating to Ce. 

Manganese 

Manganese interferes with the gravimetric determination of 
cerium and cerium interferes with the volumetric and gravimetric 
detemiination of manganese. Cerium and chromium oxidize to a 
higher oxide with Pb02. If zinc oxide is used the cerium, unlike 
chromium, is largely in the filtrate with the Mh. On peroxi- 
dizing it remains on the filter with the manganese and iron. 
If the author’s scheme of fractional precipitation with ammonia 
in reduced solution be tried, the cerium will still be found with 
the iron and manganese. (This, however, is a separation from 
chromium as the, chromium is precipitated. See page 30.) 
Vanadium can also be separated from cerium by the ammonia 
fractional precipitation. The following recoveries were gotten 
when the amounts of cerium, vanadium and chromium were 
added in 5 grams of steel and the steel was then dissolved in 
50 c.c. of 1 : 3 H 2 SO 4 and 50 c.c. of water. The ammonia 
separation was made as described on page 30, the ammonia being 
added until the greenish gray chromium hydroxide settled down 
well: 


Cerium present 

Cr Added 

Cr Found 

V Added 

V Found 

gram 

gram 

gram 

gram 

gram 

None 

0.1057 

0.01067 

0.0766 

0.0766 

0.020 

0.1057 

0.1066 

0.0765 

0.0767 

0.060 

0.1057 

0.1072 

0.0765 

0.0762 

0.080 

0.1057 

0.1079 

0.0765 

0.07^ 

0.320 

0.1057 

0.1084 

0.0766 

0.0769 

0.505 

0.1057 

0.1087 

0.0765 

0.0754 
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Evidently, from this table A ■■i oerium was dragged out with 
the chromium but the vanAatfflp l^Bults are very satisfactory. 
To se^re an absolute separation'^f the cerium from the chro- 
mium, it is necessary to peroxid iAl»4he sAlp^uric acid solution 
of the chromium-vanadium precipitate obtained by the ammonia. 
This leaves the small amount of*cerium with some iron on the 
filter and the chromium and vanadium in solution as sodium 
salts. The small amount of cerium and iron can be dissolved 
in sulphuric acid and be added to the main iron and cerium 
solution. . This sulphuric solution can then be evaporated to 
350 c.c. and finished volumetrically by the methods to be 
described. The vanadium and chromium can then be finished 
as described under ferro-vanadium and chromium-vanadium 
steels. 


Manganeoe 

Cerium does not begin to interfere seriously with the deter- 
mination of manganese in cerium steel by the lead peroxide method 
until it is present in excess of about 1 per cent of Ce. 

To remove the cerium proceed as follows: 

Weigh 0.4 gram of the steel or ferro-cerium, if the manganese 
does not exceed 0.50 per cent Mn, or a correspondingly less amount 
for higher percents of Mn, and get it into solution with 20 c.c. of 
1 : 3 H 2 SO 4 ; and 20 c.c. water; oxidize with 20 c.c. of 1.20 nitric 
acid; make a basic acetate separation as given for manganese 
in ferro-manganese but avoid using any HQJ. 

To the filtrate and washings from the basic acetate separation 
of the iron, chromium, etc., add 5 grams of ammonium per- 
sulphate crystals and boil three or four minutes; then add an 
excess of ammonia and boil again until the dark-brown precipitate 
of the hydrated oxide of manganese separates out well; filter it 
off, mixed with a little paper pulp; wash thoroughly with per- 
sulphate water containing a little ammonia. Then treat the 
precipitate on the filter with 35 c.c. of ferrous ammonium sulphate 
solution mixed with an equal volume of 1 : 3 sulphuric acid; use 
this solution warm, if necessary. 

The -ferrous ammonium dulphate is made by dissolving 2 
grams of the salt in 100 c.c. of water. Wash the pulp, which 
should now be nearly, or entirely, white, with water containing 
a little sulphuric acid. Wash about thirty times. The filtrate 
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and wai^hings should be cono^t^fr^ted, if necessary, to 100 c.c. 
Then add 50 c.c. of cone, acid and bring to boil; add 
2 grams of light-brown lea^.. peroxide; and boil five minutes 
in the 400 c.c. be/ik6r; filter through washed asbestos; wash 
out pink color with distilled water; cool and titrate to dis- 
appearance of pink color with the arsenite standard used in steel. 

This method has been tested on standards containing chro- 
mium up to 1 per cent and cerium added up to 7 per cent Ce, 
and exact results for manganese were obtained. 1 c.c. of the 
arsenite equals about 0.07 per cent manganese when 0.100 gram 
of sample is used. 

Volumetric Method for Cerium in Steel and Ferro-cerium: 

By Oxidation with Lead Peroxide 
{Absence of Chromium) 

Dissolve 5 grams of steel or J gram of ferro-cerium in 
70 c.c. of 1 : 3 H 2 SO 4 ; oxidize by heating with 45 c.c. of 1.20 
sp. gr. nitric acid. Add the nitric acid a little at a time. Heat 
until all red fumes are gone. Then add 2 to 3 grams of lead 
peroxide of the light brown variety. Boil in the 600 c.c. beaker 
for fifteen minutes. 

Filter on a washed asbestos filter of the same type as used 
for rapid manganese tests. Filter cold. If the filtrate looks 
pink some manganese has been oxidized to the manganic or 
permanganic state and must be reduced by adding to the filtrate 
a little ammonium^persulphate. Add 50 milligrams and boil 
gently, adding a few grains of precipitated silica to prevent 
boiling over of the solution. Boil twenty minutes. Remove from 
the fire and add another 50 mgs. of ammonium persulphate, 
if necessary, and repeat the boiling and so on until the pink 
color suggesting the color of permanganate of potassium is gone. 
If during these operations the solution becomes slightly cloudy 
due to the formation of manganese oxide, the same must be 
filtered through washed, ignited asbestos again, washing with 
water containing some dilute nitric acid wash. The clear, cold 
filtrate is now ready for the titration. The ferri-cyanide indi- 
cator is added as in the determination of vanadium in steel, 
and a standard solution of ferrous-ammonium sulphate is 
added from a burette until the same blue end-point is obtained, 
as in vanadium. Unlike the vanadium titration, this blue end- 
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point does not get continually darker, once it is reached, as in 
vanadium, but has a tendency to grow lighter, owing to the 
action of the nitric acid. 

This standard is one-fifth that of the orfe ij^ed for the titration 
of chromium in steel. One c.c. of it by this method should be 
equivalent to about 0.002 gram (5e to 0.0029 gram Ce, depending 
on the amount of iron and manganese present in the solution 
being titrated. 

0.4722 gram of so-called C. P. cerium oxide dissolved in 
20 c.c. 1.20 sp. gr. HCl; fumed with 50 c.c. of 1 : 3 H 2 SO 4 ; 
diluted with water and heated until all was dissolved; then 
boiled with lead peroxide and titrated with the ferrous-ammonium 
standard gave a value of 1 c.c. equal 0.00235 gram of Ce; 0.2542 
gram of cerium oxalate sold as C. P. ignited to the red oxide 
and finished in the same way gave 1 c.c. of the standard equal 
0.00226 gram of Ce. 

0.500 gram of ferro-cerium was put through as described for 
cerium and gave a value of 1 c.c. equal 0.0020 gram of Ce. 
Also the same value was gotten from another portion of ignited 
cerium oxalate. When 5 grams of steel are present and a blank 
is deducted higher values per c.c. of standard solution were 
obtained running as high as 1 c.c. equal 0.0038 gram of Ce. 
Therefore this method which is the best volumetric thus far tried 
in this laboratory must be carried out with about the same 
amount of iron present in the standardizing mixture as is likely 
to be in the sample to be analyzed. Chroi^vum must be absent 
as it is oxidized by the lead peroxide in the same way as the 
cerium and consumes a definite amount of the ferrous-ammonium 
sulphate standard, being proportional to the chromium present. 

Second Volumetric Method for Cerium in Steel and 
Ferro-cerium 

Proceed exactly as in the first method up to the point where 
the solutions are to be oxidized but instead of using lead oxide, a 
permanganate solution (1 gram of KMn 04 dissolved in a liter of 
water) is added a c.c. at a time avoiding at all times an excess. 
This permanganate is titrated into the boiling solution in this 
way until finally a slight precipitate of manganese oxide is 
obtained that does not disappear after fifteen minutes’ boiling. At 
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this poiiiit 100 milligrams of ammonium persulphate are added, 
a{ter cooling off tho solution somewhat. The solution is again 
boiled for fifteen minutes to destroy any manganic condition* that 
always forms duriiy^ the foregoing operations. The solutions 
are then cooled; filtered and titrated as in the first volumetric 
method. After deducting blanBs (which will run as high as 
11 c.c. before a blue end-point is gotten on 5 grams of non-cerium 
steel) the same ferrous ammonium standard as used in the 
peroxide method will have a cerium value of 1 c.c. equal to about 
0.005 gram of Ce. Chromium and vanadium interfere as stated 
and must be removed or corrected for, as already described in 
the first volumetric method. Pages 534 and 535. 

Chromium-vanadium Steel with much Cerium 
{Several Per Cent of Ce) 

Get 1 gram of the sample into solution in the manher described 
on page 535 under Manganese. This solution will now contain 
all of the cerium in shape to remove all of the chromium, 
vanadium and tungsten by peroxidation as described under 
chromium in ferro-chromium, etc. This will require several 
peroxidations but in the end, the cerium and the iron will be on 
the filter, and the interfering elements will be in the alkaline 
filtrates. 

The cerium and iron can be then dissolved off with sulphuric 
acid and the cerium ^nished by the lead peroxide method. 



CHAP'BER XXXIII 


Part II 

Further Modification of the Fevert CO 2 Weighing 
Apparatus 

In the Iron Age, voL 102, No. 8, is shown Stetser and Norton’s 
modification of the original Midvale Absorption and Weighing 
Apparatus for carbon dioxide as designed by Mr. H. L. Fevert, 
of the Midvale Co. This “ bulb ” is shown in Fig. C, page 541. 
The author tried this apparatus in the laboratory of the Park 
Works an<rin the hands of a good man the bottom was knocked 
out after a run of 60 carbon combustions by a rather slight fall. 
The bottom or foot proved to hfe of very thin blown glass not 
as thick as an egg shell. 

Knowing the proneness of ex^teri glassblowers to blow bulbs 
of paper thin walls, he submitted to a well-known house in 
Philadelphia a drawing of a further modification of this promising 
CO 2 bulb.” • This drawing is shown in Fig. D, page 641. This 
shows a bottom or foot of heavy glass which eliminates the frail 
design shown in Fig. C. The originat 9 rs’ have produced an 
apparatus that is simplicity itself. The author’s modification is 
somewhat larger than original modification shown at C. 

The author leads the products of the carbon combustion into 
this latest modification at the small tube shown about the middle 
of A in photo No. 68, page 640. ** A ” alone is weighed. “ B ” 
is used merely for a bubble tube, and containing KOH solution, 
acts as a guard against CO 2 , getting into “ A ” via its outlet 
at the top of “A.” This bulb according to the original scheme 
is filled with asbestos, saturated with sodium hydrate, and in 
Hry granular form. 
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Photo No. 68 
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in tungsten steel 116 

in steel and pig iron 348, 360 

in stellite 391 

Silicon carbide, determination of, in graphite crucibles 402, 403 

Segregation, test for, in steel 274 

Sink, of stoneware 489 

Slag, containing titanium 68-71 

Specific gravity: 

of ammonia 482 

of nitric acid 480 

Stellite, analysis of 390, 391 

Slag containing oxides of tungsten, V and Cr 132, 137 

Still, steam still for distillation of water 614-616 

Sulphur, determination of : 

in tun^ten powder 76-77 

in coal 474,476 

in coke 476 

in cobalt metal 388, 389 

in ferro-chrome Ti . 176, 177, 184 

in ferro-manganese 247 

in ferro-silicon and metallic silicon 48 

in fOTro-molybdehuih 164 

in ferro-titanium 49 

in ferro-vanadium 34 

in ferro-phosphorus 328 

in moly^enum powders 148 

in Monel metal 242 

in steel, gravimetric, {dain steel 336, 337 

in steel, volumetric, plain steel 330, 336 

in steel, gravimetric, for alloy steels 121 

in alloy steels by evolution with acid-carrying hydrogen at a yellow 

heat 122-128 

in fluorspar 464 

in graphite crucibles 406 

inoU 476-477 

in titanium steel : 62 

in tungsten 76, 76, 80 

' in iron ore 446 
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Sulphur, determination of — ConJUnued page 

in tungsten ore : 113 

Surface decarbonisation 292, 423-429 

Standardisation: 

of double sulphate of iron and ammonium: * ^ 

for vanadium 12, 13, 19, 20 

for chromium A .• 176 

for manganese 136 

of permanganaU of potassium: 

for iron and manganese 60 

for vanadium in steel 12, 13, 19, 20, 21, 22, 23, 24, 26, 29, 30, 31 

for small amounts of iron in crucibles 405 

for iron in iron ore 444 

for uranium 360, 361 

of potassium dichromate: 

for small amounts of iron 242 

for iron ore 446 

of potassium cyanide: 

for copper in metallic copper 214-216 

for copper in Monel metal - 240 

for nickel in Monel metal 241 

for nickel in steel 223 

Specific gravity in oils 467 


Tables for laboratory 484, 487, 490 

Titanium, determination of : 

qualitative 3 

in ferro-titanium 49, 50, 51 

in fire brick . .T 440 

in iron ore 447 

in plain titanium steel 63, 64, 66 

in vanadium titanium steel P. 63, 64 

in chrome-vanadium-nickel-titanium steel 67, 68 

in nickel steel 66 


in slag 

Tantalum in ores and alloys 

Tin: 

determination of, in steel 

in tungsten powder 

in tungsten ore 

Tubes, tapered clay combustion tubes 
Tungsten: 

qualitative test for, in steel 

determination of, in steel 

in ferro-tungsten-molybdenum 

in tungstetf ores 

in tungsten powder 

in molybdenum powders 


... 68 
135-143 


171 

93,94,95 

113 

294,628 

1 

114,180 

162 

99, 100, 101, 102, 108, 104 

72, 78, 74* 76 

147 
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Triangle, one piece triangle of true ni-chrome wire 519 

Tables, laboratory work tables 484, 487, 490 


Uranium: ^ '' 

determination of, in steel 363, 357, 362, 363, 365, 367 

in ferro-uranium • 364, 357 

in ores 354, 357 

qualitative test for : 366 

Vanadium, determination of: 

qualitative 4 

in steel 6, 6, 7, 10, 13, 14, 15, 16, 17, 18, 37, 39 

in chrome-tungsten steel 131 

in chrome-vanadium steels 17, 18, 19 

in ferro-titaniura •. ! 67 

in ferro-vanadium 8, 9, 38, 39 

in ores, carnotite, roscoelite, patronite 369, 370 

in iron ore 449 

Viscosity of oils # 467 

Volatile matter in coals 473 

in graphite crucibles 397 


Wash bottle, sanitary 620 

Wulfeniteore 168 


Zirconium: 

in plain steel 191, 192, 198, 202 


ZircOnium-nickel alloy t : 194 

“Zirkite,” analysis of 202 









1NTERNATI0N*E ATOMIC WEIGHTS; n830. 


^^lemento. 

Atomio 

Weights. 

cifeB^nts. 

Atomic 

Weight^i^ 

REI^^h 

27.1 

120.2 1 

Neodymium 

Neon 

Symbol. 

Nd 

Ne 

, 

144.8 
. 20.2 

Argon 

A" 

30.9 V 

Nickel 

Ni 

58.68 

Arsenic 

As 

74.96 ^ 

Niton (radium 

Nt 

222.4 

Barium 

Ba 

187.37 i 

emanation) 



Bismuth 

Bi 

208.0 1 

Nitron 

N 

14.08 

Boron 

B 

10.9 

Osmitim 

Os 

190.9 

Bromine' 

Br 

79.92 

OxvgCn- 

Pall^ium 

0 

16.00 

Cadmium 

Cd 

112.4 

Pd 

106.7 

Caesium 

Cs 

132.81 

Phocphorus 

P 

31.04 

Calcium 

Ca 

40.07 

Platinum 

Pt 

195.2 

Carbon 

C 

12.005 

Potassium 

K 

39.10 

Cerium 

Ce 

140.25 

Praseodymium 

Pr 

140.9 

Chlorine 

Cl 

35.46 

Radium 

Ra 

226.0 

Chromium 

Cr 

52.0 ' 

Rhodium 

Rh 

102.9 

Cobalt • 

Co 

68.97 > 

Rubidium 

Rb 

85.45 

Columbium 

Cb 

03.1 i 1. 

Ruthenium 

i Ru 

101.7 

Copper 

Cu 

63.67 r’, 

SamaSium 

^'ul Sa 

160.4 

Pyprosium 

1) ^ 
1-P Er 

162.6 V 

Scandium 

S( 

44.1 

Erbium 

167.7 ' 

Selenium 

^ I.'Se . 

79.2 

Europium 

Eu 

152.0 

Silicon 

'i Si 

28.3 >1 

Fluorite 

F 

19.0 

Silver 

A« 

107.88 

Gadolinium 

Gd 

167.3 

Sodium' 

Na: 

23:00 Nn 

Gallium 

Ga 

70.1 

Strontium 

Sr 

87.63 Sr 

Germanium 

Ge 

72.6 

Sulphur 

8 

32.06 ^ 

Glucinum 

V. G1 

9.1 

Tantalum 

Ta 

181.6 'I'T 

Gold 

All 

197.2 

Tellurium 

Te 

127.5 ! 

Helium 

li He 

4.00 

Terbium 

Tb 

159.2 

Holmium 

i !< Ho 

163.5 

ThalUum 

T1 

204.0 

Hydrogen 

1'mIiH 

1.008' 

Thorium 

Th 

232.16 

Indium 

lii'iiiln 

114,8 1 

Thulium 

Tm 

168.5 

Iodine 

I'htufl 

126.02 i 

Tin' 

Sn 

118.7 

Iridium 

!-• 'i.Ir 

193.1 1» 

Titanium 

Ti 

48.1 

Iron 

J- - Fe 

55.84 ! • 

Tungsten 

W 

184.0 

Krypton 

■ Krn 

82.92 > > 

Uranium 

U 

238.2 

Lanthanum 

Laii 

nil 130.0 1 .1 

Vanadium 

V 

51.0 

Lead 

M Pb 

207.20 !’l» 

Xenon 

Xe 

130.2 

Lithium 

} >r iLii 

6.94 t i 

Ytterbium (Neoyt-Yb 

173.5 

Lutecium 

^ lit liuii 

1 175.0 . 

terbium) 



Magnesium 


24.32 (' 

Yttrium 

Yt 

89.88 

Manganese 

Mn 

54.93 

1 Zinc 

Zn 

65.87 

Mercurv 

.‘Molybdenum 

Hg 

Mo 

200.6 

96.0 

Zirconium 

Zr 

90.6 


Repeated from tbe Journal of the Amerloan Cbomloal Soototy, Vol. XLI, N0.IS, 





